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TAXICAB RATES--City of Ames, Iowa 


ORDINANCE NO. 592 
WITHIN ZONE I OR ZONE 2 


One Passenger. 3%... a sm aoe, ob leeks Se EM TA 25c 

Two Passengers: .. €. Warn a eee 20c each 

Three or more Passengers.................+.- 15c each 
BETWEEN ZONE I AND ZONE 2 

One Passenger. ama a jo een RN EE 50c 

Two: Passengers” ii a Eee 30c each 

Three or more Passengers...................- 25c each 


For each three minutes or fraction thereof waiting time, the sum of 10c 
For each trunk carried in connection with a passenger, an additional fee of 50c 


Zone 1 — Wards 1, 2 and 3 (Downtown) 
Zone 2 — Ward 4 (College ) 


a 


AMES, IOWA 
ORDINANCE NO. 607 


AN ORDINANCE PROVIDING FOR AN ANNUITIES 
RETIREMENT SYSTEM FOR EMPLOYEES OF THE 


AMES MUNICIPAL WATER AND ELECTRIC UTILITIES 


Seciton 1: Creation 


A Retirement System to be op- 
erated and maintained in accord- 
anee with the provisions of this 
ordinance is hereby created. 


Section 2: Name 


This Retirement System shall be 
known as the Ames Utility Em- 
ployees Retirement System. 


Section 3: Purpose 

The purpose of this Retirement 
System is to provide economy and 
efficiency by furnishing an or- 
derly means whereby Employees 
who have become aged or other- 
wise incapacitated may be retired 
without hardship. 


Section 4: Definitions 


The following words and 
phrases, unless a different mean- 
ing is clearly indicated by the 
context, shall have the following 
respective meanings: 
3s City 

The City of Ames, Iowa. 

2. Board: 

The Board of Trustees at any 
time acting hereunder. 
3. Employee: 

A person in the employment of 
the Electric and-or Water Untili- 
ties of the City of Ames, Iowa on 
or after the effective date of this 
ordinance who received regular 
compensation from the said Utili- 
ty or Utilities for personal ser- 
viees rendered in connection with 
the operation, maintenance or 
management of the said Electric 
and-or Water Utilities of the City 
and which position ordinarily re- 
quires 1,200 hours per year or 
more. 


4. Earnings: 


Amounts paid by the City to an 
Employee of the Electric and-or 
Water Utilities for personal ser- 
vices. Earnings prior to the ef- 
fective date will be assumed to be 
at a rate equal to the average of 
the earnings within the three 
years immediately preceding the 
effective date of this ordinance. 
5. Prior Service: 

The period beginning on the 
first day upon which any Em- 
ployee first became an Employee 
of the Electric and-or Water Utili- 
ties of the City and ending on the 
effective date hereof excluding 
the intervening periods during 
which such Employee was sepa- 
rated from the service following 
a resignation, dismissal, lay-off or 
expiration of any term of ap- 
pointment, not excluding active 
military service of the state or 
nation. 


5a. Current Service: 


The period beginning on the 
first day upon which the Em- 
ployee first becomes a partieipat- 
ing employee and ending on the 
day of the latest separation from 
service of the Electric and-or 
Water Utilities, excluding all in- 
tervening periods other than when 
called into active military service 
of the state or nation but includ- 
ing resignations, dismissal and 
lay-off in excess of thirty (30) 
days. 

6. Annuity: 

A series of uniform monthly 
payments payable to a retired Em- 
ployee, the first such payment to 
be made as of the beginning of 
the month following the date such 
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annuity begins and the last pay- 
ment to be made as of the be- 
ginning of the month in which 
death of the retired Employee 
occurs, 


7. Effective Date: 


This ordinance shall be in full 
force and effect upon passage and 
publication as provided by law. 
Notwithstanding any provisions to 
the contrary, no benefits other 
than Disability or Death to be 
paid before January 1, 1947. 


8. Regular Interest: 


3% per year compounded an- 
nually. 


Section 5: Employees Included 


All persons who are Employees, 
as defined herein, on the effec- 
tive date and all persons who be- 
come Employees, as defined here- 
in, shall be included in this sys- 
tem. 


Section 6: Contributions by 
Employees 
Each participating Employee 
shall make contributions to the 
system as follows: 


A. Normal contributions of 5% 
of each payment of earnings paid 
to any such Employee. 


B. Additional contributions of 
such percentages of each payment 
of earnings paid to any such Em- 
ployee as shall be elected by the 
Employee. ; 

Each rate of additional contri- 
bution shall be a minimum of 
396 of each payment of earnings 
paid to such Employee and may 
be increased in multiples of 1% 
if each said payment, but the to- 
tal additional contributions shall 
not exceed 10% of the payment 
of earnings paid to any such Em- 
ployee. 


The selected rate shall be ap- 
plicable to all earnings beginning 
on the first day of the month fol- 
lowing receipt by the City's Chief 
Finance Officer of written notice 
of election to make such contri- 
butions, Additional contributions 
at the selected rate shall be made 
concurrently with normal contri- 


butions and shall continue at guch 
rate until the end of the calendar 
year in which written notice of 
discontinuance or change is re- 
ceived by the City’s Chief Finance 
Officer. 


All normal contributions and 
all additional contributions shall 
be deducted from each corres- 
ponding payment of earnings paid 
to each participating Employee 
and shall immediately be credited 
to this Fund. All normal and ad- 
ditional contributions shall not 
be withdrawn from this Fund ex- 
cept as provided for in this Or- 
dinance, 


Section 7: Credits to Employees 


For the purpose of determining 
the amount of any Annuity or 
benefit to which an Employee or 
beneficiary shall be entitled, each 
participating Employee shall be 
credited with the following 
amounts, as of the dates speci- 
fied: 

A. For prior service, each par- 
ticipating Employee who is an 
Employee on the effective date, 
shall be credited, as of such date, 
with a prior service credit of an 
amount equal to the accumulated 
value, as of such date, of the con- 
tributions which would have been 
made during the entire period of 
prior service as such Employee, 
assuming: 

1. The earnings of such Em- 
ployee to have been uniform over 
such period and equal to the 
monthly earnings obtained by di- 
viding the total earnings during 
the period of three calendar years 
immediately preceding the effec- 
tive date, by the number of 
minths in such period during 
which any earnings were received 
by such Employee. a 


2. The rate of contribtuion to 
have been 10%. 

3. The contributions for each 
calendar year to have been made 
at the end of such year and 

4. The contributions to have 
accumulated with interest at the 
rate of 3% per annum com- 
pounded annually. 


B. For current service, each 
participating Employee shall be 
eredited with: 


1. Additional credits of amounts 

equal to each payment of addi- 
tional contributions received from 
such Employee, as of the date 
the corresponding payment of 
earnings is payable to the Em- 
pleyee. 


2. Normal credits of amounts 
equal to each payment of normal 
contributions received from such 
Employee, as of the date the cor- 
responding payment of earnings 
is payable to the Employee. 


C. For priods of disability, each 
Employee receiving disability bene- 
fits shall be credited as of the 
end of each month with normal 
eredits and the Utilities contribu- 
tions the same as though the Em- 
plovee had been working regu- 
larly and receiving regular earn- 
ings. 

D. For re-entrance into service 
upon termination of an Annuity. 
each Employee so re-entering 
shall be eredited, as of the date 
such Annuity is terminated, with 
additional, normal, Utilities and 
prior service credits of amounts 
equal to the then present value 
of the portion of the terminated 
Annuity whieh was originally pro- 
vided by the corresponding type 
of eredit. 

The credits of each individual 
participating Employee shall be 
accumulated in a separate account 
for each type of -credit, and inter- 
est shall be credited thereon, at 
the regular rate. 


Upon the granting of a retire- 
ment Annuity, a death benefit or 
a separation benefit, for any Em- 
ployee, all the individual aceumu- 
lated eredits of such Employee 
shall thereupon be terminated. 


Section 8: City Contributions 


The City shall make contribu- 
tions to be determined on a level 
premium basis of the amounts 
whieh ‚in addition to the contri- 
butions of the Employees, are re- 


Page 3 


quired to meet the costs of main- 
taining this Retirement System. 
The annual contributions of the 
City are to be equal to the nor- 
mal cost of the year required t 
provide benefits or Annuities not 
provided for by Employee con- 
tributions, plus the amount neces- 
sary to amortize the remaining 
unfunded past service requirement 
over the remainder of the 40 year 
period following the effective 
date. 


Section 9: Retirement Annuities 


The following described persons 
shall be entitled to Retirement 
Annuities, beginning on the dates 
hereinafter specified: 

A. Any participating Employee 
who, regardless of cause, is sepa- 
rated from the service of the Elec- 
tric and-or Water Utilities of the 
City of Ames at any time after 
the accumulation of all credits of 
any such Employee are sufficient 
to provide an immediate Annuity 
of at least $10.00 per month. 


B. Any such Annuity shall be- 
gin on the date specified by the 
Employee entitled thereto, in a 
written application therefor, pro- 
vided: 

1. Such date is not prior to the 
date of separation from the Blec- 
tric and-or Water Utilities by 
which such Employee was em- 
ployed. 


2. Such date is not more than 
sixty (60) days prior to the date 
of receipt of such application by 
the Board. 


3. The Employee has attained 
at least age fifty-five. 


The amount of any retirement 
Annuity shall be the sum of the 
following, all determined from 
eredits applicable to the Em- 
ployee in accordance with the reg- 
ular rate of interest and the ap- 
proved actuarial tables in effect 
at the time: 


A. The Annuity which can be 
provided from the total aceumu- 
lated normal and additional cred- 
its with interest thereon to the 
date the Annuity begins, 
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B. The Annuity which can be 
provided from the total accumu- 
lated Utilities credits with inter- 
est thereon to the date the Annu- 
ity begins; provided that such An- 
nuity shall not exceed the Annu- 
ity which would have been pro- 
vided on the date the Employee 
attained age sixty-five (65) from 
Utilities credits on such date with 
interest thereon to such date, 
and; provided that such Annuity 
shall not exceed an amount which 
would make the total of the An- 
nuity provided from accumulated 
normal and Utilities credits with 
interest thereon exceed 60% of 
the final rate of earnings, and 


C. The Annuity which can be 
provided from the total accumu- 
lated prior service credits with 
interest thereon to the date the 
Annuity begins; provided that 
such Annuity shall not exceed 
an amount which would make the 
Annuity “otherwise available for 
the normal, Utilities and prior 
service credits equal to the Annu- 
ity which would have been pro- 
vided from the total accumulated 
normal, Utilities and prior ser- 
vices credits with interest thereon 
to the date the Employee attained 
age sixty-five (65) and that the 
prior service credits had been ac- 
cumulated at two times the rates, 
of Utilities credits for current 
service, and; provided that such 
Annuity shall not exceed an 
amount which would make the to- 
tal of the Annuities provided from 
the accumulated normal, Utilities 
and prior service credits with in- 
terest thereon, exceed 50% of the 
final rate of earnings. 


Notwithstanding the fact that 
any Annuity is payable for life, 
if any Annuitant receiving a re- 
tirement Annuity, again becomes 
an Employee, the Annuity payable 
to the Employee at that time shall 
be terminated as of the end of the 
calendar month prior to the date 
upon which such person again 


becomes an Employee, 


Section 10: Disability Benefits 


The following described persons 
shall be entitled to disability bene- 
fits, beginning on the dates, and 
continuing for the periods, here- 
inafter specified: 


A. Any participating Employee 
who is less than age sixty-five 
(65) and is unable to perform the 
duties of any assigned position for 
any period exceeding thirty days, 
because of mental or physical 
disability. 


B. Such benefits shall begin to 
accrue on the thirty-first day fol- 
lowing the date upon which such 
disability was incurred, unless: 


1. Written application for 
such benefits is not received 
by the Board within sixty 
days of such accrual date, 
in which case, benefits shall 
begin to accrue on the day 
sixty days prior te the re- 
ceipt of such application, or 

2. All earnings have not 
ceased to be payable to such 
Employee on such accrual 
date, in which case, benefits 
shall begin to acerne on the 
day following the day for 
which the last payment of 
earnings is made by the City. 
C. Such benefits shall continue 

during the period of disability 
until the beginning of the day 
upon which the first of the fol- 
lowing occurs: 


1. Disability ceases in ac- 
cordance with the certifica- 
tion of a physician approved 
or appointed by the Board. 


2. Earnings again becomes 
payable. 

3. Refusal to submit to a 
reasonable physical examina- 
tion by any physician ap- 
proved and appointed by the 
Board. - 


4. Attainment of age sixty- 
five (65). 

5. The amount of Retire- 
ment Annuity, to which such 
Employee would immediately 
be entitled from accumula- 


tion of normal, Utilities and 

prior service credits, if sepa- 

rated from the service, equals 
the amount of the disability 
benefit. 

A participating Employee shall 
be considered disabled only dur- 
ing periods for which the Board 
shall have received: 


A. Written certification by at 
least two licensed and practicing 
physicians approved or appointed 
by the Board, that the Employee 
is disabled and unable to reason- 
ably perform the duties of any as- 
signed position, and 

B. Written certification by the 
Administrative Officer by whom 
said Employee is employed to the 
Board tbat such Employee: 

1. Is not separated from 
the service of the City, and 


2. Is disabled and as a 
consequence is not entitled to 
any earnings from the City. 


A Physical examination 
shali be required for all Em- 
ployees of the Electric and- 
or Water Utilities within thir- 
ty (30) days from the date 
of enactment of this Ordin- 
ance, and a physical exam- 
ination shall be required be- 
fore any new Employee shall 
become a participating mem- 
ber of this System. 

The amount of any disability 
shall be 50% of the earnings 
which would have been paid to 
such Employee, had the Employee 
continued in service for the en- 
tire period during which disabil- 
ity benefits are payable, on the 
assumption that the rate of earn- 
ings during this entire period 
would have been equal to the 
rate of earnings of the Employee 
on the date such disability oc- 
curred. 


AM disability benefits shall be 
payable once a month as of the 
end of each calendar month dur- 
ing which any disability benefits 
accrued, and payments for frac- 
tional parts of a month shall be 
determined by prorating the 
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monthly benefit for the total 
number of days in the month 
during which benefits are pay- 
able. 


Notwithstanding any provision 
to the contrary, if any Employee 
receives or is entitled to receive 
any compensation under and by 
virtue of the “Workmen's Com- 
pensation Act,” the disability pay- 
ments due under this System shall 
be reduced by the amount due un- 
der the said “Workmen's Com- 
pensation Act.” 


Section 11: Death Benefits 


A. The following described per- 
sons shall be entitled to death 
benefits, in the form and at the 
time hereinafter specified: 


1. The beneficiary of any 
participating Employee or of 
any Annuitant, on the date of 
death of such Employee or 
Annuitant. 


2. Such death benefits 
shall be paid in the form of 
a single cash sum except 
where an Annuity is payable 
hereunder. 


3. Whenever any death 
benefit is payable in a single 
cash sum, it shall be paid to 
the designated beneficiary as 
soon as practicable after re- 
ceipt by the Board of a cer- 
tified copy of the death cer- 
tificate of the Employee or 
Annuitant. 


B. the Amount of death bene- 
fit shall be: 


1. Upon the death of an 
Employee while an  Em- 
ployee, an amount equal to 
the sum of the accumulated 
additional credits and in ad- 
dition normal, prior and 
Utilities credits of such Em- 
ployee or $500.00, whichever 
is greater at the date of 
death if such Employee. 


2. Upon the death of an 
Employee after such person 
ceases to be an Employee, 
but before becoming an An- 
nuitant, an amount equal to 
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the sum of the aceumulated 
additional credits and nor- 
mal, prior and Utilities ere- 
dits of such Employee on the 
date of death. 


3. Upon the death of an 
Annuitant receiving a benefi- 
ciary Annuity, the excess of 
the death benefit which was 
used to provide the Annuity, 
over the sum of all Annuity 
payments made to such bene- 
ficiary. 

4. Notwithstanding any 
provision to the contrary, if 
any beneficiary receives or 
is entitled to receive any 
compensation on account of 
death and by virtue of the 
"Workmen's tCompensation 
Act,” the death benefits due 
under this System shall be re- 
duced by the amount due 
under the said “Workmen's 
Compensation Act.” 


Section 12: Separation Benefits 


The following described persons 
shall be entitled to separation 
benefits, at the times hereinafter 
specified. 

A. Any participating Employee 
who ceases to be an Employee, 
who, on the date of application for 
such benefits is not eligible for 
Retirement Annuity benefits. 


B. Such separation benefits 
shall be paid in the form of a 
single cash sum as soon as prac- 
ticable after receipt by the City's 
Chief Finance Officer of: 


l. Written notice from the 
Administrative Officer by 
whom employed that such 
Employee has been separated 
from the Service. 


The amount of any separation 
benefits shall be the sum of the 
accumulated additional and nor- 
mal credits of the Employee as of 
the date of separation from the 
service. 


Section 13: Limitation of 
Benefits 


Nothing contained in this or- 
dinance shall be construed as a 


limitation of the right of the City 
to discharge any Employee with 
or without cause. 


Retirement shall be compulsory 
at the age of sixty-five (65) to 
be effective at the end of the 
month in which such age is at- 
tained, with the exception that 
the City Council may grant per- 
mission for the extension of the 
employment of said Employee on 
a year to year basis upon recom- 
mendation of the Administrative 

fficer by whom said Employee 
is employed. 


Section 14: Board of Trustees 


This System shall be construed 
to be a Trust and shall be ad- 
ministered by a Board of Trustees 
composed of: (1) the City’s Chief 
Finance Officer, (2) two City 
Councilmen appointed by the 
Mayor with the approval of the 
Council, (3) two elected Em- 
ployees, one elected by the Water 
Utility employees and one elected 
by the Electric Utility employees 
at elections to be held by the 
Board of Trustees, (4) the City 
Treasurer and the City Attorney 
to be ex-officio members without 
voting power. 

The terms of office for the first 
Board of Trustees shall be as 
follows: 

1. City’s Finance Officer— 
three years. 

2. One Councilman for two 
years and one for one year. 


3. One Employee from the 
Electric Utility for one year 
and one Employee from the 
Water Utility for two years. 
At the expiration of these re- 

spective terms all members shall 
serve terms of three years each 
or until prior resignation, death, 
or disqualification. 


All trustees shall serve without 
compensation but shall be reim- 
bursed for any reasonable expenses 
or for any amount of earnings 
withheld because of attendance 
at a Board meeting. Each trustee 
shall be entitled to one vote, 
except ex-officio members, and at 


least the approval of the ma- 
jority of the five voting Trustees 
shall be necessary for every de- 
eision or action by the Board of 
Trustees. 


Section 15: Powers and Duties of 
the Board of Trustees 


The Board of Trustees may 
adopt such rules and actuarial ta- 
bles. and employ such agents, 
physicians, accountants, actuaries 
or clerical assistants as it may 
deem necessary. Decisions made by 
a majority of the five voting 
Trustees not inconsistent with the 
provisions of this ordinance shall 
be binding and conclusive on all 
persons. The Board shall be en- 
titled to rely upon the records of 
the City as to the Service, age, 
or earnings of any Employee or 
as to any other information perti- 
nent to any calculation or deter- 
mination under this Retirement 
System. The Board shall invest 
fnuds of the Retirement System 
not currently needed for current 
costs in investments proper for 
the funds of the City of Ames, 
lowa under the laws of the State 
of lowa and the Board may sell 
any security belonging to the Re- 
tirement System. 

The Board shall have the ac- 
counts of the Retirement System 
audited annually by a certified 
public accountant and shall sub- 
mit an annual statement to the 
City Council as soon after the end 
of each calendar year as is pos- 
sible. Such statement shall include 
a balance sheet showing the fi- 
- nancial condition of the System 
as of the end of the calendar 
year, a statement of receipts and 
disbursements during such year, 
a detailed statement of invest- 
ments, and such additional sta- 
tistics as are deemed necessary 
for a proper consideration of the 
eondition of the Retirement Sys- 
tem. 

The Board shall in 1949 and at 
least once in each five year per- 
iod thereafter have an actuarial 
investigation made of the funds 
of this System and shall make a 
report to the City Council and 
officials. 
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Section 16: Retirement Fund 

All the contributions made un- 
der the provisions of this Retire- 
ment System together with the 
income thereon shall constitute 
the funds of this Retirement Sys- 
tem and such funds shall be held 
to pay the benefits, Annuities and 
expenses of administration of this 
Retirement System and shall not 
be used for any other purpose. 

The City Treasurer shall be the 
treasurer of the Retirement Sys- 
tem and shall furnish a corpor- 
ate surety bond to indemnify the 
Board of Trustees for any loss 
which may result from any action 
or failure to act on the part of 
such Treasurer or of his agents. 
The bond shall be in such amount 
as the Trustees may designate and 
all reasonable charges for such 
bond shall be paid by the Board. 

All the funds of the Retire- 
ment System and all securities 
belonging thereto shall be de- 
posited with the City Treasurer. 

All payments of the funds of 
the Retirement System shall be 
made through the City Treasurer 
only upon vouchers signed by the 
Chief Finance Officer of the City 
of Ames and only as authorized 
by the Board of Trustees. 

The Chief Finance Officer of 
the City of Ames, Iowa shall fur- 
nish a corporate surety bond to 
indemnify the Board of Trustees 
for any loss which may result 
from any action or failure to act 
on the part of such finance offi- 
eer or of his agents. The bond 
shall be in such amount as the 
Trustees may designate and all 
reasonable charges for such shall 
be paid by the Board. 

Section 17 

This ordinance shall be in full 
force and effect from and after its 
passage and publication as pro- 
vided by law. 

Dated this 4th day of Decem- 
ber, 1945. 


H. B. MANNING. 
Mayor 
Attest: 


J. W. PRATHER, 
City Clerk 
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ORDINANCE NO. 585 


AN ORDINANCE REGULATING THE SIZE OF BUILDINGS AND OTHER STRUCTURES, 
THE SIZE OF YARDS, COURTS, AND OTHER OPEN SPACES, THE PORTION OR PER- 
CENTAGE OF LOT THAT MAY BE OCCUPIED, THE DENSITY OF POPULATION, THE 
LOCATION AND USE OF BUILDINGS, STRUCTURES, AND LAND FOR TRADE, IN- 
DUSTRY, RESIDENCE OR OTHER PURPOSES, ESTABLISHING THE BOUNDARIES 
OF DISTRICTS DEEMED BEST SUITED TO CARRY OUT THE PROVISIONS OF THIS 
ORDINANCE, REQUIRING THE ISSUANCE OF BUILDING PERMITS BEFORE THE 
ERECTION, CONSTRUCTION, RECONSTRUCTION, CONVERSION, ALTERATION, EN- 
LARGEMENT, EXTENSION, RAISING OR MOVING OF ANY BUILDING OR STRUC- 
TURE, DEFINING CERTAIN TERMS, PROVIDING FOR A BOARD OF ADJUSTMENT, 
PROVIDING FOR A MANNER OF AMENDMENT OF THIS ORDINANCE, REPEALING 
ALL CONFLICTING ORDINANCES, AND PROVIDING PENALTY FOR A VIOLATION 


OF ITS PROVISIONS. 


Whereas, the City Council of the City of 
Ames, Iowa deems it necessary in order to 
lessen congestion in the streets; to secure 
safety from fire, panie and other dangers; to 
promote health and general welfare; to provide 
adequate light and air; to avoid undue erowd- 
ing of population; to facilitate the adequate 
provisions of transportation, water, sewage, 
schools, recreational facilities and other publie 
requirements; to conserve the value of pro- 
perty and encourage the most appropriate use 
of land throughout the City in accordance 
with a comprehensive plan; 


Alteration, structural: Any change in the 
supporting members of a building, such as bear- 
ing walls, partitions, columns, beams, or girders. 
The enlargement of the size or height of a build- 
ing shall be construed to be a structural altera- 
tion. 


Attic: A space under a gable, hip or gamb- 
rel, or other roof, the finished floor of which is, 
or would be, at or entirely above the level of 
the wall plates of at least two (2) exterior walls, 
and the height of which, from the floor level 
to the highest point of the roof, does not exceed 
ten (10) feet. 


[ Now, Therefore, Be Tt Ordained by the City Basement: A ''basement' is a story partly 
f Council of the City of Ames, Iowa: underground but having at least one-half (14) 
of its height above the curb level, and also one- 
Y Section 1. Short title: This ordinance shall half (14) of its height above the highest level 
be known and may be cited and referred to as of the adjoining ground. A basement shall be 
the **Zoning Ordinance” to the same effect as counted as a story under the provisions of this 
N if the full title were stated. ordinance. 

| Section 2. Definitions: For the purpose of Block Frontage: The frontage of lots facing 


interpreting this ordinance, certain words, 
terms, and expressions are herein defined. 
Words used in the present tense include the 
future; the singular number includes the plural 
and the plural includes the singular; the word 
“building” includes the word ''strueture"' and 
the word “shall” is always mandatory. 


Accessory Building: 
sory). 

Alley: A publie thoroughfare not more than 
twenty (20) feet in width, for the use of ve- 


(See Building, Acces- 


the street under consideration which are com- 
prised between two (2) adjacent streets or be- 
tween a street and the adjacent corporation line. 


Boarding or Lodging House: A building, 
other than a hotel, fraternity house or sorority 
house, where meals are regularly served or lodg- 
ing furnished for compensation to more than 
five (5) persons not members of the family there 
residing. 


Building: A structure having a roof sup- 
ported by columns or walls for shelter, support 
or enclosure of persons, animals or chattels. 


When separated by division walls from the 
ground up without openings, each portion of 
such structures shall be deemed a separate 
building. 

Building, Accessory: Any building whieh is 
subordinate to the main building on the lot, not 
attached thereto and used for purposes eustom- 
arily incidental to those of the main building. 
Private garages are accessory buildings. 


Building, Height of: The perpendicular dis- 
tance measured in a straight line from the curb 
level to the highest point of the roof beams in 
the case of flat roofs, and to the average of the 
height of the roof in the ease of pitched roofs, 
the measurement in all cases to be taken through 
the center of the front of the house. Where 
a dwelling is situated on ground above the eurb 
level such height shall be measured from the 
level of the adjoining ground, provided the 
distance from the building to the street line is 
not less than the height of adjoining ground 
above the curb level. Where a dwelling is on 
a corner lot and there is more than one grade 
or level, the measurernents shall be taken from 
the main entrance elevation. 


Building Line: A building set back line shall 
be a line as established under the provisions of 
Section 5757, Code of Iowa, 1939. 


Building Wall: The wall of the principal 
building forming a part of the main structure. 
The foundation walls of unenelosed porches or 
plazzas, steps, walks and retaining wall or simi- 
lar structures shall not be considered as build- 
ing walls under the provisions of this Ordinance. 


Court: An open, unoeeupied space on the 
same lot and fully enelosed on at least three (3) 
adjacent sides by walls of the building. An 
outer court is any court facing for its full re- 
quired width on a street, or on any other re- 
quired open space not a court. 


Cellar: A story having more than one-half 
(144) of its height below the curb level, or be- 
low the highest level of the adjoining ground. 
A cellar shall not be considered as a story for 
the purposes of this Ordinance. 


Curb Level: The mean level of the eurb or 


the established curb grade in front of the lot 
or building. 


Dwelling, Single Family: A detached build- 
ing arranged, designed or intended to be oe. 
eupied as the residence of a single family and 
having no party wall in common with an ad- 
jacent house or houses, 


Dwelling, Two-Family: A detached build- 


ing that is arranged, designed or intended to 
be occupied as the residence of but two (2: 
families or housekeeping units living indepen- 
dently of each other. 


Dwelling, Multi-Family: An apartment house 
or dwelling used or intended to be used or 
occupied as a residence of three (3) or more 
families or housekeeping units living inde- 
pendently of each other. 


Family: A group of individuals living and 
cooking together on the premises as one (1) 
housekeeping unit, but a family shall not in- 
elude a group of more than five (5) individuals 
not related by blood or marriage. 


Fraternity or Sorority House: A building, 
other than a hotel that is arranged. intended or 
designed to be occupied as a residence for a elub 
of more than five (5) members there residing. 


Garage, Private: An accessory building or 
portion of a building in which one (1) or more 
motor vehicles are housed, but in which no busi- 
ness service or industry connected with motor 
vehicles is carried on other than leasing of space 
as is permitted under the provisions of Section 
11 of this Ordinance. 


Garage, Public: A building or portion of a 
building in which motor vehicles are equipped 
for operation, repaired, stored or kept for re- 
muneration, hire or sale. 


Gasoline Station: A building or portion of a 
building used chiefly, in connection with tanks, 
pumps and other appliances, for supplyimg motor 
vehicles with gasoline, oil, compressed air, water 
and similar supplies, but not for the purpose of 
making repairs. 


Hotel: A building occupied as the more or 
less temporary abiding place of individuals who 
are lodeed with or without meals and in which 
there are more than twenty-five (25) sleeping 
rooms usually oceupied independently. 


Lodging House: 


Lot: A lot is a parcel of land under one (1) 
ownership on which a principal building and 
its accessories are placed, together with the re- 
quired open spaces, having its frontage upon 
one (1) or more streets or on an officially ap- 
proved place. 


(See Boarding House). 


Lot, Corner: Lots conforming to the require- 
ments of the following specified conditions shall 
be considered as corner lots under the provisions 
of this ordinance: 


1. A lot fronting on two (2) intersecting 
streets which form an interior angle of one 


A 


hundred and thirty-five degrees (135°) or less 


whieh lot has a frontage of not less than 
feet on each of such streets. 

2. A lot located at the angle in a street where 
the interior angle formed by the intersection of 
the street lines is one hundred and thirty-five 
degrees (135°) or less and which lot has a front- 
age of not less than 25 feet on each leg of such 
angle. 


Lot Depth: The distance from the front line 
to the rear lot line. Im the case of a lot of ir- 
regular shape, the mean depth shall be the lot 
depth. 


Lot Width: The distance between the side 
lot lines. In the ease of a lot of irregular shape, 
the mean width shall be the lot width. 


Let, Interior: 
than a corner lot. 


Lot, Through: . A lot running through the 
bloek from street to street. 


Lot Line, Front: In the ease of an interior 
lot, abutting on only one street, the front lot 
line is the street line of sueh street. In the ease 
of any other lot, it may be sueh street line as 
is elected by the owner to be the ‘‘front lot 
line’ for the purpose of this ordinance, provid- 
ed that the prineipal entranee to sueh buildine 
shall be on the street so selected. 


Lot Line, Rear: That boundary line whieh is 
opposite and most distant from the front line. 


Lot Line, Side: Any boundary line not a 


An interior lot is any lot other 


. front lot line or a rear lot line. 


Non-conforming Use: A use that does not 
eomply with the regulations of the distriet in 
whieh it is situated. 


Official Map: The official map shall be that 
map on file in the office of the City Clerk of 
the City of Ames and all references hereafter 
te said official map shall mean the map just 
referred to. Said map by this reference thereto 
being made a part of this ordinance. 


Place, Public: An open or unoceupied public 
space more than twenty (20) feet in width which 
is permanently reserved for the purpose of 
aceess to abutting property. 


Porch, Open: A roofed structure, open on 
two (2) or more sides, projecting from the front, 
side or rear wall of the building. An open poreh 


may be enclosed by removable storm windows 
for periods not exceeding seven months in any 
twelve months period. 


Public Notice: The publication of the time 


and place of any public hearing not less than 
fifteen (15) days prior to the date of said hear- 
ing in one (1) newspaper of general cireulation 
in the municipality. 


Story: A story is that part of any building 
comprised between any floor and the floor or 
attic next above; the first story of a building is 
the lowest story having at least one-half (15) 


"of its height above the curb level and also one- 


half (15) of its height above the highest level 
of adjoining ground. 

Street, Public: A publie thoroughfare more 
than twenty (20) feet in width. 


Street Front: The street or public place upon 
which a plot abuts. If a plof abuts upon more 
than one street or public place it shall mean the 
street designated as the front street in the own- 
er’s application for a building permit. 


Street Line: The dividing line between a lot 
and a publie street, alley or place. 


Street Wall: The wall of the building near- 
est the street under consideration. 


Structural Alteration: (See Alteration Strue- 


tural). 


Yard Front: The required space, unobstruct- 
ed to the sky, open for the whole width of the 
lot extending from the nearest part of any build- 
ing on the lot to the front lot line excluding 
cornices, eaves, gutters or chimneys projecting 
not more than thirty (30) inches, steps, bay win- 
dows or similar features not extending through 
more than one story and which do not aggregate 
more than one-third (14) of the width of the 
frontage of the building, and vestibules not 
more than one story in height and extending 
more than three (3) feet beyond the front wall 
of the principal building, one story open porches 
eight (8) or less feet in width. 


Yard, Rear: The required open space, un- 
obstructed to the sky, extending along the rear 
lot line (not a street line) throughout the whole 
width of the lot to the rear of the principal 
building, excluding cornices, eaves, gutters, 
chimneys projecting not more than thirty (30) 
inches, uneovered steps, open porches, not more 
than one story in height and eight (8) feet in 
width and accessory buildings. 


ud, Side: The required open space, un- 
obstrueted to the sky, extending along the side 
lot line from the front yard to the rear yard, 
excluding cornices, eaves, gutters, chimneys, bay 
windows, and open porches not exceeding three 
(3) feet in width, or similar features extending 
not more than one story in height whieh pro- 


ject into the side yard but are thirty (30) inches 
or more from the adjacent lot line. 


Section 3. Districts 


(a) For the purpose of this ordinanee the 
City of Ames, lowa is hereby divided into five 
(5) elasses of districts, as follows: 

“A” Distriets— (Residence) 

“B” Distriets— (Multiple Residence) 

“0” Distriets— (Local Business) 

“D” Distriets— (Business and Light Indus- 

try) 
Distriets— (Heavy Industry) 


íí n 


(b) The various districts and their bound- 
aries are hereby established as shown on the 
official Zoning Map of the City of Ames and 
which, with all its designations, is hereby de- 
clared to be a part of this ordinance. 


Section 4. District Boundaries. The bound- 
aries of the various districts established by this 
ordinance are street lines, alley lines, property 
lines, lot lines, or other lines shown on the of- 
ficial Zoning Map. Where boundaries are ap- 
proximately indicated as property or lot lines, 
the true locations of such lines shall be taken 
as the boundary lines. Where the distance to 
any boundary line from a street line, property 
line or lot line, is indicated by the official Zon- 
ing Map, such measurement shall control. 


Section 5. General regulations: 


(a) Except as hereinafter provided, no 
building or part thereof shall be erected, con- 
structed, reconstructed, converted, altered, en- 
larged, extended, raised, moved or used, and 
no land shall be used except in conformity 
with the regulations herein preseribed for the 
district in which such building or land may be 
situated and until a building permit has been 
issued by the Zoning Enforcing Officer as pro- 
vided herein. 


(b) Unless otherwise specified, no use shall 
be permitted in any district which is prohibited 
in any less restricted district, and unless other- 
wise provided, no use permitted in a more re- 
stricted district shall be prohibited in a less 
restricted district. 


(e) The principal building on a lot shall 
front on a street or a public place. 


(d) No yard, or other open space provided 
about any building for the purpose of comply- 
ing with the provisions of this ordinance shall 
be considered as providing a yard or open space 
for any other building, nor shall the lot area 


Py 


per family be reduced in any manner except 
in conformity with the area regulations hereín 
established for the district in which sueh build- 
ing is located. 


(e) The depths of front or rear yards and 
the width of side yards shall in all cases be 
measured from the lot line to the nearest point | 
of the adjacent building wall of the building 
under consideration, except in such cases where 
building lines as provided by Seetion 5757 of 
the Code of Iowa, 1939, have been established 
and in such event the depth of yards shall b. 
measured from said building line. 


(f) No lot shall hereafter be so reduced in 
area that any required yard, court or other 
open space will be smaller than is preseribed 
in this ordinance for the district in which it is 
located. 


(2) Not more than two (2) dwellings are 
permitted on any lot, tract, or parcel of land 
until the same has been subdivided in accord- 
ance with Chapter 321 of the Code of Iowa. 


(h) No building in the rear of any prin- 
cipal building on the same interior lot shall 
be used for residence purposes. 


(1) Each lot upon which a dwelling is to 
be erected or enlarged shall provide a lot area 
per family not less than those specified here- 
after : SOTO 

One family dwellings, 3,000 sq. ft. per family. 

Dwelling of two families, 2,000 sq. ft, / 

ey. gn 60 zon A 172 

Three or more family dwellings, 1,500 sq. ft. 
per family. PEE Dive 4 

The above requirements shall not apply to 
hotels. 


(j) Any portion of a building which is cov-- 
ered by a roof and which is enclosed on three 
(3) or more sides shall be considered as a part 
of the building. 


(k) The owner of a corner lot may elect to 
front the principal building on such lot on 
either of the two streets upon which the corner 
lot abuts, provided that the principal entrance 
to such building shall open on the street so 
selected. Where any such election is mani- 
festly contrary to the established character or 
welfare of the neighborhood, the enforcing of- 
ficer shall thereupon refer the case to the Board 
of Adjustment, herein established, for a de- 
cision, as provided in Section 19 of this ordin- 
ance. 


(1) No permit shall be issued for a dwell- 
ing in a residence district if the lot upon which 


- said dwelling is to be erected has less than a 
front yard width of 40 feet, 


Section 6, Use regulations for “A” dis- 
triets. (Residence). Within any “A” District, 
unless otherwise provided in this ordinance, 
no building or land shall be used for other than 
one or more of the following purposes: 


(a) Single or two family dwellings: Nothing 
herein shall prevent the serving of meals to 
five (5) or less persons not members of the fam- 
ily there residing or the renting of rooms to 
five (5) or less persons or both, provided there 
is no display of advertising. Not more than 
two (2) families may occupy one (1) principal 
building on a lot in an “A” District. 


(b) Offices or studios of professional per- 
sons, or space for home occupations not involv- 
ing in any case the conduct of a business on 
the premises, provided that any such activity 
may only be carried on in the building which 
is used as the private dwelling of the proprietor, 
provided further that any such activity shall 
not oeeupy more than fifty percent (50%) of 
the floor area of one (1) story of such build- 
ing, provided further that not more than one 
(1) person not a member of the family there 
residing shall be regularly employed in addi- 
tion to the proprietor, provided further that 
there shall be no display of goods and no ad- 
vertising on the premises other than a small 
sien not to exceed one (1) square foot in area 
and carrying only the name and occupation of 
any oeeupant of the premises, provided further 
that the building or premises occupied shall 
not thus be rendered objectionable or detri- 
mental to the residential character of the neigh- 
borhood due to the exterior appearance, the 
emission of odor, gas, smoke, dust, noise or 
im any other way, and provided further that 
any such building shall include no features 
oi design not customary in buildings for resi- 
dential use. 


(e) Churches, schools, elementary and high, 
public libraries or public museums, clubs, lodges, 
or social or community-center buildings, ex- 
cepting those, a chief function of which is a 
service or activity conducted or customarily 
conducted for gain, provided, further, that be- 
fore a permit is issued for such use by the zon- 
ing enforcing officer, he shall have on file in 
his office the written consent of the owners of 
75% of all the privately owned land within 
300 feet of any part of the premises to be oc- 
eupied by such use. 


(d) Playgrounds or parks not conducted as 
a business. 


(e) Farms, truck gardens, orchards, and 
wood lots, 


(f) Horticultural nurseries and greenhouses 
for the propogation of plants only, provided 
there is no display of advertising or of plants 
other than growth, and provided further that 
before a permit is issued for such use by the 
zoning enforcing officer, he shall have on file 
in his office the written consent of the owners 
of ninety percent (90%) of all of the privately 
owned land within three hundred (800) feet 
of any part of the premises to be occupied by 
such use. 


(v) Real estate signs advertising for sale, 
rental or lease only the premises, lots or tracts 
on which they are located as provided in See- 
tion 12 of this ordinance. 


(h) 
boards. 


Announcement Signs and Bulletin 


(1) Private Garages, and Accessory Build- 
ines as provided in Section 11 of this ordinance. 


Section 7. Use regulations for ‘‘B’’ districts. 
(Multiple Residence). Within any “B” Dis- 
trict, unless otherwise provided in this ordin- 
anee, no building or land shall be used for 
other than one or more of the uses herein speci- 
fied as permissible in ‘‘A’’ Districts, or for 
other than one or more of the following pur. 
poses: 


(a) Multi-family Dwelling. 
(b) 


(c) Boarding or Lodging Houses, provided 
that there be no conspicuous advertising signs. 


(d) Private garages and accessory buildings 
under conditions as specified in Section 11 of 
this ordinance. 


Fraternity or Sorority Houses. 


(e) Municipal, State or Federal Buildings. 


(f) Hospitals, elinies, sanitariums, dispens- 
aries and charitable institutions (except penal 
or correctional institutions). 


Section 8. Use regulations for ‘‘C’’ Districts. 
(Local Business). Within any ‘‘C’’ District no 
building or land shall be used for other than 
one or more of the uses herein specified as 
permissible in '*B"' Districts or for other than 
one or more of the following purposes: 


(a) Milk processing plants, provided, such 
plants are located on a tract of land of not 
less than two (2) acres devoted exclusively to 
such use; provided, further, that such plant 


be free from objectionable odors, smoke, or 
noise, 


^ (b) A retail store or trade shop where 
goods are stored or displayed for sale or ser- 
vices rendered, and where nothing is fabricat- 
ed, manufactured, converted, or altered, except 
for such retail trade. A portion of any store 
or shop may be arranged and used as a dwell- 
ing, 

Section 9. Use regulations for ‘‘D’’ Districts. 
(Business and Light Industry). Within any 
“D” District no building or land shall be used 
for other than one or more of the uses herein 
specified as permissible in **C*” Districts, or 
for other than one or more of the following 
purposes: 


(a) Offices. 
(b) Financial institutions. 


(c) Amusement enterprises, such as dance 
halls, skating rinks, concert halls and theatres. 


(d) Studios 


(e) Fire stations and public convenience 
stations. 


(f) Gasoline filling stations. 


(2) Freight and passenger stations and sta- 
tions grounds. 


(h) Bus depots 

(1) Telephone exchange. 

(3) Hotels. 

(k) Telegraph offices. 

(1) Restaurants and lunch counters. 
(m) 


(n) Public Garages. 


Printine shops. 


(0) Any light manufacturing or light in- 
dustry which is carried on entirely within 
buildings, which is not noxious or offensive due 
to the emission of odors, gas, smoke, dust or 
101se, which is not a menace to publie health 
and safety, and which will not substantially 
or permanently injure the appropriate use of 
neighboring property. 


(p) Fuel and building material on storage 
yards from which sales are primarily retail. 


Section 10. Use regulations for “E” Dis- 
tricts. (Heavy Industry). Within any “E” 
District no building or land shall be used for 
other than one or more of the uses herein 


specified as permissible in “D” Distriets, or 
for other than any trade, industry or purpose 
which is not noxious or offensive due to the 
emission of odor, gas, smoke, dust or noise, or 
which is not a menace to public health or 
safety. 


Section 11. Garages and accessory buildings: 


(a) In any “A” District a private garage 
is permitted in the side or rear yard on the 
same lot with a dwelling, either as a separate 
building or in a separate room within, or at- 
taehed to the dwelling, provided that space 
for not more than three (3) motor vehicles is 
permitted on one lot. When wholly or par- 
tially within the limits of the side yard and 
attached to or a separate room with a prin- 
cipal building such garage shall be considered 
as a part of such principal building and shall 
contorm to all yard and space requirements as 
specified in this ordinance for principal build- 
ings. When wholly or partially within the 
limits of a rear yard and attached to or a sepa- 
rate room within a principal building such gar- 
age, if one (1) story in height. may extend 
into the rear yard the distance its rear wall 
is beyond the rear wall of the principal build- 
ing. Space for three (3) or less motor vehicles 
may be leased to other than residents on the 
premises. 


(b) In any “B” District or any '*C"' Dis- 
trict, private garages, or accessory buildings 
are permitted under the regulations prescribed 
for ‘‘A’’ Districts, except that for private gar- 
ages a space for not more than ten (10) motor 
vehicles may be provided, and except that 
space for not more than three (3) motor ve- 
hicles may be leased to others than residents 
on the premises. 


(e) In any “D” District or any ** E" Dis- 
trict, public or private garages, or accessory 
buildings are permitted on any part of the lot. 


(d) No public garage providing storage 
capacity for more than five (5) motor vehieles 
or in which motor vehicles are repaired for 
compensation shall have an entrance or exit 
for motor vehicles within fifty (50) feet of 
any ''A"' District or any ‘‘B’’ District, or with- 
in one hundred (100) feet of the entrance or 
exit of any previously existing publie or pri- 
vate school, playground, publie library, church, 
hospital or childrens institutions. 


(e) The following regulations and interpre- 
tations shall apply to paragraphs (a) and (b) 
Section 11: 


1. Each detached private garage or acces- 


ry building shall be not less than two (2) 
t from a party lot line or alley line except 
that when any part of such building is within 
* ity (50) feet of any street or public place 
| which the lot abuts such building shall be 
less than six (6) feet from any lot line 
Meets serves as the front portion of a side lot 
line to any adjoining property. 


b. feet 


2 No detached garage or accessory build- 
ing is permitted within the limits of a front 


3. If any portion of a detached garage or 
other accessory building is within a side yard 
of a principal building on the same lot such 
accessory building shall not be nearer to the 
side lot line than would be required for the 
building wall of a principal building on the 
same lot. In interpreting this regulation each 
twelve (12) feet in height of the accessory 
building shall be censidered a story. 


4. A detached garage may be erected across 
a common lot line by mutual agreement of 
the adjoining lot owners. 


9. Accessory buildings within a rear yard 
= may not occupy more than one-third (14) of 
such area. 


6. No detached garage or accessory build- 
ing may be plaeed in any rear yard or any side 
yard so that any part of such building is near- 
er a street line than is permitted for a wall 
of a principal building on the same lot. 


bulletin boards. 


(a) In any “A” District, or any **B”” Dis- 
trict real estate signs advertising for sale, 
rental or lease only, the premises, lots or traets 
on whieh they are loeated are permitted, pro- 
vided such signs shall be distant as far as pos- 
sible from abutting property and at least twen- 
ty-five (25) feet from any street line, or not 
more than five (5) feet in front of any prin- 
eipal building which is set back less than thirty 
(30) feet from the street line. The area in 
square feet of any such sign shall not exceed 
one-tenth (1/10) of the continuous street front- 
age in feet of the lot or tract, except that a 
sien not exceeding eight (8) square feet in 
area shall be permitted in any case. 


(b) In any “A” District or any ‘‘B’’ Dis- 
trict announcement signs or bulletin boards 
are permitted, provided such signs or boards 
do not exceed sixteen (16) square feet in area 
and are erected upon the premises of a charit- 
abla, en or publie institution for its own 


Advertising signs, poster and 


use, and are not erected within twenty-five 
(25) feet of a street line. 


(e) In any “C” District one (1) advertising 
sign not exceeding twenty (20) square feet in 
area may be displayed on each local business 
house in such distriet. The requirements of 
paragraphs (a) and (b) Section 12, shall apply 
to other signs or bulletin boards erected in 
"C" Districts, 


(d) In “D” and “E” Districts poster boards 
and advertising signs are permitted where such 
boards and signs conform to the ordinance re- 
quirements of the City of Ames. 


Section 13. Non-conforming uses. 


(a) The lawful use of a building existing at 
the time of the passage of this ordinance, al- 
though such use does not conform to the pro- 
visions hereof, may be continued, but if such 
non-contorming use is discontinued, any future 
use of said premises shall be in conformity with 
the provisions of this ordinance. 


(b) The lawful use of a building existing at 
the time of the passage of this ordinance, may 
be extended throughout the building, provided 
such building was so arranged or designed for 
such non-conforming use on the date this ordin- 
ance became effective. 


(e) Nothing in this ordinance shall prevent 
the reconstruction of a non-conforming build- 
ing destroyed by fire or other calamity or pre- 
vent the continuance of the use of such build- 
ing or part thereof as such use existed at the 
time of such destruction; or prevent a change 
of such existing use in accordance with the pro- 
visions of this section; provided that any re- 
construction of such building shall be begun 
within six (6) months after such destruction 
and shall be diligently prosecuted thereafter. 


(d) Nothing in this ordinance shall prevent. 
the restoration of any wall or other portion 
of a building declared unsafe by an authorized 
public official. 


Section 14. Front yards: 


(a) In any “A” District a front yard not 
less than twenty-five (25) feet in depth is re- 
quived on each lot. 


(b) In any “‘B”’ District or any ‘‘C’’ DIS- 


trict a front yard not less than twenty (20) 
feet in depth is required on each lot. 


(ec) No principal building on a lot shall be 
required to have a front yard depth exeeeding 
fifty (50) feet. 


(d) No detached private garage or acces- 
sory building may occupy any portion of a 
front yard in any “A” District, “B” District 
or any ‘‘C’’ District. 


(e) The front yard depth for a church, 
school, library, museum, club, social center or 
community building, hospital or similar insti- 
tution erected or structurally altered in any 
“A” District or any “B” District shall be 
thirty (30) per cent in excess of those specified 
in this ordinance for principal buildings in 
such districts. 


(f) The following exceptions and interpreta- 
tions shall apply to the provisions of Section 
14, as noted: 


l. The front yard depth for a principal 
building located on a lot within seventy (70) 
feet measured along the street line from the 
nearest corner of the lot under consideration, 
to any portion of two (2) or more lots in the 
same block and which lots are occupied by 
dwellings that front on the same street as the 
proposed principal dwelling, shall be the aver- 
age front yard depth of such existing dwell- 
ings. In computing such front yard depth 
existing buildings with front yard depths 
greater than fifty (50) feet shall be assumed 
to have a front yard depth of fifty (50) feet, 
and a building with a front yard depth less 
than twenty-five (25) feet shall be assumed to 
have a depth of twenty-five (25) feet. 


2. In any ''A"' District, any ''B"' District 
or any ‘‘C’’ District, where the rear lot line 
of any corner lot forms the front part of the 
side lot line of an adjacent lot, a building on 
such adjacent lot shall not be required to have 
a front yard depth of more than three-fourths 
(34) of the depth required by the provisions 
of this ordinance for a lot fronting on the same 
street and in the same block; provided that this 


reduced depth shall not be less than the re- 


quired side yard depth (on the street side) of 
à principal building on the corner lot. 


3. In any “A”” District or any ''B” Dis- 
trict where a lot adjoins a “D” District or 
an “E” District, the front yard of such lot, 
for a distance of fifty (50) feet from the dis- 
trict boundary line, shall not be required to 
have a depth of more than one-half (14) the 
depth required by Section 14, for the residence 
portion of the same block frontage, provided, 
however, that the front yard depth of a build- 
ing as determined by this paragraph shall be 
not less than ten (10) feet in any individual 
case, 


Section 15. Rear yards: 


(a) In any “A” District, any **B” District 
or any “C” District, a rear yard not less than 
twenty-five (25) feet in depth is required on an 
interior lot and twenty (20) feet on a corner 
lot. 


(b) In any “D” District or any “EB” Dis- 
trict a rear yard not less than twenty (20) 
feet in depth is required where any portion of 
a principal building on such lot is used as a 
dwelling. An additional two (2) feet in depth 
of rear yard is required for each story above 
the second, any portion of which is used as a 
dwelling. 


(c) In any “D” District or any “E” Dis- 
triet no rear yard is required for a hotel or for 
a building not used as a dwelling which is two 
(2) stories or less in height and which abuts 
on a rear alley twelve (12) or more feet in 
width. Where the lot upon which such build- 
ing is located does not abut upon a rear alley 
twelve (12) or more feet in width, a rear yard 
not less than ten (10) feet is required for build- 
ings two (2) stories or less in height, which 
minimum width shall be increased two (2) feet 
for each additional story in height above two 
(2). Buildings more than two (2) stories m 
height which abut on rear alleys twelve (12) 
or more feet in width shall have rear yard 
requirements conforming to the provisions of 
Paragraph (b) of this Section. 


(d) The following exceptions and interpre- 
tations shall apply to the provisions of Section 
15 as noted: 


1. In computing the required depth of rear 
yards in paragraphs (a) and (b) Seetion 15, 
one-half (14) of the width of an alley in the 
rear of the lot shall be assumed to be a por- 
tion of the rear yard. 


2. Where a portion of a building included 
in paragraphs (b) and (e) Section 15, above 
the first floor is used as a dwelling a space not 
less than ten (10) feet in width shall be pro- 
vided above the highest story so occupied open 
and unobstructed for the whole width of the 
lot, and on irregular lots an equivalent area 
is to be so provided. 


3. The provisions of paragraphs (b) and 
(e) Section 15, rear yard requirements may be 
waived for buildings on through lots extend- 
ing from street to street where an equivalent 
open space on the lot is provided in lieu of 
the minimum rear yard required therein. 


4. The provisions of paragraph (a) Section 


| 
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15 shall be construed to restrict the erection 
or structural alterations of any principal or 


accessory building on a through lot so as to 


place any principal wall of such building near- 
er the rear lot line of the through lot than is 
permitted by this ordinance were such rear lot 
line considered as a front lot line. 


Section 16. Side yards: 


(a) In any “A” or “B” District there shall 
be a side yard on each side of each principal 
building. The side yard for a principal build- 
img one (1) story in height shall be not less 
than four (4) feet in width, two (2) stories 
in height not less than six (6) feet in width and 
for three (3) or more stories in height not less 
than eight (8) feet in width. One (1) side 
yard may be omitted where two (2) semi- 
detached houses, on adjacent lots, are built at 
the same time with a common party wall, pro- 
vided that the side yard of each house op- 
posite the common party wall shall be of a 
width fifty per cent (50%) in excess of the 
minimum side yard widths specified in this 
paragraph. 


(b) In any ‘‘C”’ District, any ‘‘D’’ District 
or any “E” District no side yards are requir- 
ed. Side yards if provided shall be not less 
than five (5) feet in width. 


(c) In any “A” District, any ‘‘B’’ District 
or any ''C"' District on any corner lot no street 
wall of a principal building other than its 
front wall shall be required to be further from 
the side street than one-half (15) of the dis. 
tance that would be required by the provisions 
of Section 14 were such side street line the 
front lot line. 


(d) The required minimum width of side 
yard for a church, school, library, museum, 
elub, social center or community building, hos- 
pital or similar institution on an interior lot 
in any “A” District or any “‘B”’ District shall 
be twenty (20) feet. For such buildings on 
corner lots in **A”” Districts and ‘‘B’’ Districts 
the side yard nearest the side street shall be 
not less than fifty per cent (50%) in excess of 
the requirements specified in Section 16 for 
prineipal buildings on such corner lots. The 
side yard adjacent to an interior lot for such 
buildings on corner lots shall be not less than 
twenty (20) feet. 


Section 17. Fences, walls and vision clear- 
ance: 


(a) In any “A” District, any ‘‘B’’ District 


or any ““C” District fences and walls not ex- 


ceeding six (6) feet in height are permitted 
within the limits of side and rear yards. A 
fence or wall not exceeding four (4) feet in 
height is permitted within the limits of front 
yards. The portion of fences and walls over 
four (4) feet in height shall be sixty-five per- 
cent (65%) open. In the case of retaining 
walls supporting embankments the above re- 
quirements shall apply only to that part of 
the wall above the ground surface of the re- 
tained embankment. 


(b) On any corner lot in any “A”” District, 
any “1” District or any '*C"' District no fence, 
wall or other structure shall be erected to a 
height of more than three (8) feet above the 
elevation of the established curb grade at the 
interseetion of the streets on that part of any 
yard whieh is bounded by the street lines of 
the intersecting streets and a line connecting 
two (2) points on said street lines twenty (20) 
feet from their point of interseetion and no 
planting of foliage which will obstruct the view 
of drivers of vehicles approaching the street 
intersection shall be placed or maintained with- 
in such area. 


Section 18. Enforcing officer. The provi- 
sions of this ordinance shall be enforeed by the 
City Manager. Appeal of any decision of the 
enforeing officer may be made to the Board 
of Adjustment as provided in Section 19 of 
this ordinance. 


Section 19. Board of adjustment: 


(a) A Board of Adjustment is hereby estab- 
lished. Where the word ‘‘Board’’ is used in 
this section it shall be construed to mean the 
'* Board of Adjustment." The Board shall con- 
sist of five (5) members appointed by the 
Mayor, subject to confirmation by the City 
Couneil, and shall be appointed for terms of 


.1, 2, 3, 4 and 5 years respectively. At the ex- 


piration of the term of office of any board 
member, his sueeessor shall be appointed for 
a term of five years. Any vacancy shall be 
filled in the same manner for the unexpired 
portion of the term. In the event of the ab- 
sence from the City or the incapacity of a mem- 
ber, the Mayor may appoint a substitute who 
shall serve as a member of the Board, with the 
same powers and authority as the regular mem- 
ber, until such regular member has returned or 
has become capacitated for further service. All 
members shall serve without compensation. 


(b) The City Clerk shall serve as the Secre- 


tary of the Board. In the absence of the Secre- 
tary, the chairman of the Board may appoint 


one of the members of the Board to act as 
Secretary pro tem for the meeting, The Board 
shall have the power to call on any City Depart- 
ment for assistance in the performance of its 
duties, and it shall be the duty of such depart- 
ment to render such assistance as may reason- 
ably be required. 


(c) The Board shall adopt, from time to 
time, subject to the approval of the City Coun- 
cil, such rules and regulations as it may deem 
necessary to carry into effect the provisions 
of this ordinance. 


(d) The Board shall annually elect its own 
chairman at the first meeting on or after April 
first of each fiseal year. Such chairman, or in 
his absence, the acting chairman, may admin- 
ister oaths and compel the attendance of wit- 
nesses. There shall be a fixed place of meet- 
ing and all meetings shall be open to the pub- 
lic. The presence of four (4) members shall 
be necessary to constitute a quorum. The Sec- 
retary of the Board shall keep minutes of its 
proceedings, showing the vote of each member 
upon each question. If a member is absent or 
fails to vote, the minutes shall indicate such 
fact. The Board shall keep records of its ex- 
amination and other official actions, which 
shall be on file in the office of the City Clerk 
as a public record. 


(e) Appeals to the Board may be taken by 
any person aggrieved, or by any officer, De- 
partment, or Board of the City affected by any 
decision of the enforcing officer. Such appeal 
shall be taken within a reasonable time, as 
provided by the rules of the Board, by filing 
with the Secretary of the Board a written 
notice of appeal specifying the grounds thereof. 
The Secretary of the Board shall give notice 
of such appeal to the enforcing officer who 
shall forthwith transmit to the Board all papers 
constituting the record upon which the action 
appealed from was taken. An appeal stays all 
proceedings in furtherance of the action ap- 
pealed from, unless the enforcing officer certi- 
fies to the Board after the notice of the appeal 
shall have been filed with him, that by reason 
of tacts stated in the certificate a stay would 
in his opinion cause imminent peril to life or 
property. In such case proceedings shall not 
be stayed otherwise than by a restraining order 
which may be granted by a court of record on 
application on notice to the enforeing officer 
and on due cause shown. The final disposition 
of any appeal shall be in the form of a resolu- 
tion either reversing, modifying or affirming 
the decision or determination appealed from. 


(f) The Board of Adjustment in specific 
cases shall have the following powers: 


1. To hear and decide appeals where it is 
alleged there is error in any order, require- 
ment, decision or determination made by the 
enforcing officer in the enforcement of the 
provisions of this ordinance. 


2. To authorize upon appeal in the follow- 
ing specific cases such variance from the terms 
of the ordinance as will not be contrary to the 
public interest, where, owing to special eondi- 
tions a literal enforcement of the provisions of 
the ordinance will result in unnecessary hard- 
ship, and so that the spirit of the ordinance 
shall be observed and substantial justice done. 
However, nothing herein shall be construed as 
giving the Board the right, power, or authority 
to change the limits or extent of any district, 
or to grant permission for the erection or use 
of any building or the use of any land for a 
purpose which is specifically prohibited herein. 


(a) The erection and use of any accessory 
building on a lot in any “A” District or any 
“B” District before the erection of a prin- 
cipal building on such lot as provided herein: 
provided such use is temporary and for a per- 
iod of time not to exceed one (1) year. 


(b) The extension of an existing building 
or use into a more restricted district immediate- 
ly adjacent, under such conditions as will safe- 
euard the character of the more restricted dis- 
trict, provided that such extension shall not 
be permitted more than fifty (50) feet beyond 
the boundary line of the district in which such 
building or use is authorized. 


(c) The extension or enlargement of an 
existing use located in a distriet restrieted 
against such use, either by the extension or 
enlargement of an existing building or use of 
land, or by the erection of an additional build- 
ing where such extension or enlargement is 
necessary incident to the trade, business or 
industry existing on the Ist day of June, 1925, 
provided that such extension or enlargement 
will not prove detrimental to or tend to alter 
the character of the neighborhood. 


(d) The erection of buildings or the use 
of land not in accordance with the requirements 
of this ordinance, in the ease of an undeveloped 
section of the City for a period not to exceed 
one (1) year in any case, where such building 
or uses are clearly incidental to and necessary 
for residential development, or are temporary 
enly and will not tend to permanently alter the 


 eharaeter of such section or any adjoining or 
S The erection and use of a building or 
ES use of land in any district by a publie ser- 
| Wice corporation or for publie utility purposes, 
whieh the Board considers reasonably neces- 
sary for the public convenience or welfare. 


(f) To permit any use in a district that is 
not specifically prohibited in such district, and 
that is in keeping with and appropriate to the 
uses authorized in such district by the provi- 
sions of this ordinance. 


(e) In specific cases upon appeal to permit a 
variance in the literal interpretation and ap- 
plication of the following specified provisions 
of the ordinance: 


1. Section 5—General Regulations, Para- 
graphs (g) (k) and (i). 


2. Section 11—Garages and Accessory Build- 
ings, Paragraphs (a) to (e) inclusive. 


3. Section 12—Advertising Signs, Posters 
and Bulletin Boards, Paragraphs (a), (b) and 
(e). 


4. Section 14—Front Yards. The minimum 
depth requirements for front yards as speci- 
fied in Paragraphs (a), (b), (e) and (f) of 
this Section may not be decreased in amount 
more than twenty-five percent (25%) in any 
individual ease upon appeal unless there is on 
file with the Board the written consent of the 
owners of all contigous property within a dis- 
tanee of 100 feet from the nearest lot line of 
the lot in question, and provided further that 
in no event shall the Board decrease the re- 
quired minimum front yard depth by more 
than 50%. 


5. Seetion Rea yards. The minimum 
requirements for rear yards as specified in 
Paragraphs (a), (b), (e) and (d) of this sec- 
tion may not be deereased in amount more than 
twenty-five per cent ((25%) in any individual 
ease upon appeal unless there is on file with 
the Board the written consent of the owners 
of all property abutting on the rear yard of 
the lot under consideration. 


6. Section 16—Side yards. The minimum 
requirements for side yards as specified in 
Paragraphs (a), (b), (e) and (d) in this sec- 
tion may not be decreased in amount more than 
twenty-five per cent (25%) in any individual 
ease upon appeal unless there is on file with 
the Board the written consent of the owners 


of all property abutting on the side yard of 
the lot under consideration, 


T. Section 
clearance. 


17—Fences, walls and vision 


Paragraphs (a) and (b). 
Section 20. 
tions therefor: 


(a) It shall be unlawful to commence or to 
proceed with the erection, construction, recon- 


Building permits and applica- 


struction, conversion, alteration, enlargement, 
extension, raising or moving of any building 


or structures, or of any portion thereof, with- 
out first having applied in writing to the City 
Manager for a building permit to do so. 


(b) Every application for a building per- 
mit shall be in writing and delivered to the 
Enforeing Officer, and shall be accompanied 
by a detailed set of plans, in duplicate, show- 
ing the size of the proposed building or strue- 
ture, its location on the lot, the materials of 
which it is to be constructed and the details 
and type of construction to be used. On the 
issuance of a permit one set of said plans shall 
be retained by the Enforeing Officer as a per- 
manent record and one set shall be returned 
to the applicant. In case of any building or 
structure to be located outside the fire dis- 
tricts, the Enforcing Officer may, at his own 
discretion, permit the substitution of a written 
statement covering the essential information 
required in place of said plans. 


(e) Blank forms shall be provided by the 
Enforcing Officer for the use of those applying 
for permits as provided for in this ordinance. 
Any permits issued by the Enforcing Officer 
shall be on standard forms for such purpose 
and furnished by the City. i 


(d) A careful record of all such applications, 
plans, and permits shall be kept in the office 
of the Enforcing Officer. 


(e) The fees to be charged for building per- 
mits from and after the passage of this ordin- 
ance shall be as follows: 

For work costing $500 or less ................ 5,205 
For work costing over $500 but not over 


AA A Ne A .50 
For work costing over $1,000 but not over 

AUN RETRO VT UNUS EUN S PN 1.00 
For work costing over $9, 500 but not over 

UNA REE A uM TS ADO 
For work costing over $5,000 but not over 

UI A a ls ela 3.00 
For work costine over $10,000 but not 

axe AUD A AAA RIBA 5.00 


Sn ee 


For work costing over $15,000 but not 


Over sep O00 E di 7.00 
For work costing over t 5.000. but not 
over $50,000 0... UR An A 


For work costing over $50,000. 12.00 


(f) Any building permit, under which no 
construction work has been commenced within 
six (6) months after the date of issue of said 
permit or under which the proposed construc- 
tion has not been completed within two (2) 
years of the date of issue shall expire by limita- 
tion; and no work or operation shall take plaee 
under such permit after such expiration. Upon 
payment of ten cents (10c) per month on each 
one thousand dollars ($1,000,00) of the con- 
struetion eost on which the original permit was 
issued, but not less than one dollar ($1.00) per 
month in any ease, a building permit may be 
onee extended for a period not exceeding six 
(6) months by the Zoning Enforcing Officer. 


Section 21. Interpretation and purpose: In 
the interpretation and application, the pro- 
visions of this ordinance shall be held the 
minimum requirements, adopted for the pro- 
motion of the public health, safety, comfort, 
convenience, and general welfare. It is not 
intended by this ordinance to repeal, abrogate, 
annul or in any way impair or interfere with 
any existing provisions of law or ordinance, 
or with any rule, regulation or permit previous- 
ly adopted or issued, or which shall be adopted 
or issued pursuant to law, relating to use of 
buildings or premises; nor is it intended by 
this ordinance to interfere or to abrogate or 
annul any agreement between parties; provid- 
ed, however, that where this ordinance imposes 
a greater restriction upon the use of buildings 
or premises or upon the height of buildings, 
or requires larger yards, courts or other open 
spaces than are required by any such existing 
provision of law or ordinance, or by any such 
rule, regulation or permit, or by any such ease- 
ment, covenant or agreement, the provisions 
of this ordinance shall govern. 


Section 22. Amendments: 


(a) The City Council may, from time to 
time, on its own initiative, on petition or on 
recommendation by the City Plan Commission, 
after public notice and hearings provided by 
Ordinance, and after a report by the City Plan 
Commission or after thirty (30) days written 
notice to said Commission, amend, supplement, 
or change in the regulations or districts here- 
in or subsequently established, 


(b) Whenever the owners of fifty per cent 
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(50%) or more of the area of the lots in any 
district or part thereof desire any amendment, 
supplement or change in any of the provisions 
of this ordinance applicable to such area, they 
may file.a petition with the City Clerk re- 
questing the City Council to make such amend- 
ment, supplement or change. Such petition 
shall be accompanied by a map or diagram 
showing the area affected by the proposed 
amendment, supplement or change, together 
with the boundaries of the said area and the 
names and addresses of all the owners on record 
in the office of the County Recorder of Story 
County, lowa, of lots therein and within a 
distance of two hundred (200) feet outside of 
the boundaries of said area; and such petition 
shall immediately be transmitted to the City 
Plan Commission for an investigation and re- 
port. The City Plan Commission shall file its 
recommendations approving, disapproving or 
modifying the proposed amendment, supple- 
ment, or change with the City Council within 
thirty (30) days thereafter. 


(c) If a written protest against any pro- 
posed amendment, supplement, or change shall 
have been presented to the City Council, sign- 
ed by the owners of twenty per cent (20% To) or 
more, either of the area of the lots included 
in such proposed change, or of those immediate- 
ly adjacent in the rear thereof, extending the 
depth of one lot or not to exceed two hundred 
(200) feet therefrom, or of those directly op- 
posite thereto, extending the depth of one lot 
or not to exceed two hundred (200) feet from 
the street frontage of such opposite lots, such 
amendment shall not become effective, except 
by the favorable vote of at least three-fourths 
(34) of all the members of the City Council. 


(d) Whenever a petition requesting an 
amendment, supplement, or change of any re- 
culation prescribed by this Ordinance has been 
denied by the City Couneil such petition can- 
not be renewed for one year thereafter unless 
it be signed by the owners of at least fifty per 
cent (50%) of the property owners who pre- 
viously objected to the change; this provision, 
however, shall not prevent the City Council 
from acting on its own initiative in any case 
or at any time as provided in this seetion. 


Section 23. Violations and penalties: Any 
person, firm, co-partnership, corporation, or 
other association of persons, whether acting 
directly or through employees or agents, that 
violates, disobeys, omits, neglects, refuses to 
comply with, or resists the enforcement of any 
provision of this ordinance shall be deemed 
euilty of a misdemeanor and upon conviction 


—m 
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shall for each offense be fined a sum 
E vol > oa one hundred dollars ($100.00) 


or imprisonment in the City or County jail for 
a term not to exceed thirty (30) days. 


= Section 24. Validity: Should any part or 
provision of this ordinance be held by any 
court of competent jurisdiction to be invalid, 
such decision shall not affect the validity of 
the remainder of the ordinance. 


Section 25. Conflicting ordinances: That 
Ordinanee No. 499 entitled ‘‘An ordinance 
regulating size of buildings and other struc- 
tures; the size of yards, eourts, and other open 
spaees; the density of population; the loeation 
and use of buildings, structures and land for 
trade, industry, residence or other purposes, 
establishing the boundaries of districts deemed 
best suited to carry out the purpose of this 
ordinance; requiring the issuance of building 
permits before the erection, construction, re- 
construction, conversion. alteration, enlarge- 
ment, extension, raising or moving of any 


building or strueture, and providing penalties 
for the violation of the same,’’ adopted by the 
City Council on the 13th day of March, 1939, 


be and the same is hereby repealed, and all 
ordinances or parts of ordinances in conflict 
with any of the provisions of this ordinance 
shall give way to and be superseded by this 
ordinanee, providing, however, that such re- 
peal shall not in any way affeet any act here- 
tofore committed in violation of such ordin- 
ance or ordinances so repealed, or any pro- 
ceedings now pending thereunder, but all such 
offenses heretofore committed against the pro- 
visions of such ordinance or ordinances may 
be prosecuted and punished the same as if said 
ordinance or ordinances were in full force or 
effect. 


Section 26. When effective: This ordinance 
shall be in full force and effect from and after 
its passage and publication as provided by law. 


Passed this Ist day of February, 1945. 
H. B. Manning, Mayor 


Attest: J. W. Prather, City Clerk 
Published in book of ordinances entitled, 


“The Ordinances of the City of Ames, Iowa, 
1943.” 
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| : me BOUNDARY or Story County Was FILED 
13, 1846, and organized in 1854. It 
was named in honor of the eminent jurist, 
D - | Story, Assoeiate Justiee of the Supreme 
irt of the United States. 


|— YuLaAGE or Ames. The land upon which the 
Millage of Ames was later established was ori- 
ly purchased by Mrs. €. O. Duff. It was 
the southwest quarter (SW!4) of Section two 
(2), Township 83, Range 24 west of the 5th 
E Mrs. Duff later deeded the land to John I. 
E air on November 26, 1864. The first settle- 
ment was made in July, 1865, and the Cedar 
Rapids and Missouri River Railroad was opened 
through to the settlement. This railroad was 
later taken over by the Chicago € North Western 
Rai read Company. 
at John I. Blair Land Company, in the year 
, laid out and platted the original town of 
An es, consisting of twelve blocks, bounded by 
E indaga Street (later renamed Main Street) 
and the Chicago € North Western Railway on 
ie South, Duff Avenue on the East, Burnett 
A ‘enue on the west and Eighth Street on the 
So in the season of 1865 the Village 
prang up quite rapidly and in the course of 
E 2 season appears to have gained the recogniz- 

i character of a new and hopeful railroad town. 
The first church was erected by the Congre- 
gationalists. Because it was the first church 
it was the recipient of the gift of a church bell 
Congressman Oakes Ames. This bell was 
Iso a birth gift to the town which bears the 
name of this famous congressman. 

- The prineipal event of the year 1866 was the 
beet struggle with Nevada, the county seat, 
m the location of the cross railroad to Des 
oines. The Iowa. and Minnesota Railroad was 
"narrow gauge’ road not completed until 
871. and although it was not nearly so much 
of a railroad then as it is now, still the little 
engines and ears operated were a great conven- 
ienee. Later in the Seventies this road was 
tended north into Hamilton County and stop- 
ped at a prairie station now forgotten, ealled 
Callahan. After being operated for four or 
gramm, it was bought by the Chieago & North 
Railway Company, and widened to 


* idard gauge. 


north 


POLITICAL HISTORY OF THE CITY OF AMES 
STORY COUNTY, IOWA 


THE INCORPORATION OF THE VILLAGE OF AMES 
oceurred in the year 1870 in the following man- 
ner, to-wit: Thirty citizens of the Village of 
Ames, Story County, Iowa, petitioned the Circuit 
Court m and for said County on the 11th day 
of November, 1869, asking that commissioners 
be appointed to hold an election upon the ques- 


tion of incorporating the Town of Ames. ‘The 
Court appointed as such commissioners the 


following named residents of the Village, viz: 
Cyrus E. Turner, William West, P. C. Compton, 
Ralph Marshal, and H. F. Kinesbury. The 
election was held on the 18th day of December, 
1869, at which time one hundred and six ballots 
were cast, of which eighty-one ballots were ‘‘for 
imecorporation’’ and twenty-five ballots were 
"against incorporation.’ Whereupon the com- 
missioners called an election for the purpose of 
organizing the Incorporated Town of Ames, 
Iowa. Election was held on Saturday, the 8th 
of January, 1870, to elect the following officers: 
mayor, recorder, treasurer, assessor, marshal, 
and five trustees. Polls opened at 9:00 o’elock 
A.M. and closed at 4:00 o’clock p.m. The terms 
of these offices were for one year. 

Following are the names of citizens who have 
served in an official capacity in the Incorporated 
Town of Ames up to and ineluding the year, 
1893, to-wit: 


1870-1871 
Wm. West Mayor 
S. B. Farwell Recorder 
Geo. G. Tilden Treasurer 
S. L. Lueas Assessor 
W. G. Wright Marshal 
TRUSTEES 


Daniel McCarthy (resigned) 

J. H. Miller 

D. A. Bigelow 

S. S. Paxton 

J. H. Alexander (resigned) 

Giles Cook (to fill vaeaney Mareh 11, 1870) 
John McLain (to fill vacancy March 12, 1870) 


Wm. West resigned as Mayor and W. D. 
Lueas was elected to fill vacancy at a special 
election held Mareh 24, 1870. T. Weld was 
appointed Street Commissioner. 
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1871-1872 


C, E. Turner 
P. C, Compton 
W. D. Lucas 
I. L., Smith 
Joseph Ginter 
N. A. Rainbolt 
TRUSTEES 
D. A. Bigelow 
M. Evans 
Henry Boyd 
W. G. Wright 
S.S. Paxton 


1872-1873 


Walter Evans 

I. L. Smith 

H. P. Lods (resigned ) 

K. W. Brown (fill vacaney-resiened ) 
I. L. Smith (to fill vacancy ) 

Joseph Ginter (resigned ) 

Robert Marshal (to fill vaeancy ) 

N. A. Rainbolt 

James Miller 


TRUSTEES 
D. A. Bigelow 
M. Evans 
Henry Boyd 
C. D. Norman 
John Elliott 
1873-1874 


I. L. Smith 
R. B. Taylor 
W. D. Lueas 
N. H. Granger (resigned) 
H. F. Kinesbury 
L. Van Duzen 
A. D. Page 
N. A. Rainbolt 
TRUSTEES 
D. A. Bigelow 
J. H. Alexander 
H. R. Boyd 
W. G. Wright 


1874-1875 
W. D. Lueas 
I. L. Smith 
E. R. Chamberlain 
N. A. Rainbolt 
N. H. Granger (resigned) 
8. S. Paxton (to fill vacaney) 
L. Van Duzen 
Luzerne Nichols (resigned) 


Sam Zenor (to fill vacaney-resigned) 


Ralph Marshal (to fill vacaney) 


Mayor 
Recorder 
Treasurer 
Assessor 
Marshal 
Attorney 


Mayor 
Recorder 
Assessor 
Assessor 
Assessor 
Marshal 
Marshal 
Attorney 
Treasurer 


Mayor 
Recorder 
Treasurer 
Assessor 
Assessor 


Street Commissioner 


Marshal 
Attorney 


Mayor 
Recorder 


Treasurer 


Attorney 
Assessor 
Assessor 


Street Commissioner 


Marshal 
Marshal 
Marshal 


TRUSTEES 
D. A. Bigelow 
W.G. Wright 
M. Evans 
Wm. Boyd 
Geo. W. Jones 

1875-1876 
Win. Clark Mayor 
John L. Stevens Recorder 
E. R. Chamberlain Treasurer 
S.S. Paxton Assessor 
McCarthy & Stevens Attorneys 
W. C. Shockley Marshal 


L. Van Duzen Street Commissioner 


TRUSTEES 


Geo. G. Tilden (failed to qualify) 
D. A. Bigelow (to fill vacancy ) 
HTB Lods 

Geo. W. Jones 

W. O. Boyd 

Wm. Bradley 


1876-1811 


Wm. Clark Mayor 
John L. Stevens Reeorder 
E. R. Chamberlain Treasurer 
S. S. Paxton Assessor 
MeCarthy, Stevens & Underwood Attorneys 
C. J. Kogle Street Commissioner 
W. C. Shockley Marshal 
TRUSTEES 
Chas. Barroll 
H. C. Huntington 
H. Polds 
Wm. Bradley 
H. Gilbert (resigned ) 
H. R. Boyd (to fill vacaney ) 
1811-1818 

George A. Underwood Mayor 
John Watts Reeorder 
E. R. Chamberlain Treasurer 
MeCarthy, Stevens & Underwood Attorneys 
N. H. Granger (resigned) Assessor 
Daniel McCarthy (appointed to fill 

vacancy ) Assessor 
L. Van Duzen Street Commissioner 
L. Nichols Marshal 


COUNCILMEN 
A. H. Thayer 
James Reagan 
Ben Read 
Calvin Giddings 
Wm. Clark 


1878-1879 


A. Underwood Mayor 
FUE Recorder 
E Chamberlain Treasurer 
Barroll Assessor 
e Stevens Attorney 
En Duzen Street Commissioner 
v J. West Marshal 
| COUNCILMEN 
1. C. Huntington 
TN Hirsh 
. R. Boyd 
i. Clark 
1 Read 
4 1879-1880 
E . R. Chamberlain Mayor 
4 ohn Watts Recorder 
W. D. Lucas Treasurer 
J. Siow Assessor 
Geo. A. Underwood Attorney 
L. Van Duzen Street Commissioner 
W. C. Shockley Marshal 
COUNCILMEN 
J E Hirsh and Henry Boyd 


Term of Three Years 
2. G. Tilden and W. A. Markham 
Term of Two Years 


Ben Read and A. H. Thayer Term of One Year 


‚1880-1881 


eorge G. Tilden Mayor 
John Watts Recorder 
E. R. Chamberlain Treasurer 
L. J. Shaw Assessor 
Geo. A. Underwood Attorney 
L. Van Duzen Street Commissioner 
W. C. Shockley Marshal 
E COUNCILMEN 
Ben Read 
J. E. Hirsh (resigned) 
Wm. MeMiehael (to fill vacancy ) 
! | ' - A. Markham 
M. Hemstreet 
1881-1882 
Jenry Wilson Mayor 
John Watts Recorder 
;. R. Chamberlain Treasurer 
4 . A. Underwood Assessor 
seo. A. Underwood Attorney 
b. Van Duzen Street Commissioner 
V pores Marshal 
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COUNCILMEN 
Wm. Clark 
Ben Read 
Wm. MeMichael 
J. K. MaeCumber 
M. Hemstreet 
L. H. Bingham 
1882-1883 
Henry Wilson Mayor 
John Watts Recorder 
E. R. Chamberlain Treasurer 
seo. A. Underwood Attorney 
L. Van Duzen Street Commissioner 
L. Lambertson Marshal 
COUNCILMEN 
Thos. Warden 
Ben Read 
J. K. MacCumber 
Geo. H. Maxwell 
Wm. Clark 
L. H. Bingham 
1883-1884 
John Watts Mayor 
C. M. Soper Recorder 
E. R. Chamberlain Treasurer 
Geo. A. Underwood Attorney 
L. Van Duzen Street Commissioner 
W. C. Shockley Marshal 
Calvin Giddings Assessor 
COUNCILMEN 
Parley Sheldon 
Thos. Warden 
Geo. H. Maxwell 
Ben Read 
J. K. MaeCumber 
Wm. Clark 
1884-1885 
Parley Sheldon Mayor 
C. M. Soper Recorder 
E. R. Chamberlain Treasurer 
Geo. H. France Assessor 
Geo. A. Underwood Attorney 
L. Van Duzen Street Commissioner 
W. C. Shockley Marshal 


COUNCILMEN 


Albert Richmond 

R. H. Collins (resigned) 

H. Westerman (fill vacancy ) 
G. H. Maxwell 

H. C. Huntington (resigned) 
W. A. Perkins (fill vacancy) 

C. E. Haverly 

Ben Read 
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1885-1886 


Parley Sheldon Mayor 
©. M. Soper Recorder 
E. R. Chamberlain Treasurer 
G. H. France Assessor 
Geo. A, Underwood Attorney 
L. Van Duzen Street Commissioner 
W. C. Shockley Marshal 
COUNCILMEN 

G. H. Maxwell 

C. E. Haverly 

Dr. Albert Richmond 
Ben Read 
R. H. Collins 
A. C. Huntington 

1886-1887 

M. C. Jones Mayor 
M. J. Smith Recorder 
M. J. Smith Attorney 
E. R. Chamberlain Treasurer 
teo. H. France Assessor 
L. Van Duzen Street Commissioner 
W. C. Shockley Marshal 


E. B. Plumb, M. D. Health Officer 


COUNCILMEN 
G. H. Maxwell 
H. Westerman 
Dr. Albert Riehmond 
W. A. Perkins 
E. R. Chamberlain 
C. E. Haverly 


1887-1888 
M. C. Jones (deceased) Mayor 
W. M. Greeley (to fill vacancy) Mayor 
E. R. Chamberlain Treasurer 
M. J. Smith Recorder 
McCarthy & Smith Attorneys 
L. Van Duzen Street Commissioner 
J. F. Long Marshal 


E. B. Plumb, M. D. 
COUNCILMEN 


Health Officer 


C. E. Haverly 

H. Westerman 

W. A. Perkins 

D. G. Ives 

Dr. Albert Richmond 
G. H. Maxwell 


1888-1889 
W. M. Greeley Mayor 
M. J. Smith Recorder 
E. R. Chamberlain Treasurer 
S. P. O'Brien Assessor 
John Hoggatt Street Commissioner 
John Hoggatt Marshal 
E. B, Plumb, M. D. Health Offieer 


COUNCILMEN 


D. G. Ives 

C. E. Haverly 
W. A. Perkins 
H. Westerman 
M. K. Smith 
G. H. Maxwell 


1889-1890 


W. M. Greeley Mayor 
A. B. Maxwell Recorder 
E. R. Chamberlain Treasurer 
Geo. Underwood Attorney 
J. B. Hoggatt Marshal 


COUNCILMEN 
W. A. Perkins 
L. M. Bosworth 
M. K. Smith 
G. H. Maxwell 
C. E. Haverly (resigned) 
P. J. Kaynor (fill vaeaney ) 
D. G. Ives 


1890-1891 
Parley Sheldon 


A. B. Maxwell 
E. R. Chamberlain 


Mayor 
Recorder 
Treasurer 


G. A. Underwood Attorney 
S. G. Hamilton Assessor 
L. Van Duzen Street Commissioner 
W. C. Shockley Marshal 

COUNCILMEN 
John Lanning 
G. H. Maxwell 
W. A. Perkins 
H. M. Templeton 
M. K. Smith 
L. M. Bosworth 

1891-1892 

Parley Sheldon Mayor 
A. B. Maxwell Recorder 
E. R. Chamberlain Treasurer 
G. A. Underwood Attorney 
S. G. Hamilton Assessor 
Ed Whalen Street Commissioner 
J. B. Hogeatt Marshal 


COUNCILMEN 
G. H. Maxwell 
W. A. Perkins 
John Lanning 
M. K. Smith 
L. M. Bosworth 
H. M. Templeton 
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1892-1893 corporated Town of Ames is entitled to become 
Mayor ® City of the Second Class. 
Recorde? “IN TESTIMONY WHEREOF: Witness 
Wueasurep DUE hands the day first above written. 
X inani “W. M. MeFarland, Secretary of State 
Attorney OT MeCarthy, Auditor of State 
root Coimnissioner '* Horace Boies, Governor of Iowa.'' 
Marshal Continuing the names of citizens who have 
COUNCILMEN served in an official capacity in the City of 
L. M. Bosworth Ames, Iowa: 
prin 1894-1895 
E Hutchison Henry Wilson _ Mayor 
"M K. Smith A. B. Maxwell City Clerk 
H M. Templeton E. R. Chamberlain Treasurer 
H. P. MeLain Assessor 
\ 1893-1894 John Williams City Attorney 
A J. B. Hoggatt Marshal 
| F.T. McLain (failed to qualify) Mayor P.J. Kaynor Street Commissioner 
< Parley Sheldon (continued in office) Mayor COUNCILMEN 
A.B. Maxwell — Recorder Sovarro Cramer, F. T. McLain Ward One 
=. R. Chamberlain Treasurer L,C. Tilden, J. W. Adams Ward Two 
LE P. MeLain Assessor Thomas Thompson, T. C. Miller Ward Three 
k E ne ron Attorney (1. E, Patrick, D. A. Kent Ward Four 
| alen reet Commissioner 
7 . B. Hoggatt Marshal 1895-1896 
^ iaa Henry Wilson Mayor 
E. W. Stanton A. B. Maxwell City Clerk 
K. Smith E. R. Chamberlain Treasurer 
Hutehinson H. P. MeLain Assessor 
W. L. Taylor John Williams City Attorney 
ov . M. Bosworth W. H. Cord Marshal 
G. H. Maxwell Ed. Whalen Street Commissioner 
4 | George G. Miller City Plumber 
City of the Second Class we 
F. T. MeLain, Sovarro Cramer Ward One 
— ORGANIZED AS A CITY or THE SECOND Crass J. W. Adams, L. C. Tilden Ward Two 
November 13, 1893, viz: Perry Bower, T. Thompson Ward Three 
STATE OF IOWA. ss: W.S. Franklin, J. W. Freeland Ward Four 
“BE IT REMEMBERED, That on the 13th 1896-1897 
day of November, 1893, the undersigned, the 
Governor of the State of lowa, the Secretary M. K. Smith Mayor 
of State and the Auditor of State, have, in Cal Giddings City Clerk 
“accordance with Section 509 of the Code as ^A S. Needham Pret 
amended by Chapter 52 of the Public Acts of H- P. MeLain AR eth 
the Fifteenth General Assembly made exami- C. G. Lee City Attorney 
‘nation of their returns of the Special census NW. A. Ricketts : Marshal 
‘taken by the authority of the Incorporated P. J. Kaynor Street Commissioner 
Town of Ames, Iowa, and filed in the office of COUNCILMEN 
the Secretary of State, October 30, 1893, and B.F. Sies, F. T. McLain Ward One 
have ascertained that the Incorporated Town L.C. Tilden, J. W. Adams Ward Two 
of Ames as shown by said returns to have a T. Thompson, Perry Bower Ward Three 
population in excess of Two Thousand, to-wit: W.S. Franklin (resigned) (re-elected) 
"wo Thousand Four Hundred  Eighty-nine Ward Four 
(2489). — A. Marston (to fill vacancy of J. W. 
“THEREFORE, We find that the said In- Freeland) Ward Four 


M Ar MEMINANUES UN VAR VITY OF AMES, LOWA, 1943 


- ———— —— — 
———— 


1897-1898 


L, C. Tilden Mayor 
Cal Giddings City Clerk 
A. S. Needham . Treasurer 
H. P, MeLain »-. Assessor 
C. G. Lee City Attorney 
W. A. Ricketts Marshal 


Street Commissioner 
City Plumber 


A. H. Thayer 

J E. Davis 
COUNCILMEN 

I’. T. MeLain (resigned) Jas, Hale 

(to fill vacaney) 

Van Chamberlain, Jas. W. Adams 

Thos, Thompson, Perry Bower 

A. Marston, W. S. Franklin 


1898-1899 


Ward One 
Ward Two 
Ward Three 
Ward Four 


Sovarro Cramer Mayor 
Cal Giddings City Clerk 
A,S. Needham Treasurer 
H. P. McLain Assessor 
C. G. Lee City Attorney 
W. A. Ricketts Marshal 
A. H. Thayer Street Commissioner 


COUNCILMEN 
James Hale, F. T. McLain | 
F. E. Morris, Van Chamberlain 
John Lanning, Perry Bower 
Jerry Sexton, A. Marston 


1899-1900 


Ward One 
WardTwo 
Ward Three 
Ward Four 


Thomas Thompson Mayor 
Cal Giddings City Clerk 
A.S. Needham Treasurer 
H. P. MeLain Assessor 
C. G. Lee City Attorney 
W. A. Rieketts Marshal 
A. H. Thayer Street Commissioner 


COUNCILMEN: 
Geo. W. Rogers, James Hale 
F. E. Morris, Van Chamberlain 
John Lanning, Perry Bower 
Geo, W. Bissell, Jerry Sexton 


Ward One 
Ward Two 
Ward Three 
Ward Four 
Jan 1900-1901 | 
Thomas Thompson 


Mayor 
Cal Giddings City Clerk 
A. S. Needham Treasurer 
H. P. MeLain Assessor 
C. G. Lee City Attorney 
W. A, Ricketts Marshal 
Jas. Hale Street Commissioner 

| COUNCILMEN 

I. C. Brownlee, Geo. W. Rogers Ward One 
F. E. Morris, Van Chamberlain Ward Two 
John Lanning, Perry Bower Ward Three 
J. F. Cavell, Geo. W. Bissell Ward Four 


— 


1901-1902 | 
Thomas Thompson Mayor 
Cal Giddings City Clerk 
Geo, H. Tilden Treasurer 
C. G. Lee City Attorney 
H. P. MeLain Assessor 
W. A. Ricketts Marshal 


Jas. Hale Street Commissioner 


COUNCILMEN 
A. H. Munn, I. C. Brownlee 
F, H. Schleiter, F. E. Morris 
John Lanning, Perry Bower 
Geo. W., Bissell, J. E. Cavell 


Ward One 
Ward Two 
Ward Three 
Ward Four 


1902-1903 


Parley Sheldon Mayor 
A. B. Maxwell City Clerk 
Geo. H. Tilden Treasurer 
Carl L. Little Assessor 
C. G. Lee City Attorney 
W. A, Ricketts Marshal 


Jas. Hale 
H. M. Templeton 


COUNCILMEN 


Street Commissioner 
Health Officer 


A. H. Munn, J. B. Kooser Ward One 
F. H. Sehleiter, F. E. Morris Ward Two 
John Lanning, Perry Bower Ward Three 
Geo. W. Bissell, J. F. Cavell Ward Four 
1903-1904 
Parley Sheldon Mayor 
A. B. Maxwell City Clerk 
Henry Wilson Treasurer 
Carl L. Little Assessor 
C. G. Lee City Attorney 
W. A. Ricketts Marshal 


Street Commissioner 
Health Officer 


James Montgomery 
H. M. Templeton 


COUNCILMEN 


A. H. Munn, J. B. Kooser 

F. H. Sehleiter, F. E. Morris 

John Lanning, Perry Bower 

A. A. Bennett, J. F. Cavell 
LIBRARY BOARD 

Mrs. Mary V. Greeley 

Mrs. Rose Smith 

Jasper J. Grove 

Mrs. Julia Stanton 

Mrs. Grace Hultz 

George Judisch 

J. Galen Tilden 

Miss Myrtle Lanning 

O. H. Cessna 


Ward One 
Ward Two 
Ward Three 
Ward Four 


a EFD BÉ. 


Mayor 
City Clerk 
Treasurer 

Assessor 

City Attorney 
Marshal 

Street Commissioner 
Health Officer 
Engineer 


ames Montgomery 

H. M. Templeton 

A. Marston 
COUNCILMEN 

4 A, Duntz, A. H. Munn 

Geo Graham, F. is. sal 


Ward One 
Ward Two 
Ward Three 
Ward Four 


E 1905-1906 
Parley Sheldon 


Mayor 

“A.B. Maxwell City Clerk 
M. A. Manning Treasurer 
Carl L. Little Assessor 


H. E. Slattery 
Thos. H. MeDonald 
Fr. W. Willey 
James Mon*gomery 
H. M. Templeton 


City Attorney 

City Engineer 
Marshal 

Street Commissioner 
Health Officer 


COUNCILMEN 


A. H. Munn, C. A. Duntz Ward One 
Geo. E. Baker, Geo. H. Graham Ward Two 
M. Hemstreet, John Lanning Ward Three 


Geo. W. Bissell, N. H. J acobson Ward Four 


1906-1907 


ley Sheldon Mayor 

A. B. Maxwell City Clerk 
| M. A. Manning Treasurer 
Carl L. Little Assessor 


| H. E. Slattery 
‘Thos. H. McDonald 


City Attorney 
City Engineer 


E- W. Willey Marshal 
James Mon‘gomery Street Commissioner 
| €. A. Aplin Health Officer 
COUNCILMEN 
: 6. H. Maxwell, A.H. Munn Ward One 
Ceo. H. Graham, Geo. E. Baker Ward Two 
M. Hullibarger, John Snyder Ward Three 
Wilbur M. Wilson, N. H. Jacobson Ward Four 
E- 1907-1908 
- Parley Sheldon Mayor 
“A.B. Maxwell City Clerk 
M. A. Manning Treasurer 
Car! L. Little Assessor 
.H. E. Slattery City Attorney . 
Thos. H. McDonald City Engineer 
F. W. Willey Marshal 
James Montgomery Street Commissioner 
€. A. Aplin Health Officer 
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COUNCILMEN 


A. H. Munn, G. H. Maxwell Ward One 
teo. E. Baker, Geo. H. Graham Ward Two 
M. Hullibarger, John Snyder Ward Three 


T. J. Wilcox, W. M. Wilson Ward Four 


1908-1909 


Galen Tilden Mayor 
A. B. Maxwell City Clerk 
M. A. Manning Treasurer 
Carl L. Little Assessor 


H. E. Slattery (resigned) 
J. Y. Luke (appointed to fill 


City Attorney 


vacancy ) City Attorney 
Thos. H. McDonald City Engineer 
H. B. Wilkinson (resigned) Marshal 
Thos. Thompson (to fill vacancy) Marshal 
Thos. Fultz Deputy Marshal 
Dr. McWilliam Health Officer 

COUNCILMEN 

W. D. Meltzer, A. H. Munn Ward One 
Geo. White, A. L. Patter Ward Two 
John Snyder, M. Hullibarger Ward Three 
Wilbur Wilson (resigned) Ward Four 
Ben Edwards (fill vacancy) Ward Four 


John Hoover Ward Four 
1909-1910 

Galen Tilden Mayor 

A. B. Maxwell City Clerk 

M. A. Manning Treasurer 

Carl L. Little Assessor 


H. E. Slattery (resigned) 

J. Y. Luke (appointed to fill 
vacancy) 

T. H. MacDonald 


City Attorney 


City Attorney 
City Engineer 


H. B. Wilkinson (resigned) Marshal 
Thos. Thompson (to fill vacancy) Marshal 
Thos. Fultz Deputy Marshal 


Dr. Me William Health Officer 


COUNCILMEN 
W. D. Meltzer, A. H. Munn Ward One 
Geo. White, A. L. Patter Ward Two 
John Snyder, M. Hullibarger Ward Three 


3en Edwards, John Hoover Ward Four 


1910-1911-1912 
Mayor 


Parley Sheldon 

A. B. Maxwell City Clerk 
M. A. Manning Treasurer 
Carl L. Little Assessor 
J. Y. Luke City Attorney 
Art McCoy Street Commissioner 
W. A. Ricketts Marshal 
J.Q. Wickham City Engineer 


F. W. Linebaugh 

Superintendent Light and Water 
Dr. C. W. MeWilliam (deceased) Health Officer 
Dr. ©. A. Aplin Health Officer 


COUINCILMEN 


M. P. Cleghorn, C. C. Tallman 
W. D. Meltzer 

(160, White 

M. Hullibarger 

W. R. Lambert 


At Large 
Ward One 
Ward Two 

Ward Three 

Ward Four 
1912-1913-1914 

Mayor 

City Clerk 

Tr easurer 

City Attorney 

Assessor 

City Engineer 

City Marshal 

Health Officer 


Parley Sheldon 
A. B. Maxwell 
W. D, Meltzer 
C. H. Pasley 
Carl L, Little 
J. Q. Wickham 
W. A. Ricketts 
Chas. G. Tilden 
F. W. Linebaugh 
Superintendent Light and Water 


COUNCILMEN 
M. Hullibarger At Large 
M. P. Cleghorn At Large 
C. H. Maxwell Ward One 
H. B. Corlett Ward Two 


Ward Three 
Ward Four 


Thos. Thompson 
Fred Stocker 


1914-1915-1916 


Parley Sheldon Mayor 
A. B. Maxwell City Clerk 
W.D. Meltzer Treasurer 
E. H. Graves Assessor 


J. Y. Luke City Attorney 
J. Q. Wickham City Engineer 
C. E. Warsaw Superintendent Light and Water 
W. A. Ricketts City Marshal 
Dr. E. B. Bush Health Officer 


COUNCILMEN 
H. B. Corlett At Large 
L. B. Spinney At Large 
W. H. Stultz Ward One 
T. L. Rice Ward Two 
Jas. L. Gilchrist Ward Three 
Chas. Murray Ward Four 
1916-1917-1918 
Geo. E. Baker Mayor 
A. D. Maxwell City Clerk 
H. W. Stafford Treasurer 
E. H. Graves Assessor 
J. Y. Luke City Attorney 
W. A. Ricketts (resigned) City Marshal 
Fred Willey City Marshal 
J.Q. Wickham City Engineer 


Chas. E. Warsaw 
Superintendent Light and Water 


Art MeCoy Deputy Marshal 
Kenneth Kelso Deputy Marshal 
Dr. Earl Rice Health Officer 
L. H. Morris Fire Chief 
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COUNCILMEN 
Seaman Knapp At T 
L. B. Spinney At 
C. H. Pasley Ward One 
E. B. Bush Ward Two 
W, L. Allan Ward Three 
F. J. Moravets Ward Four 
1918-1919-1920 
E. H. Graves Mayor 
A. B. Maxwell City Clerk 
H. W. Stafford Treasurer 
C. M. Soper Assessor 
J. Y. Luke City Solicitor 
A. F. Hill Superintendent Light and Water 
F. W. Willey City Marshal 
J. K. Kelso Deputy Marshal 
J. Q. Wickham City Engineer 
Dr. Earl Rice Health Officer 
COUNCILMEN 
L. B. Spinney At Large 
J. E. Brindley At Large 
F. M. Cupps Ward One 
Seth I. Morris Ward Two 
W. L. Allan Ward Three 
F. J. Moravets Ward Four 
APPOINTMENT 


BOARD OF MARY GREELEY MEMORIAL HOSPITAL 
C. I. Siverly, Geo. Judisch Six year term 
L. M. Bosworth, L. C. Tilden Four year term 
A.H. Munn, Ben Edwards Two year term 
A. B. Maxwell Seeretary of board 
April 7, 1919 
Art McCoy (resigned as Street Commissioner) 
J. Q. Wickham (resigned as City Engineer) 
A. F. Hill (resigned as Superintendent Light 
and Water) 
October 20, 1919 
Fred Willey (resigned as City Marshal) 
W. J. Cure (appointed to fill vacancy) City 
Marshal 
April 22, 1919 
John Ogle (appointed to fill vacaney) Street 
Commissioner 
May 19, 1919 
P. F. Hopkins appointed City Engineer and 
Superintendent Light and Water Department 


1920-1921-1922 


T. L. Rice Mayor 
A. B. Maxwell City Clerk 
H. W. Stafford City Treasurer 
D. B. Swartwood (resigned) City Assessor 
M. A. Manning (to fill vacaney) City Assessor 
P. F. Hopkins 

Manager of Engineering Department 
J. Y. Luke City Solicitor 
W. J. Cure City Marshal 
H. M. Templeton Health Offieer 


At Large 
At Large 
Ward One 
Ward Two 
Ward Three 


City Manager Plan 


The Council and Manager Plan of government 
was adopted by the City May 27, 1920, by or- 
dinanee. P. F. Hopkins was elected City Man- 
ager and served the City until May 16, 1927, 
“when he resigned. J. H. Ames was elected City 
Manager July 11, 1927, to fill the vaeaney. The 
original ordinance as passed was superceded by 
Ordinance No. 380, which ordinance is now in 
force and under which the City is operating. 


1922-1923-1924 

T. L. Rice Mayor 
A. B. Maxwell City Clerk 
. H. W. Stafford Treasurer 
_M. A. Manning Assessor 
J. Y. Luke City Solicitor 
IP. F. aom City Manager of Engineering 
1 WwW 


City Marshal 
Health Officer 


z 


COUNCILMEN 


Galen Tilden At Large 
. B. MacDonald At Large 
|. W. B. Niles Ward One 


Er 


. B. Davidson Ward Two 
. M. Howell Ward Three 
. D. Helser Ward Four 
1924-1925-1926 
F. H. Sehleiter Mayor 
A. B. Maxwell City Clerk and Auditor 
H. M. Stafford Treasurer 
. M. A. Manning Assessor 
J. Y. Luke City Solicitor 
_P. E. Hopkins City Manager of Engineering 
W. J. Cure City Marshal 
. L. R. Morris Fire Chief 
- Dr. H. M. Templeton Health Officer 
T COUNCILMEN 
G. B. MacDonald At Large 
Ben Cole (resigned) At Large 
J.B. Davidson (appointed to fill 
. vacancy) At Large 
. W. B. Niles Ward One 
eth J. Morris Ward Two 
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Ward Three 
Ward Four 


J. M. Munsinger 
3eo, Palmer 


Ames Municipal Band to be supported by tax 
levy voted March 31, 1924, not exceeding two 
mills. 


Zoning Board of Adjustment established 
August 21, 1925: 
E. H. Graves 
Chas. B. Ash 
John S. Dodds 
A. L. Chaplin 
E. W. Blumenschein 
P. F. Hopkins, Enforcing Officer 
A. B. Maxwell, Secretary 

1926-1927-1928 
F. H. Schleiter Mayor 
A. B. Maxwell City Clerk and Auditor 
H. W. Stafford Treasurer 
M. A. Manning Assessor 
P. F. Hopkins City Manager of Engineering 
J. Y. Luke City Solicitor 
Dr. H. M. Templeton Health Officer 
W. J. Cure City Marshal 
L. R. Morris Fire Chief 
COUNCILMEN 

G. B. MacDonald At Large 
Frank Theis At Large 
John S. Dodds Ward One 
Walter Root Ward Two 
J. M. Munsinger Ward Three 
G. J. Palmer Ward Four 


Park Commission was established by election 
March 29, 1926: 


L. B. Spinney 
Galen Tilden 
C. R. Jones 


The City Park is located on Block 37, Second 
Addition, bounded by Duff Avenue, Fifth Street, 
Carroll Avenue, and Sixth Street. 

April 29, 1925, the City purchased 19.07 
acres situated west and south of Brookridge 
Avenue for park purposes, said park to be 
named Brookside Park. 

P. F. Hopkins tendered his resignation as 
City Manager on May 16, 1927, effective June 1, 
1927. €. €. McCarthy received temporary ap- 
pointment to fill vacancy as City Manager. 

John H. Ames elected City Manager by the 
City Council on July 6, 1927; powers and duties 
prescribed by Ordinance No. 380. 


P. H. Sehleiter 
A. D. Maxwell 
H. W. Stafford 


M. A. Manning 


John H. Ames 
R. E. Nichol 
W. J. Cure 


L. R. Morris 
Dr. C. A. Aplin 


1928-1929-1930 


Mayor 


City Clerk and Auditor 


Treasurer 
Assessor 

City Manager 
City Solicitor 


{Chief of Police; City Marshal, 
land Baliff of Municipal Court 


COUNCILMEN 


rank Theis (resigned) 
C.J. O’ Neil (fill vacancy) 


G. B. MacDonald 


Verne Meyers 
T. L. Rice 

W. L. Allan 
G. J. Palmer 


Fire Chief 
Health Officer 


At Large 
At Large 
At Large 
Ward One 
Ward Two 
Ward Three 
Ward Four 


April 1,1930 to March 31, 1932 


EP. H. Schleiter 
A. B. Maxwell 
H. W. Stafford 
M. A. Manning 
R. E. Nichol 

o. H. Ames 

L. R. Morris 
W. J. Cure 

Jk n Luke 

L. E. Thomas 
C. A. Aplin 


Arthur Pose 


OFFICIALS 


Mayor 


Auditor and Clerk 


Treasurer 
Assessor 
Solicitor 
Manager 

Fire Chief 

Police Chief 


Judge Municipal Court 
Clerk Municipal Court 


COUNCILMEN 


Claude Coykendall 


W.L. Allan 


G. B. MacDonald 


J.S. Dodds 
G. J. Palmer 


Health Officer 


First Ward 
Second Ward 
Third Ward 
Fourth Ward 
At Large 

At Large 


April 1, 1932 to March 31, 1934 


F. H. Schleiter 
A. B. Maxwell 
H. W. Stafford 
M. A. Manning 
R. E. Nichol 

Jj. H. Ames 
L.R. Morris 
W. J. Cure 

J. Y. Luke: 

L. E. Thomas 
C. A. Aplin 


OFFICIALS 


Mayor 


Auditor and Clerk 


Treasurer 
Assessor 
Solicitor 
Manager 

Fire Chiet 

Police Chiet 


Judge Municipal Court 
Clerk Municipal Court 


Health Officer 
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COUNCILMEN 
Arthur Pose First Ward 
Claude Coykendall Second Ward | 
F. C. Swank Third Ward 
G. B. MacDonald Fourth Ward 
J. S. Dodds At Large 
G. J. Palmer At Large 


April 1, 1934 to March 31, 1936 
OFFICIALS 


W. L. Allan Mayor 
A. B. Maxwell Auditor and Clerk 
(April 1 to July 1, 1934) 

J. W. Prather Auditor and Clerk 
(July 1, 1934 to March 31, 1936) 


H. W. Stafford Treasurer 
M. A. Manning Assessor 
R. E. Nichol Solicitor 
T H. Ames Manager — 
L. R. Morris Fire Chief 
W. J. Cure Police Chiet 
J. Y. Luke Judge Municipal Court 
L. E. Thomas Clerk Municipal Court 
B. D. Atchley Health Officer 
COUNCILMEN 
A. J. Loyd First Ward 
Claude Coykendall Second Ward 
F. C. Swank Third Ward 


Resigned August 19, 1935 
George Richardson Third Ward 
Elected August 19, 1935 
G. B. MacDonald Fourth Ward 
J.S. Dodds At Large 
G. J. Palmer At Large 


April 1, 1936 to March 31, 1938 
OFFICIALS 


W. L. Allan 


« Mayor 
J. W. Prather Auditor and Clerk 
H. W. Stafford Treasurer 
M. A. Manning Assessor 
R. E. Nichol Solicitor 

Died April 13,1936. -. © 
M: arion Hirschbure o Solieitor 
Appointed May 18, 1936 

J. H. Anies Manager 
L. R. Morris Fire Chief 
W. J. Cure | Police Chief 
J. Y. Luke J udge Municipal Court 
lu. E. Thomas Clerk Municipal Court 
B.D. Atchley Health Ofticer 


A J. Love First Ward 
laude RR Second Ward 
jeorge Richardson Third Ward 
3. B. MacDonald Fourth Ward 
b. J. Palmer 


At Large 
At Large 
April 1, 1938 to March 31, 1940 
OFFICIALS 


ik D. Paine Mayor 

LW. Prather Auditor and Clerk 

i 1. W. Stafford Treasurer 
M. A. Manning Assessor 
Š larion Hirsehbure Solicitor 
J. H. Ames Manager 


| L. R. Morris 
W.J. Cure 
J. Y. Luke 

L. E. Thomas 
B .D. Atehley 
E COUNCILMEN 
W. B. Acheson 

Claude Coykendall 


Fire Chief 

Police Chief 

Judge Municipal Court 
Clerk Municipal Court 
Health Officer 


First Ward 
Second Ward 


"George Richardson Third Ward 

G6. B. MacDonald Fourth Ward 

J. S. Dodds At Large 
Resigned April 1, 1939 

M. G. Spangler At Large 


Elected April 10, 1939 
x. J. Palmer At Large 
April 1, 1940 to March 31, 1942 


3 OFFICIALS 
pt 'rank D. Paine 


Mayor 

. W. Prather Auditor and Clerk 
E W. Stafford Treasurer 
FM. A. Manning Assessor 
Marion Hirsehbure Solicitor 
- J. H. Ames Manager 
. L. R. Morris Fire Chief 
W.J. Cure Police Chief 


-J. Y. Luke Judge Municipal Court 
| L. E. Thomas Clerk Munieipal Court 
B. D. Atchley Health Officer 
| Upon the death of H. W. Stafford, January 7 
1942, George Richardson was appointed 
Treasurer on January 15, 1942. 

D. Atchley resigned November 15, 1941. 
e Joe G. Fellows appointed Health Officer 
| November 17, 1941. 


E COUNCILMEN 
4 W.B. Acheson First Ward 
robert MeCormick Second Ward 
f Lr. Lawlor Third Ward 
3. B. MacDonald Fourth Ward 
I. G. Spangler At Large 
J. Palmer At Large 
TOS | 
JO 
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April 1, 1942 to March 31, 1944 


OFFICIALS 


H. B. Manning 
J. W. Prather 
seorge Richardson 


Mayor 
Auditor and Clerk 
Treasurer 


M. A. Manning Assessor 
Marion Hirschbure Solicitor 
J. H. Ames Manager 


L. R. Morris 
W. J. Cure 
J. a Luke 

L. E. Thomas 


Fire Chief 
Police Chief 
Judge Munieipal Court 
Clerk Municipal Court 
Dr. Joe G. Fellows Health Officer 
Dr. Joe G. Fellows, resigned Dee. 30, 1942 
Dr. A, N. Schanche, appointed Health Officer 
Dec. 30, 1942 
L. R. Morris, retired April 20, 1942 
Sam Lone appointed Fire Chief April 21, 1942 
COUNCILMEN 
W. B. Acheson 
Robert MeCormick 
J. P. Lawlor 
G. B. MaeDonald 
M. G. Spangler 
G. J. Palmer At Large 
J. P. Lawlor and M. G. Spangler resigned 
Mareh 15, 1943 to accept commissions as Lt. 
Commanders in the U.S. Navy 
H. H. Knight eleeted Councilman Third Ward 
Clinton J. Adams elected Councilman at Large 


First Ward 
Second Ward 
Third Ward 
Fourth Ward 
At Large 


Major Municipal Activities 


THE WATER WORKS SYSTEM of the City of 
Ames was first established in 1891 and con- 
sisted of a wood constructed tower and tank 
located at the present site of the City Hall. 
Water mains and hydrants were laid along Main 
Street. These were paid for by the abutting 
property owners and later purchased by the 
City. 

A water softening plant was built and put 
in operation at a cost of approximately $33,000 
in 1931, thereby giving the water users of the 
City softened water for all uses. 


THE Municipal ELECTRIC LIGHT PLANT was 
established in 1896. Bonds were issued in the 
amount of $12,000 and the plant was construct- 
ed and put in operation. <A loan of $5,000 by 
the issuance of city warrants was made to com- 
plete the work. 

All bonds and indebtedness for added equip- 
ment and extensions were paid in full in 1916 
from earnings of the plant. 
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Tre Mary GREELEY MEMORIAL HOSPITAL was 
built by Captain Wallace M. Greeley at a cost 
of $80,000 in the year 1916. This building was 
located at the corner of Douglas Avenue and 
Twelfth Street. The hospital was presented to 
the City of Ames in memory of Captain 
Greeley’s wife, Mary Victoria Greeley, with the 
provision that it shall be perpetually maintained 
as a hospital open to all sects and creeds; and 
furthermore, that the City of Ames shall agree 
to maintain and support this hospital in a 
eredible manner. Captain Greeley appointed 
the following to serve as the first Hospital 
Board: L. €. Tilden, A. H. Munn, George 
Judisch, L. M. Bosworth, C. L. Siverly and 
Dr. A. B. Maxwell. This original board was 
to serve until further appointments were made 
by the City of Ames. 

The hospital service to the community has 
erown steadily since that time. It became im- 
perative to construct an addition to the hospital. 
This addition was completed in the fall of 1939 
and the old part was completely refurnished 
and modernized. This project was financed 
through a bond issue of $60,000 and a P.W.A. 
arant. The total eost of this improvement was 
approximately $155,000. 

We now have a capacity of seventy-two beds, 
all modern Ford beds equipped with Simmons 
inner-spring mattresses. The service and equip- 
ment we now have to serve the community are 
second to none in the State. 


AMES PUBLIC LIBRARY. On March 30, 1903, 
the people of Ames voted to accept the offer 
of $10,000 from Andrew Carnegie for the con 
struction of a public library building. This 
building was built at the corner of Sixth Street 
and Douglas Avenue. 

In 1939 an addition was built to this library, 
financed by a bond issue of $85,000. This gave 
the city a very fine library equipped to amply 
cover the needs of the City of Ames for several 
years. 

City CEMETERY. The cemetery was trans- 
ferred to the City of Ames by the Ames Ceme- 
tery Association in the year 1917. The pur- 
chase of additional land for cemetery purposes 
was authorized June 18, 1917. It was purchased 
from G. H. Maxwell and the addition was nam- 
ed the Oakwood Division of the City Cemetery. 
An additional purchase of land for cemetery 
purposes was made from the Maxwell Park 
Association, Jessie Maxwell, and Sadie and C. G. 
Cole on September 16, 1929. Bonds were issued 
in the amount of $18,750 to run twenty years 
at interest not to exceed 5% per annum. This 
increases the Cemetery to 52 acres, of which 
five acres are set aside for Catholic interments. 


Ciry Hau. AND Fire Station. Bonds in 
amount of $41,500 were voted by the citi 
of Wards One, Two, Three and Four of 
City of Ames for the construction of a City 
Hall and Fire Station located on Lots 12, 13, 14 
and 15, Block 10, Original Town of Ames, at 
the corner of Kellogg Avenue and Fifth Street. 
The building was completed, approved, accepted 
and occupied, February 28, 1916. 

ZONING BOARD OF ADJUSTMENT. In the year 
1924, the Council appointed a Zoning Commis- 
sion consisting of the following members, to-wit: 
Roland S. Wallis of the Iowa State College, 
chairman ; Charles B. Ash, A. L. Champlin, A. T. 
Erwin, J. Galen Tilden, P. H. Elwood, Jr., A. H. 
Munn, and €. S, Nichols. This commission sub- 
mitted its report and plat to the City Council, 
and adoption was made by the passage of Zoning 
Ordinanee No. 354 on June 1, 1925. The Mayor 
then appointed the following persons members 
of the Zoning Board of Adjustment, to-wit: 
E. H. Graves, John S. Dodds, A. L. Champlin. 
Charles B. Ash, E. W. Blumenschein, A. B. 
Maxwell, Seeretary; and the City Manager to 
act as Enforeing Officer. 

MUNICIPAL Court. Establishment of a Mun- 
icipal Court by election held October 2, 1928. 
J. Y. Luke was appointed Judge of the Mun- 
icipal Court. L. E. Thomas was appointed 
Clerk. The Ames Municipal Court convened for 
the first time November 1, 1928, in the Municipal 
Court room at the City Hall. 

Crry PLAN COMMISSION. An ordinanee ereat- 
ing a City Plan Commission to consist of seven 
members appointed by the Mayor, was passed 
by the Council, Mareh 17, 1930. 

PLAYGROUND COMMISSION. The City Council 
on petition of property owners, by Resolution 
No. 1491 called a special election on July 21, 
1937 to determine whether the City of Ames 
shall establish a playground and levy not to 
exceed one-half mill for the purpose of establish- 
ing, maintaining, operating and improving one 
or more juvenile playgrounds. This election 
carried and the City Couneil on February 21, 
1938, passed Resolution No. 1526, establishing 
a playground for the City of Ames, Iowa. Or- 
dinance No. 482 establishing a Playground Com- 
mission, providing for the membership thereof, 
and defining the rights and duties of said Com- 
mission, was passed February 21, 1938. 

The first Playground Commission was ap- 
pointed by the Mayor and eonfirmed by the 
City Council as follows: Don Reynolds, Cathe- 
rine J. Mitehell, Ray C. Cunningham, N. V. 
Brintnall, Mrs. John Vanderlinden, Paul Taff, 
Earl Baird, Mrs. Roland De La Hunt, and 


Wayne Cupps. 
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GENERAL INFORMATION 


Hotels, 2 

Churches, 15 

Hospitals, 2 

Theatres, 4 

Schools: 6 Grade, 2 Junior Highs, 1 Sen- 
ior High 

Library: 24,396 volumes; total volumes 
loaned, 99,094 
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OF AMES, IOWA. 


Be lt Ordained by the City Council of the 
Wy of Ames, Iowa: 


ion 1. The corporate boundaries and 
nits of the City of Ames, Iowa, heretofore, 
f various times, established by law, or the 
ets of the City Council, are hereby codified, 
etermined and declared to be as follows: 

— Beginning at the southeast corner of the 
northeast quarter (NE!4) of Section 11, 
Township 83 north, Range 24 west of the 
5th P.M. Iowa; thence north on the line 
between Sections 11 and 12 and between 
tions 1 and 2 of said township and the 


La pa | 


ter (SE!4) of the southeast quarter (SE14) 
of Section 35 of said Township 84; thence 
west on the south quarter quarter line of 


of Township 84; thence north on the ‚line 
between Sections 34 and 35 of Township 84 
to the northeast corner of the south one-half 


Jo of the northeast quarter (NE) of dd 
4 southeast quarter (SE14) of Section 34, to 
the northwest corner of said south one-half 
(S15) of the northeast quarter (NE!4) of 
| the southeast quarter (SE14) of Section 34; 
- thence south along the east quarter quarter 
| line of said Section 34 to the south quarter 
- quarter line of said Section 34; thence west 
, along the south quarter quarter line of Sec- 
tions 34 and 33 of said Township 84 to a point 
A 330 feet west of the west quarter quarter line 
bof said Section 33; thence south to the 
township line between Townships 83 and 84, 
E ] range; thence west on said township 
> a to a point 390 feet west of the northwest 
corner of Section 4, Township 83, Range 24; 
thenee South parallel to and 390 feet distant 
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ORDINANCE NO. 564 


N ORDINANCE DEFINING THE CORPORATE TERRITORY AND LIMITS OF THE CITY 


from the west line of said Seetion 4, to the 
line running east and west through the cen- 
ter of Section 5 of said Township 83; thence 
west on the center line of said Section 5 to 
the northwest corner of the northwest quar- 
ter (NW14) of southeast quarter (SE!A) 
Section 5, Township 83, Range 24 west; 
thence south to the southwest corner of 
northwest quarter (NW!4) of southeast 
quarter (SEl4) of said Section 5; thence 
east along the south line of the northwest 
quarter (NW14) of southeast quarter (SEY,) 
of said Section 5 to the west line of West 
Ames, if extended; thence south along the 
west line of said West Ames Addition and 
the west line of said Addition extended 
directly south, to the point where it will in- 
tersect the east and west line through the cen- 
ter of the south one-half (S1%) of the north- 
east quarter (NE14) of Section 8, Township 
83 north, Range 24 west of the 5th P.M.; 
thence east on said line to the line running 
north and south between Sections 8 and 9, 
said Township 83; thence south on said last 
mentioned line to the southwest corner of 
the northwest quarter of Section 9, of said 
township and range; thence east on the cen- 
ter line running east and west through See- 
tion 9, Township 83, Range 24 to the center 
of said Section 9; thence south 460 feet; 
thence east parallel to the east and west 
quarter line of said Section 9 to the east line 
thereof; thence north 460 feet to the east 
quarter corner of said Section 9; thence east 
to the point of beginning, to-wit: the said 
southeast corner of the northeast quarter 
(NE!4) of Section 11 of said Township 83, 
Range 24, Story County, Iowa. 


Section 2. The force and authority of all 
ordinances of a general nature and the juris- 
diction of the officers of the City shall be co- 
extensive with the foregoing territory in all 
cases to the extent provided by the laws of 
the State. 


Clie te S : A rec 
X THE ORDINANC 


Bichon: CE In ist or parts o - 
ances in conflict herewith are hereby repealed. P 


Section 4. This ordinance shall be of full 
force and effect from and after its passage and 
publication as provided by law. 
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IING AN OFFICIAL SEAL FOR THE CITY AND ONE FOR 


d by the City Council of the 
owa: 


Sect "CEN The seal of the City of Ames 
E" ave in its center the words ‘‘Ames, 
"wa a" and around the margin the words “City 
Seal", and such seal is hereby deelared to be 

> official seal of the eity. 


- Section 2. The seal of the Mayor as hereto- 
fore used is hereby adopted, and is deseribed 
as follows: a dise having around its margin 


“Mayor of Ames, Iowa” and within a circle 
on the face thereof the word ‘‘Seal’’. 


Section 3. The seal of the City Clerk, as 
heretofore used, is hereby adopted, and is des- 
eribed as follows: a dise having around its 
margin the words ‘‘City Clerk Ames’’ and 
“Iowa” and within a circle on the face there- 
of the word ‘‘Seal’’. 

Passed the 16th day of March, 1925. 

F. H. Sehleiter, Mayor 
Attest: A. B. Maxwell, City Clerk. 


Ti 


io! Y The territory of the City shall be 
d into four (4) wards. 


Section 2. The First Ward shall consist of 
N th: of the City whieh lies north of 

» nma line tracks of the Chicago & North- 
s’ern Railway Company and east of the cen- 
r line of Burnett Avenue. 


fection 3. The Second Ward shall consist 
T that part of the City which lies north of 
main line tracks of the Chicago € North- 
wW estern Railway Company; west of the center 
ine of Burnett Avenue and east of the west 
r-quarter line of Section three (3), Town- 
eighty-three (83), and Section thirty-four 
. Township eighty-four (84), Range twen- 
(24), to-wit: the line running north 


> of said sections. 


Section 4. The Third Ward shall consist of 


E- 


| eighty (80) rods west of the center 
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ORDINANCE NO. 353 


c iip THE CITY OF AMES INTO WARDS AND ESTABLISHING 


all that part of the City lying south of the 
main line traeks of the Chieago & Northwestern 
Railway Company and east of the west quar. 
ter-quarter line of Seetions three (3) and ten 
(10), Township eighty-three (83), Range twen- 
ty-four (24), to-wit: the line running north 
and south eighty (80) rods west of the center 
line of said seetions. 


Section 5. The Fourth Ward shall consist 
of all that part of the City lying west of the 
west quarter-quarter line of Seetion thirty- 
four (34), Township eighty-four (84) and Sec- 
tions three (3) and ten (10), Township eighty- 
three (83), Range twenty-four (24), to-wit: 
the line running north and south eighty (80) 
rods west of the center lines of said sections. 


Section 6. All ordinanees or parts of or- 
dinanees in conflict herewith are hereby re- 
pealed. 


Passed the 19th day of January, 1925. 
F. H. Sehleiter, Mayor 
Attest: A. B. Maxwell, City Clerk 
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ORDINANCE NO, 355 


N ORDINANCE CONCERNING THE POWERS AND THE BUSINESS, THE MEETING 


Be Tt Ordained by the City Council of the 
Ew of Ames, Iowa: 


| Section 1. The Couneil shall consist of six 
members, one from each of the four wards, and 
two elected from the City at large. It shall 
have such powers as are now or may hereafter 
be conferred by the laws of the State. 
— Section 2. The Council shall assemble on the 
Monday after their election at 12 o’clock 
moon in the council chamber in the City Hall 
and then and there qualify and organize. Four 
members shall be necessary to constitute a 
morum. 
| Section 3. The Council upon qualification 
and a the said first meeting shall eleet a Clerk, 
© Solicitor, and a City Manager. The election 
of the said officers shall be for a term of two 
years, subject to removal, as provided by stat- 
ite or the ordinances of the City. 


- Section 4. The newly elected Council at this 
A st meeting, shall have full power and jurisdic- 
fion to fix the salaries and compensation of all 
Officers appointed by it, or appointed, or to 
be appointed by the Mayor, which salaries and 
*ompensation shall not be changed during the 
time for which they are appointed. If the 
Council, on or before the meeting at which the 
said offieers are eleeted or appointed, fails or 
neglects to fix the said salaries and compensa- 
tion, that as established by the préceding Coun- 
eil shall remain in full force and effect. 


Section 5. At the said first meeting of the 
Couneil it shall arrange for its sittings and 
w ork as a board of review which meetings shall 
'ontinue until sueh work is eompleted. 


_ Section 6. Regular meetings of the Council 
all be held in the Council chamber of the 
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month at 8 o'eloek p.m. The Council may by 
resolution provide for additional regular meet- 
ings. Four members shall be necessary to con- 
stitute a quorum, but a smaller number shall 
have jurisdietion to adjourn to any date prior 
to that of the next regular meeting or to take 
such steps as they may deem advisable or 
neeessary to bring in the absent members. 


Section 7. "The Couneil shall hold speeial 
meetings at any time when ealled by the Mayor 
or any three members of the City Council. 
Notice of such special meetings, when called 
by the Mayor, shall be given the members of 
the Couneil by a writing signed by the Mayor 
and either personally served or left at the 
usual place of residence of the said Couneil- 
man. For a meeting called by three members 
of the Couneil, notices shall be given the other 
members and the Mayor by a writing signed 
by such three members, and the same shall be 
either personally served or left at the usual 
place of residence of such persons. When a 
special meeting is called the service given or 
made upon the person not appearing shall be 
established by affidavit or the certificate of the 
City Marshal, or his deputy, and a record made 
thereof. 


Section 8. The Council shall, at or before 
the beginning thereof, make separate appro- 
priations for the different expenditures of the 
city government for the ensuing fiscal year. 


Section 9. Should the Mayor or Clerk be 
absent at any regular or special meeting duly 
called, the Council shall appoint one of its 
members to act as chairman or clerk as the 
case may be, and should both be absent one 
to serve as chairman and another as clerk for 
that particular meeting. 


Section 10. There shall be six standing com- 


y Hall on the first and third Mondays of the mittees of the Council, as follows: Finance and 
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Ordinances; Streets and Alleys; Electrie Light 
and Power; Fire and Water; Sewer; and 
Cemetery and Buildings, Each shall consist of 
three members and shall be appointed by the 
Mayor. The one first named shall be chairman 
thereof. 


Section 11. It shall be the duty of the said 
Committees and the members thereof to make 
a special study and investigation of the eon- 
ditions and needs of the City in reference to 
matters involved in their particular depart- 
ments. 


Section 12, It shall be the special duty of 
the Finance Committee to examine, check and 
audit, and approve or disapprove all bills and 
claims filed, preliminary to the regular meet- 
ines of the Couneil, and for this purpose they 
shall meet such a time before the meeting of 
the council as may be necessary. At such 
meeting said committee may request the pre- 
sence of any city official to aid in determining 
the correctness and authenticity of any bill or 
claim. 


Section 13. All bills and claims filed against 
the city shall be made upon blanks furnished 
by the City. They shall be dated, itemized and 
self explanatory, and be verified before a 
notary publie or the City Clerk. 


Section 14. Bills and claims to be acted upon 
at any regular meeting of the Council must be 
filed in the office of the City Clerk prior to 
5:00 o'clock p. m. on the Saturday preceding 
the day of such meeting, or they will lay over 
until the next regular meeting. 


Section 15. Each Councilman shall receive 
as full compensation for his services, $1.00 for 
each and every regular or special meeting of 
the Council which he attends, the aggregate of 
which shall not exceed $50.00 in any one year. 
Such compensation shall be audited and paid 
at the end of each six months. In addition 
each Councilman shall receive and be entitled 
to the compensation allowed by law for their 
services as members of the Board of Review. 


Section 16. The following rules shall gov- 
crn the meetings of the Council and its trans- 
action of business. 


Rule 1. The Mayor, or in his absence the 
presiding officer, shall preserve order and 
decorum and shall decide questions of order 
subject to an appeal to the Council. A mem- 
ber called to order shall immediately suspend 


his remarks, unless permitted to explain. 
there be no appeal the decision of the chair 
shall be conclusive; but if the member appeals 
to the Council from the decision of the Chair, 
the Council shall decide the question without 
debate. 


Rule 2. At the hour appointed for the meet- 
ing, a quorum being present, the order of busi- 
ness shall be as follows: 


(1) Reading of the minutes of the last 
meeting and the approval, amendment, or cor- 
rection of the same. 


(2) Consideration of the bills and claims 
filed, their approval, disapproval, or other: 
aetion. 

(3) Petitions and other communications. 

(4) Unfinished business. Resolutions in re- | 


lation to publie improvements shall have pre- 
cedence. 


(5) Reports of officers, committees, and 
other unfinished business. 


(6) New business. 
Rule 3. Motions and Resolutions. No motion 
or resolution shall be put until it is seconded. 
When seconded, it shall be stated by the Mayor 
or presiding officer before debate. Upon re- 
quest of the Chair or any Councilman every 
motion shall be reduced to writing. 


Rule 4. After a motion or resolution is stat- | 
ed by the Chair it shall be deemed in the 
possession of the Council, but it may be with- 
drawn at any time before decision or amend- | 
ment. 


> AAA 


- ~ - N 
Rule 5. In all cases where a resolution or a 


motion is entered on the Minutes of the City 
Council the name of the member moving the 
same shall þe entered also. 


Rule 6. When a question is under debate, 
the only motions in order shall be: 


First. To adjourn. 

Second. The previous question. 
Third. To lay on the table. 
Fourth. To postpone indefinitely. 
Fifth. Adjourn to a certain day. 
Sixth. To refer. 


Seventh. To amend. 


And such motions shall have precedence in the 
order herein arranged, the first three to be 
decided without debate. 


Rule 7. Adjournment. A motion to adjourn 


bli : 


‘City Council shall always be in order, ex- 


First. When a member is in possession of 
q the floor. 
Second. While the ayes and nayes are 
being called. 


Third. When the members are voting. 
Fourth. When adjournment was the last 
preceding motion. 

When it has been decided that the 
previous question shall be taken. 


Fifth. 


Rule & A motion simply to adjourn cannot 
e amended; but a motion to adjourn to a 
Piven time may be, and is open to debate. 

- Rule 9. Previous Questions. When the pre- 
vious question is moved and put, it shall be in 
this form “Shall the main question be now 
put?” If this is carried, all proposed amend- 
ments and all further motions and debates shall 


P en, and the question is put without 


Rule 10. To Lay on the Table. A motion 
to lay a question on the table simply is no: 
d batable but a motion to lay on the table and 
à RbExh, or any other condition, is subject to 
amendment and debate. 


® Rule 11. Indefinite Postponement. When a 
motion is postponed indefinitely it shall not be 
taken up again during the same meeting. 


Rule 12. To Refer. A motion to refer to a 
Standing committee shall take precedence of 
a similar motion for a Special Committee. 


Rule 13. To Amend. A motion to amend 
an amendment shall be in order; but to amend 
an amendment to an amendment shall not be 
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Rule 14. An amendment modifying the in- 
tention of a motion shall be in order but an 
pmendment relating to a different subject shall 
not be in order, 


Rule 15. On motion to “Strike out and in- 
sert" the paragraph to be amended shall first 
be read as it stands, the words proposed to 
be struck out, and those to be inserted, and 
finally the paragraph as it would stand if so 
amended, 


Rule 16, Reconsideration. A motion may be 
reconsidered at any time during the same 
meeting, or at the first meeting held thereafter. 
A motion for a reconsideration being once 
made, and decided in the negative, shall not be 
renewed before the next meeting. 


Rule 17. A motion to reconsider must be 
made and seconded by members who voted in 
the majority, or by those who were absent 
and did not vote upon the question to be re- 
considered. 


Rule 18. No question shall be reconsidered 
more than once, nor shall a vote to reconsider 
be reconsidered. 


Rule 19. The foregoing rules may be sus- 
pended for a certain meeting, or a certain pur- 
pose only, by the unanimous vote of the Coun- 
eil. 


Rule 20. 
ed by the foregoing, 
shall govern. 


Upon questions arising, not cover- 
Roberts Rules of Order 


Passed the 16th day of March, 1925. 
F. H. Sehleiter, Mayor 
Attest: A. B. Maxwell, City Clerk 
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ORDINANCE NO. 316 


\N ORDINANCE REGULATING MOVING PICTURE 


AND OTHER SHOWS, AND 


ESTABLISHING A BOARD OF CENSORS THEREFOR. 


- Be It Ordained by the City Council of the 
City of Ames, lowa: 


- Section 1. That there is hereby created a 
Board of Censors, whose duty it shall be to 
investigate and pass upon the character of all 
moving picture shows and vaudeville acts to 
je given in the City of Ames, Iowa. 


Section 2. That the said Board shall be 
composed of five citizens of the said city, shall 
be appointed by the Mayor and shall hold such 
position for the period of one year. 


- Section 3. That when the said Board shall 
decide and determine that any moving picture 
‘reel or vaudeville aet is immoral, indecent, un- 
patriotic or against the public interest and 
welfare, they shall make a written report to 
that effect and file the same with the Mayor. 


Section 4. The Mayor, if he shall approve 
the said report and finding, may by his written 
order forbid and prohibit the publie presenta- 
tion of such moving picture reel or vaudeville 
act. and cause a copy thereof to be served upon 
the person or persons giving or preparing to 
| give such show or act. 


- Section 5. Any person or persons who, after 
having had such order served upon them, shall 
| disobey it and present the condemned picture, 


vaudeville act or show shall be deemed guilty 
of a misdemeanor and upon conviction shall 
be fined the sum of One Hundred Dollars and 
costs and shall have their license cancelled 
and annuiled. In default of the payment of 
the said fine such person or persons shall be 
committed to jail for a period of not more 
than thirty days. 


Section 6. It shall be the duty of the owners 
or managers of all moving picture shows or 
theaters to admit to all publie exhibitions the 
said Board of Censors or any of them free of 
expense. And it shall be their further duty, 
if the said Board shall so demand, to make a 
special and preliminary presentation of any 
picture reel or vaudeville act to the said Board, 
before its presentation to the public. 


Section 7. All ordinances in conflict here- 
with are hereby repealed. 


Section 8. This ordinance shall be in full 
foree and effect after its passage and its pub- 
lication as provided by law. 


Passed the 10th day of October, 1919. 
E. H. Graves, Mayor 
Attest: A. B. Maxwell, City Clerk. 


Published in book of ordinances entitled, 
“Revised Ordinances of 1931 of the City of 
Ames, Iowa.” 
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ORDINANCE NO, 554 


N ORDINANCE CREATING A BOARD OF EXAMINERS OF PLUMBERS, PROVIDING 


FOR 


Be It Ordained by the City Council of the 
"y of Ames, Iowa: 


Section 1. There is hereby ereated a Board 
Examiners of Plumbers, whieh shall con- 
sis of three members, one of whom shall be 
a practical journeyman plumber, one a mem- 
yer of the local Board of Health, and one a 
practical master plumber, two of whom shall 
constitute a quorum for the transaction of 
business. 


a 


- Section 2. The members of the Board of 
examiners shall be appointed by the City 
Council and shall receive a compensation of 
"ive Dollars ($5.00) per day, except as to such 
members, if any, in the employ of the City 
oí Ames at a regular salary, said members be- 
ing appointed for a period of two years and 
shall serve until their successors are appointed 
and have qualified. 


Section 3. The Board of Examiners shall 
meet the third Wednesday of January, April, 
July. and October of each year, or oftener if 
notified to do so by the Chairman of the Board 
of Examiners, at the City Hall, to examine 
all applicants for a license to engage in or work 
at the business of plumbing, either as a master 
‘er employing plumber or as a journeyman 
plumber. Said board shall examine applicants 
as to their practical knowledge of plumbing, 
Bouse drainage and ventilation and number of 
ars of experience, and if satisfied of the com- 
petency of such applicant, shall thereon issue 
im or them a license in the form approved by 
» State Board of Health to engage in or work 
à t the business of plumbing, either as a master 
r employing plumber or as a journeyman 
pusber as the ease may be, and it shall be 
lawful for any person to engage in or work 
| the business of plumbing in the City of 
lowa, without having such lieense, ex- 
pt as hereinafter provided. 


AMES. 


x Section 4. The Board of Examiners shall 


THE EXAMINATION AND LICENSING OF PERSONS ENGAGED IN THE BUSI- 
NESS OF PLUMBING, FIXING THE FEES FOR SUCH EXAMINATION AND THE 
COMPENSATION OF THE EXAMINING BOARD, REPEALING ORDINANCE NO. 
AND ALL OTHER ORDINANCES IN CONFLICT HEREWITH, 
PUNISHMENT FOR THE VIOLATION OF ITS PROVISIONS. 


328 
AND PROVIDING 


— 


select one of their members to act as Secretary 
of said board, whose duty it shall be to keep 
a record of the meetines of said board, and to 
register the names and residences of all per- 
sons examined, the kind of license issued to 
each, if any, the date of issuance thereof, and 
certify to the City Manager a list of all per- 
sons to whom a master or employine plumber?s 
license has been issued. 


Section 5. Any person desiring to be ex- 
amined for a license as a master or employing 
plumber or as a journeyman plumber, shall 
make application therefor to the Board of Ex- 
aminers on blanks to be furnished for that pur- 
pose and each application shall be accompanied 
by a receipt from the City Clerk for the fee 
herein provided for, which sum shall be in full 
payment of all charges connected herewith. 
Such receipt shall entitle the applicant to the 
privileges and protection of this ordinance 
until said applicant shall be examined and his 
qualifications determined. Failure on the part 
of the applicant to appear before the examining 
board, after being duly notified in writing, shall 
revoke such privileges. Applicants must be 
viven at least three days’ notice in writing, ex- 
elusive of Sundays and holidays, by the Secre- 
tary of the Board, to appear for examination. 
If said applicant fails to qualify upon said ex- 
amination he may be re-examined at the end 
of sixty days. 


Section 6. The fees for examination shall 
be Ten Dollars ($10.00) for a master or em- 
ploying plumber and Five Dollars ($5.00) for 
a journeyman plumber. Any license issued 
upon said examination shall not be transferable 
and shall expire on the 31st day of December 
of each year. Licenses may be renewed upon 
application and the presentation of a receipt 
from the City Clerk showing the payment of 
a renewal fee of Two Dollars ($2.00) for a 
master or employing plumber and One Dollar 
($1.00) for a journeyman plumber, provided 
said application is made in writing before the 
31st day of December. Upon failure to make 
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application for a renewal in the manner and 
within the time prescribed, applicant becomes 
subject to a new examination and the fees 
therefor. 


Section 7. Any person having a license 
ranted by the authorized examining board of 
any City in the State of Iowa must register 
the same with the Seeretary of the local Board 
of Examiners before he shall be allowed to 
engage in or work at the plumbing business in 
this city. 


Section 8. Any person who shall engage in 
or work in the City of Ames at the business 
or trade of plumbing, either as a master or 
employing plumber or as a journeyman plumb- 
er, without first having obtained the license 
herein provided for, shall be guilty of a mis- 
demeanor and upon conviction shall be fined 


a sum not less than Ten Dollars ($10.00) 
more than One Hundred Dollars ($100.00) 
shall be committed to the city or county 
until such fine and costs are paid, such 
not to exeeed thirty days. 


Section 9. Ordinance No. 328 and all oth 
ordinances or parts thereof in conflict here- 
with are hereby repealed. 


Section 10. This ordinance shall be in 
force and effect from and after its passage an 
publication as provided by law. 


Passed the 15th day of January. 1942. | 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk. 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa. 
1943,” l 
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ORDINANCE NO. 550 


\ agallas PROVIDING FOR THE ORGANIZATION OF 


A LOCAL BOARD OF 


ALTH, DEFINING ITS POWERS AND DUTIES, AND PRESCRIBING PENALTIES 


x A VIOLATION OF ITS PROVISIONS 


Be Ti Ordained by the City Council of the 
‘ty of Ames, Iowa: 


‘Section 1. That the Mayor and City Council 

the City of Ames shall be and are hereby 
onstituted a Board of Health in and for said 
City and shall be known as the ‘‘Board of 
lealth of the City of Ames, Iowa.” 


‘Section 2. That within the limits of said 
City said Board may make such rules and 
regulations respecting nuisances, sources of 
Sith and cause of sickness as to them may ap- 
pear necessary and reasonable, and may also 
resort to such measures and exercise the power 
requisite for the abatement of nuisances, the 
removal of filth and for the protection and 
preservation of the health of the inhabitants of 
said City. as are provided for by the laws of 
the State of Iowa and the Rules and Regula- 
tions of the State Board of Health. 


Section 3. That the Mayor, or in his absence 
any member of the Board of Health selected 
for that purpose, shall preside at the meetings 
of the Board of Health. a majority of whom 
Shall constitute a quorum for the transaction 
of business, and all the proceedings of said 
board shall be carried on as nearly as practical 
in accordance with the rules and order of busi- 
hess as govern the Couneil of said City. 


een 4. The City Clerk shall be Clerk of 
e local board, keep its records and perform 
E other duties as may be preseribed by the 
lc al Board. The City "Marshal shall perform 
‘such duties as may be required of him by the 
Board or executive officers of the same. 
— Section 5. The duties of the local board 
3 all be to: 

- (a) Obey and enforce the rules and lawful 
erders of the state department. 

- (b) Furnish the state department at the 
times and in the manner prescribed by the 
department, reports of its proceedings. 

(e) Establish, maintain, and terminate quar- 
antines in all cases of quarantinable diseases 
as may be required by law or by the rules of 

ie state department. 

(d) Make such rules, not inconsistent with 


law or the rules of the state department as 
may be neeessary for the enforcement of the 
various laws, the administration of which is 
imposed upon the local board. 

(e) Have, subject to the rules of the state 
department, charge of the burial or disposal 
of the dead, and of all cemeteries dedicated to 
public use not legally controlled, by other 
trustees or persons. 


(f) Regulate all fees and charges of per- 
sons employed by it in the exeeution of health 
laws, its own rules, and those of the state de- 
partment. 


An 
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Section 6. The health physician shall be the 
local health officer and, upon request of. the 
local board, the Mayor shall appoint a per- 
manent sanitation and quarantine officer who 
shall be subject to the orders and directions of 
the local board and its health officer in the 
execution of health and quarantine regulations. 


Section 7. The local Board of Health shall 
meet for the transaction of business on the 
first Monday of April and November of each 
year and at such other times as it may deem 
necessary. NUS 

Section 8. All rules adopted T the loeal 
Board shall take effeet after publieation in 
some newspaper of general cireulation in the 
munieipality, or after posting a eopy gi. the 
same in five public places therein. 


Section 9. The local board, health a 
or sanitation officer, may enter any’ building, 
vessel or other place, for the purpose ‘of ex: 
amining into, preventing, or removing any 
nuisance, souree of filth, or cause of sickness. 


Section 10. The local board may order the 
owner, occupant, or person in charge of any 
property, building, or other place, to remove 
at his own expense, any nuisanee, source of 
filth, or potential eause of sickness found there- 
on, by serving on said person a written notice, 
stating some reasonable time within which such 
removal shall be made, and if such person 
fails to comply with said order, the local board 
may eause the same to be exeeuted at the 
expense of the owner or occupant. 
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Section 11. In case any member of the local 
board, the health officer, or the sanitation of- 
ficer, for the purpose of examining into, re- 
moving or abating any source of filth or cause 
of sickness, shall be refused entry to any place, 
complaint may be made under oath to any 
magistrate of the county, whether a member 
of the local board or not, and said magistrate 
shall thereupon issue his warrant, directed to 
some peace officer of the county, commending 
him, between the hours of sunrise and sunset, 
accompanied by two or more members of said 
board, the health officer, or the sanitation of- 
ficer, to prevent, remove, or destroy any nui- 
sance, source of filth, or cause of sickness found 
to exist in said place, which order shall be 
executed by said officer under the direction of 
the members of the local board, the health of- 
ficer, or the sanitation officer. 


Section 12. All expenses ineurred by the 
local board in proceeding for the purpose of 
examining into, removing or abating any source 
of filth or cause of sickness may be recovered 
by suit in the name of the local board, or said 
board may certify the amount of said expense, 
together with a description of the property, to 
the county auditor who shall enter the same 
upon the tax books as costs for removing a 
nuisance and said amount shall be collected as 
other taxes. 


. Section 13. It shall be unlawful to violate 
any of the rules and regulations of the state 
or local Board of Health, or to interfere with 
the local board or any of its officers in the per- 
formance of their powers and duties. 


Section 14. It shall be the duty of every 
Police Officer who has any knowledge of or 
has any good reason to believe that any of 
the provisions of this ordinance are being vio- 
lated, to make report of the same to the Mayor 
or Health Officer of the local board. 


Section 15. Any citizen who has reason 
believe that any of the provisions of this 
nance are being violated may file an in! 
tion under oath, and it shall be the duty of th 
City Attorney to proseeute the same befor 
the proper court, 


Section 16. The Board of Health may all 
such compensation as shall appear just 
reasonable for special] serviees or expenses 
the members of the Board of Health in the dis- 
charge of their duties as such, as also for ser 
vices of employing medical attendance and eon- 
sulting physicians. 


Section 17. The Board of Health may define 
nuisances and order the abatement thereof, an 
shall have concurrent jurisdiction and author- 
ity with the City Council to provide penalty for 
violations of the same. 


Section 18. Anyone violating any of a 
provisions of this ordinance shall, upon con 
viction, be subject to imprisonment not ex 
ceeding thirty days, or to a fine not exceeding 
One Hundred Dollars. Whenever the fine an 
costs imposed for the violation of this ordinan 
are not paid, the person convicted may be com 
mitted to jail until the fine and costs are e 
not exceeding thirty days. ! 


Section 19. All ordinances or parts of ond 
nances in conflict with the provisions of this 
ordinanee are hereby repealed. 


Section 20. This ordinance shall be in full 
force and effect from and after its passage 
and publication as provided by law. | 


Passed the 10th day of January, 1942. 
Frank D. Paine. Mayor 
Attest: J. W. Prather, City Clerk. 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa, 
1943.” 
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ORDINANCE NO. 302 


ANCE CREATING THE BOARD OF HOSPITAL TRUSTEES AND DEFINING 


THEIR DUTIES. 

Whereas, pursuant to the donation and gift 
ï the Mary Greeley Memorial Hospital by 
Jallace M. Greeley to the City of Ames, Iowa, 
hospital board was appointed by him to 
erve during his lifetime, and after such time 
o be managed as thought best by the Mayor 
ind City Council; and 


- Whereas, Wallace M. Greeley being now de- 
beased, it becomes the duty of the City to 
create a Board of Hospital Trustees, and de- 
ime their duties and power, therefore: 


Be It Ordained by the City Council of the 
City of Ames, Iowa: ` 


Section 1. Board Created. That the Board 
$ Trustees of the Mary Greeley Memorial 
Hospital shall consist of six members and a 
ecretary, who shall be the City Clerk; the 
members of the Board of Trustees shall be ap- 
pointed by the Mayor, and his appointment to 
je confirmed by a majority vote of the City 
Douneil The term of office of the Board of 
Trustees shall be six years, two to be appoint- 
ed each even-numbered year, but at the firsi 
appointment six shall be appointed and hold 
3 office respectively for two, four and six 
years as appointed by the Mayor. 


Section 2. Organization, Officers, Powers. 
Such Trustees shall, within ten days after their 
jpointment, qualify by taking the oath of 
office and organize as a Hospital Board by the 
election of one of their number as president. 
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The City Clerk shall be the secretary of the 
Board. The City Treasurer shall serve as 
treasurer of said Board and shall have care 
and control of all funds raised by virtue of 
the tax levy made by the City Council for the 
support of the hospital, and also all moneys 
due from the operation of the hospital, and 
pay out all money under the control of the 
said Board as ordered by it, but shall receive 
no compensation for his services. The trustees, 
secretary, or treasurer may receive reimburse- 
ment for personal expenses ineurred as such 
officer, but an itemized statement of all such 
expenses shall be made under oath, filed with 
the secretary and allowed only by the affirma- 
tive vote of the Board. Such Board of Trustees 
shall be vested with authority to provide for 
the management, control, and government of 
the city hospital, and shall provide all needed 
rules and regulations for the conduct thereof. 
In the management of said hospital no dis- 
erimination shall be against practitioners of 
any school of medicine recognized by the laws 
of the State of Iowa. 


Section 3. This ordinance shall be published 
as required by law, and be in foree from and 
after publication. 


Passed the 18th day of February, 1918. 
Geo, E. Baker, Mayor 
Attest: A. B. Maxwell, City Clerk 


Published in book of ordinances entitled, 
“Revised Ordinances of 1931 of the City of 
Ames, Iowa.” 
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Be li Ordained by the City Council of the 
of Ames, Towa: 


- Section 1. That under and by virtue of the 
authority conferred by Chapter 294-A1 of the 
Code of Iowa, 1927, a City Plan Commission 
hereby created and established, 


Section 2. That a City Plan Commission, 
consisting of seven (7) members, who shall 
be citizens of Ames and qualified by knowledge 
or experienee to aet in matters pertaining to 
the development of a city plan and who shall 
mot hold any eleetive offiee in the municipal 
government, shall be appointed by the Mayor, 
“subject to the approval of the City Council. 


. Section 3. Term of Office. The term of 
office of the members of said Commission shall 
be five (5) years, except that of the seven 
members constituting said Commission those 
first named shall hold office in the following 
manner, that is: One for two years, two for 
three years, two for four years, and two for 
five years. 


- Section 4. Vacancies. If any vacancy shall 
- exist on said Commission caused by resigna- 
- tion, or otherwise, the Mayor shall appoint a 

successor for the residue of said term, subject 
: to the approval of the City Council. 


Section 5. (Compensation. All members of 
the Commission shall serve without compen- 
sation, except their aetual expenses, which 
shall be subject to the approval of the City 

— Council. 


Section 6. Duties and Powers: 


; (A) The City Plan Commission shall choose 
- annually at its first regular meeting one of its 
| members to aet as Chairman of this Commis- 


- sion and another as Viee Chairman, who shall 
- perform all the duties of the Chairman during 
[ his absenee or disability. 


(B) The Commission shall adopt such rules 
- and regulations governing its organization and 
| procedure as it may deem necessary. 


(C) The Commission shall each year make 


- a report to the Mayor and City Council of its 
proceedings, with a full statement of its re- 
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ORDINANCE NO, 407 


ORDINANCE CREATING A CITY PLAN COMMISSION AND FIXING AND PRE- 
. SCRIBING THE DUTIES AND POWERS THEREOF. | 


ceipts, disbursements and the progress of its 
work during the preceding fiseal year. 


(D) Subjeet to the limitations eontained in 
this ordinance as to the expenditure of funds, 
it may appoint such assistants as it may deem 
necessary and prescribe and define their re- 
spective duties and fix and regulate the com- 
pensation to be paid to the several persons 
employed by it. 


(E) It shall have full power and authority 
to make or eause to be made such surveys, 
studies, maps, plans, or charts of the whole or 
any portion of such municipality or of any land 
outside thereof, which in the opinion of the 
Commission bears relation to a comprehensive 
plan and shall bring to the attention of the 
Couneil and may publish its studies and recom- 
mendations. 


(F) No statuary, memorial or work of art 
in a public place, and no publie building, 
bridge, viaduct, street fixtures, publie strue- 
ture or appurtenances, shall be located or 
erected, or site therefor obtained, nor shall any 
permit be issued by any department of the 
municipal government for the erection or lo- 
cation thereof until and unless the design and 
proposed location of any such improvement 
shall have been submitted to the City Plan 
Commission and its recommendations thereon 
obtained, except such requirements and recom- 
mendations shall not act as a stay upon action 
for any such improvement when such Commis- 
sion after thirty days’ written notice request- 
ine such recommendations, shall have failed 
to file same. 


(G) All plans, plats, or re-plats of sub- 
division or resubdivisions of land embraced in 
said municipality or adjacent thereto, laid out 
in lots or plats with the streets, alleys, or other 
portions of the same intended to be dedicated 
to the public in such municipality, shall first 
be submitted to the City Plan Commission and 
its recommendations obtained before approval 
by the City Council. 


(H) No plan for any street, park, parkway, 
boulevard, traffic-way, river-front, or other 
publie improvement affecting the city plan 
shall be finally approved by the municipality 
or the character or location thereof determined, 
unless such proposal shall first have been sub- 
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mitted to the City Plan Commission and the 
latter shall have had thirty days within which 
to file its recommendations thereon. 


(I) The Commission shall have full, com- 
plete and exclusive authority to expend for and 
on behalf of the City of Ames all sums of money 
appropriated as hereinafter provided, and to 
use and expend all gifts, donations or pay- 
ments whatsoever which are received by the 
said City for city plan purposes. 


(J) The Commission shall have no power 
to contract debts beyond the amount of its in- 
come for the present year. 


(K) For the purpose of making a compre- 
hensive plan for the physical development of 
the municipality, the City Plan Commission 
shall make careful and comprehensive studies 
of present conditions and future growth of the 
municipality and with due regard to its rela- 
tion to neighboring territory. The plan shall 
be made with the general purpose of guiding 
and accomplishing a coordinated, adjusted and 
harmonious development of the municipality 
and its environs which will, in accordance with 
the present and future needs, best promote 
health, safety, morals, order, convenience, pros- 
perity, and general welfare, as well as efficiency 
and economy in the process ot development. 


(L) Before adopting a comprehensive plan 
as referred to in the preceding paragraph, or 
any part of it, or any substantial amendment 
thereof, the Commission shall hold at least one 
public hearing thereon, notice of the time of 
which shall be given by one publication in a 
newspaper of general circulation in the City 
of Ames not less than ten nor more than twenty 
days before the date of hearing. The adoption 
of the plan or part or amendment thereof shall 
be by resolution of the Commission carried by 


the affirmative vote of not less than two-t 
of the members of the Commission. After adop. 
tion of said plan by the Commission, an attested 
copy thereof shall be certified to the Council 
of the City of Ames and the Couneil may 4 

prove the same, and when said plan or aw 
modification or amendment thereof shall re- 
ceive the approval of the Council, the said plan 
until subsequently modified or amended as here- 
inbefore authorized shall constitute the official 
city plan. 


(M) When such comprehensive plan as here- 
inbefore provided has been adopted no sub- 
stantial amendment or modification thereof 
shall be made without such proposed change | 
first being referred to the City Plan Commis- | 
sion, for its recommendation. If this Com- 
mission disapproves the proposed change it 
may be adopted by the City Council only by 
the affirmative vote of at least three-fourths of 
the members of the said City Council. 


| 


| 
| 


Section 7. The City Council may annually 
appropriate a sum of money from the general 
fund for the payment of the expenses of the 
City Plan Commission. 


Section 8. All ordinances or parts of ordin- 
ances in eonfliet herewith are hereby repealed. 


Section 9. This ordinance shall be in full 
force and effect on its passage and publication 
as provided by law. 


F. H. Schleiter, Mayor 
A. B. Maxwell, City Clerk | 


Passed this 17th day of March, 1930. | 
Attest : | 
Published in book of ordinances entitled, | 


** Revised Ordinances of 1931 of the City of 
Ames, Iowa. 
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3 THEIR RIGHTS AND DUTIES. 


B lt Ordained by the City Council of the 
ify of Ames, Iowa: 


1. The Board of Trustees of the 
mes Publie Library shall eonsist of nine mem- 


Be "Lor 
S 


| 2. All members of the Board of 
ustees of the Ames Publie Library shall be 
ppointed by the Mayor, by and with the ap- 
a oval of the City Council, and the term of 
» for each Trustee shall be for a six year 


Section 3. All members of the Board of 
Trustees shall be bona fide citizens and resi- 
lents of the City of Ames, male or female, and 
er the ase of twenty-one years. 


Secon 
^ ; 
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Section 4. Vacancies in the Board shall be 
filled by appointment by the Mayor, by and 
with the approval of the City Council, such 
appointees to fill out the unexpired term for 
which the appointment is made. 


Section 5. The removal of any Trustee per- 
manently from the City, or his absence from 
P x eonseeutive regular meetings of the Board, 
cept in ease of sickness or temporary absence 
m the City, without due explanation of 
ab sence, shall render his or her office as Trus- 
tee vacant. 


Section 6. Members of said Board shall re- 
ceive no compensation for their services. 


eo 7. Said Board of Library Trustees 
have and exercise the following powers: 


p To meet and organize by the election of 
> of their number as president of the Board, 
md by the election of a secretary and such 
other officers as the Board may deem neces- 


SAI" A 


2 To have charge, control, and supervision 
Ji the publie library, its appurtenances and 
fixtures, and rooms containing the same, direct- 
and controlling all the affairs of such 


E esaloy a librarian, such assistants and 
s as may be necessary for the proper 


Altix 
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ORDINANCE NO, 563 


N ORDINANCE ESTABLISHING THE NUMBER OF LIBRARY TRUSTEES, PROVIDING 
R THEIR APPOINTMENT, PRESCRIBING THEIR TERM OF OFFICE, AND DEFIN- 


management of said library, and fix their com- 
pensation; but, prior to such employment, the 
compensation of such librarian, assistants, and 
employees shall be fixed for the term of em- 
ployment by a majority of the members of said 
board voting in favor thereof, 


4. To remove such librarian, assistants, or 
employees by a vote of two-thirds of such board 
for misdeameanor, incompenteney, or inatten- 
tion to the duties of such employment. 


5. To select and make purchases of books, 
pamphlets, magazines, periodicals, papers, 
maps, journals, furniture, fixtures, stationery, 
and supplies for such library. 


6. To authorize the use of such libraries by 
non-residents of the City of Ames and to fix 
charges therefor. 


7. To make and adopt, amend, modify, or 
repeal by-laws, rules, and regulations, not in- 
consistent with law, for the care, use, govern- 
ment, and management of such library and the 
business of said board, fixing and enforcing 
penalties for the violation thereof. 


8. To have exelusive control of the expendi- 
tures of all taxes levied for library purposes 
as provided by law, and of the expenditure of 
all moneys available by eift or otherwise for 
the ereetion of library buildings, and of all 
other moneys belonging to the library fund, 
ineluding fines and rentals collected under the 
rules of the Board of Trustees. 


Section 8. Said Board of Trustees shall keep 
a reeord of its proceedings. 


Section 9. All moneys received and set apart 
or the maintenance of such library shall be 
deposited in the treasury of the City of Ames 
to the credit of the library fund, and shall be 
kept by the treasurer separate and apart from 
all other moneys, and paid out upon the orders 
of the Board of Trustees, signed by its pres- 
ident and seeretary. 


Section 10. The Board of Trustees shall, 
immediately after the close of each municipal 
fiscal year, make to the Council a report con- 
tainine a statement of the condition of the 


pone bem the may Mr in a D Med 
‘hereof during such year, together with such 
further information as it may deem important. 


Section 11. All ordinances or parts of ordin- 
ances in conflict herewith are hereby repealed, —— Published in pe of ordinances 
“The Ordinances of the City of A 

Section 12. This ordinance shall be in full 1943.” 
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ORDINANCE NO. 365 


AN ORDINANCE ESTABLISHING A PARK COMMISSION; PROVIDING FOR APPOINT- 
- MENT AND ELECTION OF ITS MEMBERS: PROVIDING FOR ITS SUBMISSION TO 
THE VOTERS AT THE GENERAL CITY ELECTION, TO BE HELD MARCH 29th, 1926, 


Be It Ordained by the City Council of the 
City of Ames, Iowa: 


- Section 1. That there is hereby created and 
established in and for the City of Ames, Iowa, 
Park Commission, to be composed of three 


. Section 2. That the said Commission shall 
have all the powers which are now conferred 
by Chapter two hundred ninety-three (293) of 
the Code of lowa, 1924, and such other and 
additional powers as may at any time here- 
after be given by the General Assembly of the 
‘State of Iowa. 


Section 3. That the said Commissioners 
upon their appointment shall qualify and or- 
@anize as required by Section 5789 of said 
‘Code, and shall be governed in all their doings 
- by the provisions of said chapter and any addi- 
tions or amendments thereto, which may here- 
after be made. 


Section 4. This ordinance shall be submitted 
to the voters of the City at the general eity 
election to be held March 29th, 1926, and, if 
approved by a majority of the votes east, shall 
thereafter on its publication be in full force 
and effect. 


Section 5. If, at the said election, this ordin- 
anee shall be approved by a majority of the 
votes east, the City Couneil shall appoint the 
three members of the said Commission, who 
shall hold office until their suecessors are eleet- 
ed at the regular city election of March, 1928, 
and have qualified thereunder. 


Section 6. That if this ordinance shall be 
approved, as hereinbefore provided, then at the 
general city election to be held in March, 1928, 
three park commissioners shall be elected, one 
io serve for two years, one for four years, and 
one for six years, the respective terms to be 
decided by lot. 


Section 7. At the general city election to be 
held in March, 1930, and at each general city 
election thereafter, one park commissioner 
shall be elected for the term of six years. 


Section 8. All ordinances, or parts thereot, 
in conflict herewith are by this ordinance re- 
pealed. 


Passed the Ist day of March, 1926. 
F. H. Schleiter, Mayor 
Attest: A. B. Maxwell, City Clerk. 


Published the 30th day of March, 1926. 
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COMMISSION, 


— Be It Ordained by the City Council of the 
City of Ames, lowa: 


— Section 1. That there is hereby created and 
‘established in and for the City of Ames, Iowa, 
‘a Playground Commission, consisting of nine 
members. 


Section 2. That the members of said Com- 
"mission shall be appointed by the Mayor with 
"the approval of the Couneil, and all of said 
"members shall be qualified eleetors of the City 
of Ames, Iowa, and serve without compensation. 
"The full term of office of each member of the 
"Commission shall be three years, but those first 
appointed may be for shorter periods. 


Section 3. That said Commission shall be 
- possessed of all powers now vested in the City 
Council of the City of Ames, Iowa, in relation 
to the equipment, maintenance, and conduct 
of playgrounds. 


: 
: 
$ 
« 
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ORDINANCE NO. 482 


AN ORDINANCE ESTABLISHING A PLAYGROUND COMMISSION, PROVIDING FOR 
THE MEMBERSHIP THEREOF, AND DEFINING THE RIGHTS AND DUTIES OF SAID 


Section 4. That the said Commission shall 
have all the powers which are now conferred 
by Chapter 298 of the Code of Iowa, 1935, and 
such other and additional powers as may at 
any time hereafter be given by the General 
Assembly of the State of Iowa. 


Section 5. That the said Commissioners upon 
their appointment shall organize and shall be 
eoverned in all their doings by the provisions 
of Chapter 298, Iowa Code, 1935, and any addi- 
tions or amendments thereto which may here- 
after be made. 


Section 6. This ordinance shall be published 
as required by law, and be in force and effect 
from and after publication. 


Passed the 21st day of February, 1938. 


W. L. Allan, Mayor 


Attest: J. W. Prather, City Clerk 
Published the 10th day of March, 1938. 


IIELE IV 
CITY OFFICIALS 


ORDINANCE NO. 423 


Be It Ordained by the City Council of the 
Niy of Ames, lowa: 


Section 1. That the officers and employees 
f the City of Ames, Iowa, herein named, be- 
fore entering upon the discharge of their re- 
setive duties shall, in addition to the oath or 
Nirmation required by law, execute a bond to 
d City with a fidelity or indemnity company 
authorized by law to do business in this State 
lo be approved by the City Council, conditioned 
for the faithful performance of their duties 
and that they will account for and pay over 
to the person entitled to receive the same all 
money or property belonging to said City which 
may im any manner come into their hands, in 
he following sums, respectively: 


a Eee $1,000.00 
SS CT) ...— s 5,000.00 
OL e ció 5,000.00 
City Clerk... RAE a in, 5,000.00 
CASO A -. 1,000.00 
| City OP KURSEN 1,000.00 
- Assistant City Manager ................ 1,000.00 
É City Civil Engineer |... 1,000.00 
— Chief Engineer of Light Plant ...... 1,000.00 
Superintendent of Water Plant ... 1,000.00 


_ Sewer and Water Foreman ....... 


AN ORDINANCE FIXING THE AMOUNT OF THE BONDS OF CERTAIN CITY OFFICERS. 


Custodian of Cemetery ................. 1,000.00 
Streat ROTO MAN ls 1,000.00 
RT IDA LATE a OAT kc cad E 1,000.00 
Eleetrie Distribution Foreman .... 1,000.00 
Superintendent of Electric Dis- 
TERCIO do core EE iA 1,000.00 
Fire Chief ......... M Oe Sec 15000700 
Purehasing Agent ^6 VOS LARA E 1,000.00 
Electrical Inspector  .. ................ 1,000.00 
Plumbing Inspector —.............. 1,000.00 


Section 2. Each of the above bonds shall be 
filed in the Clerk’s office, except that of the 
City Clerk, which shall be filed with the Mayor. 


Section 3. All ordinances or parts of ordin- 
ances in conflict herewith are hereby repealed. 


Section 4. This ordinance shall be in full 
force and effect after its passage and publica- 
tion as provided by law. 


Passed the 22nd day of September, 1930. 
| F. H. Schleiter, Mayor 
Attest: A. B. Maxwell, City Clerk. 


Published in book of ordinances entitled, 
‘‘Revised Ordinances of 1931 of the City of 
Ames, Iowa.” 
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Be It Ordamed by the City Council of the 
City of Ames, lowa: 


- Section 1. It shall be the duty of the City 
Auditor and Clerk to attend all meetings of 
¡the City Council, make an accurate record of 
all proceedings had, rules and ordinances adopt- 
ed by the City Council, and the same shall at 
all times be open to the publie. 


Section 2. Whenever an ordinance is passed 
the City Clerk shall record the same in the 
ordinance book, and when the Mayor shall have 
¡compared the same with the original and sign- 
ed the same, the City Clerk shall attest the 
“same, and if such ordinance is published in a 
newspaper, he shall append his signature there- 
to and certify when such ordinance was pass- 
ed, and when and in what newspaper it was 


published. 


. Section 3. He shall have the custody of and 
Safely keep all records, documents, ordinances, 
resolutions, by-laws and orders of the City 
"Council, and all other papers delivered to him 
for safe keeping by the City Zuiko or 
| officers. 


Section 4. He shall furnish free to any city 
officer a copy of any record, paper or public 
document made or filed in his office, when the 
‘same shall be necessary to said officer in the 
discharge of his duty; and he shall furnish a 
copy to any person, when requested, upon pay- 
ment of ten (10) cents for every hundred words 
of the record, paper or document so transcribed, 
‚and of twenty-five (25) cents additional if a 
certificate be required thereto, upon payment 
by such person to said Clerk. i 


Section 5. The City Auditor and Clerk, upon 
the approval by the Finance Committee and 
by order of the City Council, shall draw and 
sign all warrants on the City Treasurer, and 
affix the City seal thereto, stating in said war- 
rant on what fund it is drawn. He shall keep 
a book containing a record of all warrants is- 
‘sued by him, which said book shall show the 
ey number, amount and to whom payable 
ad on what fund, and also a distribution ac- 
Fe junt of all items. 


Section 6. He shall supply the City Treas- 
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ORDINANCE NO, 562 


N ORDINANCE DEFINING THE POWERS AND DUTIES OF THE CITY AUDITOR AND 
CLERK AND REPEALING ORDINANCE NO, 412. 


urer with a statement of all warrants issued 
after each meeting, giving the numbers and 
amounts of each. 


Section 7. He shall, on the first Monday of 
each month, furnish the City Council a sworn 
and complete statement of all warrants and 
the amounts thereof during the preceding 
month, which list shall state on whose account, 
and the object and purpose, for which each 
warrant was drawn. 


Section 8. He shall keep an accurate record 
of all licenses issued by him, which record shall 
show the name of the individual, partnership or 
corporation to whom such license was issued, 
and the fee collected by him therefor in each 
instance. 


Section 9. He shall eountersien all deeds 
from the City and attach his seal of office 
thereto. Sr 

Section 10. He shall keep a thorough system 
of accounts with each officer or person having 
transactions with the City, and with each fund 
appropriated, and at the end of each fiscal 
year he shall submit to the City Council a copy 
of his annual report filed with the Auditor of 
State, as required by the laws of the State of 
Iowa. | 


Section 11. He shall perform such duties in 
eonneetion with the holding of City or Ward 
elections, and registration therefor, as are 
prescribed by the laws of the State of Iowa. 


Section 12. He shall receive all money due 
the City and eredit the same to the proper 
fund upon his records, and deposit the money 
received with the City Treasurer on or before 
the 15th day of each month. 


Section 13. He shall keep the Consumer’s 
Ledgers of the Eleetrie Department and Water 
Department and record and bill out the con- 
sumption of lieht and water as shown on the 
meter readers’ books; said bills to be figured 
upon the rates adopted by the City Council 
and under the rules thereof. 


Section 14. He shall receive all payments 
made by the consumers of light and water, as 
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provided by the rules adopted by the City 
Council and deposit the monthly receipts with 
the City Treasurer, 


Section 15. He shall keep all cemetery 
records of the Ames Municipal Cemetery, as 
provided by the Cemetery Ordinance relating 
thereto. 


Section 16. He shall act as Secretary of the 
Zoning Board of Adjustment and keep the 
records thereof. 


Section 17. He shall be the Secretary of the 
Mary Greeley Memorial Hospital and keep a 
record of all money received and deposit the 
same with the City Treasurer and he shall 
draw all warrants to be paid by the Hospital, 
when properly audited and approved by the 
Finance Committee of said Hospital, and make 
an annual report thereof. 


Section 18. He shall draw all resolutions of 
procedure for street improvements, sewer, pav- 
ing, sidewalks, etc., which are to be specially 
assessed, and also to have charge of the is- 
suance of special assessment certificates or 
bonds for the same; and upon order of the 
City Council, after the completion of the work 
for which special assessment certificates or 
bonds are issued, he shall deliver the special 
assessment certificates or sufficient funds real- 
ized from the sale of the said bonds to the 
contractor and take his receipt therefor. He 
shall file a record with the County Auditor for 
taxation, as provided by law. 


Section 19. He shall keep a book to be called 
““Special Tax Book’’ in which he shall enter 
a memorandum showing all amounts assessed 
and liens against all lots and parts of lots, or 
parcels of ground, on account of labor done 
and material furnished in the building of side- 
walks, sewers, or any other public improve- 
ment made by the authority of the City Coun- 
cil, the cost of which has been assessed against 
such lot or parcel of ground or the owners 
thereof, and such book shall at all times be 
subject to the inspection of any person. Such 
book shall contain a deseription of the pro- 
perty, the date and the amount of the assess- 
ment, the owner’s name, if known, and such 
other memoranda as may be proper. 


Section 20. He shall have power and auth- 
ority to employ such assistants in his office 
as are necessary and to fix the compensation 


to be paid such assistants and to 
summarily, without cause, any assistant or 
ployee whom he has authority to employ. 


Section 21. He shall, within five days af 
the results of the regular municipal election 
have been declared, send notice by mail to 
each person who has been elected, which noti 
shall specify the office to which such person 
has been elected and require him to appear and 
qualify as provided by law. 


known as the ‘‘ Record of Official Bonds’’, and 
shall record therein the official bond of all 
municipal officers, elective or appointive. He 
shall index such record under the title of each 
office and shall show the name of each prin- 
cipal, his sureties, and the date of the filing of 
the bond. 


| 
Section 22. He shall keep a book to = 


Section 23. He shall be the elerk of the loeal 
Board of Health, keep its records, and perform 
such other duties as shall be preseribed by the 
local Board of Health. 


Section 24. He shall be the Clerk of the 
local Board of Review, keep its records, an 
perform such other duties as shall be prescribed 
by the local Board of Review. 


Section 25. He shall be the Clerk of the Civil 
Service Commission, keep its records, and per- 
form such other duties as shall be preseribed 
by said commission. 


| 

Section 26. He shall perform other duties 
as may from time to time be required of him 
by any of the ordinanees of the City. ] 


Section 27. All ordinances, paa 
Ordinance No. 412, or parts of ordinances im 
conflict or inconsistent herewith are Re 
repealed. 


Section 28. This ordinance shall be of full 
force and effect from and after its passage and 
publication as provided by law. | 


Passed the 21st day of January, 1942. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa, 
1943.” 
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— Be. It Ordained by the City Council of the 
w of Ames, lowa: 


- Section 1. That, by virtue of the authority 
eonferred by Chapter 327 of the Code of 1924, 
the office of City Manager is hereby created. 


Section 2. While this ordinance remains in 
effect the offices of Street Commissioner, City 
Engimeer, and Superintendent of the Light and 
Water utilities shall be discontinued. 


- Section 3. The City Manager shall be ap- 
‘pointed by a majority vote of the City Council 
at a regular meeting thereof. He shall hold 
a office during the pleasure of the Council, 
d shall be subject to removal by a majority 
Fote of the same. 


Section 4. The duties and powers of the City 
Manager shall be as follows: 


(1) He shall manage and have full control 
of the Electric Light and Power plant, its lines, 
poles and distribution system. 


(2) He shall manage and control the Water 
Works system. 


(3) He shall have charge of the streets, 
avenues, alleys and sidewalks of the City, and 
of their care, repair and maintenance. 


(4) He shall prepare, or cause to be pre- 
pared, all plans, specifications and plats neces- 
os ; for the publie improvements, see that all 
"eontracts in reference thereto are properly per- 
- formed, and perform all other duties ordinarily 
attended to by a City Engineer. 


. (5) He shall have charge of the making and 
preservation of all surveys, maps, plans, draw- 
ings, specifications and estimates for publie 
improvements; the cleaning, sprinkling, and 
lighting of the streets, alleys and publie places; 
E eolleetion and disposal of waste and gar- 
ve. and the preservation of the tools, ap- 
plianees and personal property of the City, 
ler his jurisdietion. 


er. He shall have eharge of the sewers, 
drains and disposal plant. 


€ XT) He shall have charge of the cemetery, 
with the exception of the sale of lots therein, 
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pana CREATING THE OFFICE OF CITY MANAGER AND FIXING AND 
^R RIBING THE POWERS AND DUTIES THEREOF. 


and of the burial reeords, which are in the 


hands of the City Clerk, 


(8) He shall have the charge of the build- 
ings and real estate of the City, and be the 
eustodian thereof, with the exeeption of the 
library and hospital grounds, and the parks 
under the jurisdietion of the Park Board. 


(9) He shall have full charge and control 
of the fire department and shall appoint and 
employ the members thereof, subject to any 
rules of the Civil Service which may be in 
effect. 


(10) He shall have such control and super- 
vision of the police department as the Mayor 
may at any time delegate. 


(11) He shall have power and authority to 
employ such assistants as he may deem neces- 
sary and to fix the compensation to be paid 
such employees. 


(12) He shall have power to discharge 
summarily and without cause any officer, ap- 
pointee, or employee, which he has authority to 
appoint or employ. 


(13) He shall have power to purchase and 
contract for fuel and supplies for the publie 
utilities, and for all other material and sup- 
plies necessary for the performance of the 
duties herein set forth. 


(14) He shall, from time to time, recommend 
to the Council such measures as he may deem 
necessary for the better government of the 
City. 


(15) He shall be the enforcing officer under 
the zoning ordinance, of the fire limits ordin- 
ance and of any buildine code or ordinance 
that may be adopted. 


(16) He shall enforce the obligations of 
privately owned utilities which are enforceable 
by the City. 


(17) He shall attend all meetings of the 
Couneil. 
(18) He shall perform such other and further 


duties as may at any time be designated by 
resolution, or by other ordinances. 


Section 5. He shall keep a full and complete 


o4 


record of all transaetions and a record of the 
persons employed and of the compensation 
paid them, At the end of each fiscal year, and 
at such other times as the Council may call 
therefor, he shall make a complete report of 
all matters under his control. 


Section 6. He shall at the beginning of each 
fiscal year prepare and submit to the Council 
an annual budget on the basis of estimates of 
the expenses of the various departments of the 
City under his control. 


Section 7. He shall receive a salary to be 
fixed by the Council at the time of his employ- 
ment or at the commencement of the biennia. 
terni, which salary shall be paid bi-monthly, 
partly from the general or budget fund, and 
partly from the receipts of the electrie light 
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and power and water funds, in such propor- 
tions as may be designated or determined by 
the Council. This said salary may be increased 
or diminished from time to time by agre 

between the said officer and the City Council 


Section 8, Ordinance No. 319 and all ordin- 
ances or parts thereof in conflict herewith are 
by this repealed. 


Section 9. This ordinance shall be in full 
force and effect on its publication, as provided 
by statute. 


Passed the 11th day of July, 1927. 
F. H. Schleiter, Mayor 
Attest: A. B. Maxwell, City Clerk. 


Published the 12th day of July, 1927. 


N ORDINANCE DEFINING THE POWERS AND DUTIES OF 


Be Tt Ordained by the City Council of the 
y of Ames, lowa: 


Section 1. The City Marshal shall be the 

x officio Chief of Police, shall have the super- 
sion and general direction of the Police Force, 
d shall be the ministerial officer of the muni- 
Eahty. 


Section 2. He shall execute within the 
maty and return all writs and other process 
rected to him by the couneil or any court, 
ippress all riots, disturbances, and breaches 
MP the peace, arrest all disorderly persons in 
City of Ames and all persons committing 
offense against the eity ordinances, and 
rthwith bring such persons before the pro- 
br court for examination or trial. 


"Section 3. He shall pursue and arrest any 
jerson fleeing from justice, and shall diligently 
nforee all laws, ordinanees, and regulations 
the preservation of the publie w elfare and 
Food order. 


Section 4. He shall preserve the peace, fer- 
t out erime, apprehend and arrest all erim- 
tals, and in so far as it is within his power, 
"eure evidence of all crimes committed and 
resent same to the proper prosecuting official, 
nd file information against all persons whom 
he knows, or has reason to believe, to have 
folated the City ordinances or the laws of 
he State. 


‘Section 5. Whenever he shall have arrested 
nd brought any person before the proper court 
r the violation of any City ordinance or law, 
pd such person shall plead ‘‘not guilty,’’ he 
tall inform the City solicitor or county at- 
rney, as the case may be, of the facts in the 
se and of the witnesses by whom these facts 
fay be proven. 

Section 6. He shall keep an accurate ac- 
sunt, in a book provided by the City for that 
ürpose, of all moneys whieh may by virtue 
f his office come into his hands from what- 
ver source, stating from whom received, on 
at account the same was paid, and he shall 
By E over the same monthly to the City Treas- 


rel 
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THE CITY MARSHAL.. 


Section 7. He may orally summon as many 
persons as he finds necessary lo aid him in 
making an arrest of any person accused or 
suspected of a erime, or in the suppression of 
any riot or unlawful assemblage, or in the pre- 
venting of the violation of any law or ordin- 
ance. 


Section 8. He shall be on duty during such 
hours as the Mayor may from time to time 
designate, and shall be subject to call at all 
other hours. 


Section 9, He shall make an annual report 
of the activities of his office for each calendar 
year and same shall be filed on or before Febru- 
ary Ist of the year following, and in addition 
thereto, shall make a report whenever request- 
ed to do so by the City Council. 


Section 10. He shall have such other powers 
and pertorm such other duties as may be pro- 
vided by the mayor or council, the ordinances 
of the municipality or the laws of the State, 
and shall transmit to his successor in office all 
books, papers, records, documents and property, 
together with an invoice of the same, in his 
eustody and appertaining to his office. 


Section 11. He shall not be interested, di- 
rectly or indirectly, in any contract or job of 
work or material or the profits thereof or ser- 
vices to be performed for the municipality. 


Section 12. All ordinances, particularly 
Ordinance No. 414, or parts of ordinances in 
conflict with the provisions of this ordinance 
are hereby repealed. 


Section 13. This ordinance shall be in foree 
and effect from and after its passage and pub- 
lication as provided by law. 


Passed the 10th day of January, 1942. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Lowa, 
1943.” 


* 


hio B eo 
p ! y whe A, 


A ^ 
- ^ 


"CA 


Be It Ordained by the City Council of the 
tty of Ames, lowa: 


stion 1. The City Solicitor shall give his 
opinion upon all questions of law arising 
at of any ordinances, suits, claims or demands 
r or against the City, and shall give such 
union in writing unless otherwise so request- 
d. which said opinion shall be filed and pre- 
d among the records of the City Clerk. 


poc ion 2. He shall act as legal advisor to 
| City officials, boards and commissions as 
ar as their or its official duties are concerned, 
hen requested to do so by said officials, hoards 
hd commissions. 


‘Section 3. He shall report to the City Coun- 

any defects that he may discover in any 
rdinanee, and shall draw such ordinances as 
e may be requested by the City Council or the 
dinance Committee thereof. 


Section 4. He shall, when directed to do so 
y any city official, board or commission, draw 
] contracts between the City and other par- 
ÉS, prosecute and defend all suits or other 
atters in which the City shall be a party, in- 
mding violations of City ordinances, take ap- 
eals in such ceases as the interest of the City 
equi es, and prosecute or defend the City’s 
Bterest in all the courts of the State and of 
ie United States, all subject, however, to the 
rection of the City Council. 


Section 5. He is authorized to sign the name 
f the City to bonds and papers of whatever 
ind neeessary in legal proeeedings for the 
seeution of any suit in court when directed 
bdo so by the City Couneil. 


Sectic 16. He shall transmit to his suceessor 


locket of all cases pending wherein the City 


NANCE DEFINING THE POWERS AND DUTIES 
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OF THE CITY SOLICITOR, 


is a party, as well as all books, papers and 
documents in his possession belonging to the 
City. 


Section 7. He shall be reimbursed for all 
money necessarily expended and actually paid 
out in attending to his official business, which 
expenses, after a full report as to the amount 
claimed and for what purpose, shall be passed 
upon by the City Council and paid as other 
claims. 


Section 8. He shall receive a retainer of 
$100.00 per month as full compensation for all 
trials in the Municipal Court involving vio- 
lations of ordinances, for attendance at the 
meetings of the City Couneil, for all opinions 
rendered to the Couneil, city officials, boards 
and commissions, for the drawing of contracts 
to which the City is a party, and for the pre- 
paration of ordinances and resolutions. 


Section 9. For all other services rendered 
other than those specified in Section 8, he shall 
receive a reasonable fee for his services, which 
fee shall be passed upon and paid in the same 
manner as other claims. 


Section 10. Ordinances No. 329 and 415 and 
all other ordinances or parts of ordinances in 
conflict herewith are hereby repealed. 


Section 11. This ordinance shall be of full 
foree and effect from and after its passage and 
publication as provided by law. 


Passed the 8th day of March, 1943. 
H. B. Manning, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa, 
1943.”” 
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Be li Ordained by the City Council of the 
Ww of Ames, Iowa: 


Section 1. General Duties, The City Treas- 
er shall reeeive all money payable to the City 
nd disburse the same only on warrants drawn 
nd signed by the proper officer, sealed with 
City seal, and perform such other duties as 
y be prescribed by law or ordinance. He 
all keep in a book provided by the City a 
egister of all warrants reported to him by the 


ity Clerk. 


Section 2. Monthly Returns. He shall make 
returns monthly, or oftener if required by the 
'ouneil, to the officer drawing such warrants 
showing the warrants paid and the amount of 
principal and interest paid. 


Section 3. Report of Financial Condition. 
He shall make a written report under oath to 
he Council at its first regular meeting in each 
ionth showing the financial condition of the 


Section 4. Private Use of Funds. No Treas- 

irer shall loan or in any manner use for pri 
ate purposes any funds coming into his hands 
as Treasurer. 


Section 5. Bond. The bond of the City 
Treasurer shall be in the sum of not to exceed 
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N ORDINANCE DEFINING THE POWERS AND DUTIES OF THE CITY TREASURER. 


$10,000.00 and the City of Ames shall pay the 
reasonable expense of procuring said bond, 
provided that premium thereon does not ex- 
ceed one per cent per annum of the amount 
thereof, 


Section 6. Other Powers and Duties. He 
shall have such other powers and perform such 
other duties as may be provided by the Coun- 
cil, the ordinances of the municipality, or the 
laws of the State, and shall transmit to his 
successor in office all books, papers, records, 
documents and property, together with an in- 
voice of the same in his custody and pertaining 
to his office. 


Section 7. All ordinances or parts of ordin- 
ances, particularly Ordinance No. 413, in con- 
flict or inconsistent herewith are hereby re- 
pealed. 


Section 8. This ordinance shall be of full 
force and effect from and after its passage and 
publication as provided by law. 


Passed this 5th day of April, 1943. 
H. B. Manning, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa, 
1943.” 


le It Ordained by the City Council of the 
of Ames, Iowa: 


Section 1. The Health Physician shall be 
ointed by the Mayor and shall have such 
rers and perform such duties as are now, 
y hereafter be conferred or directed by 
& statutes of the State of Iowa. 


Section 2. He shall also perform such other 
3 ps compatible with the nature of his of- 
, as may herein or hereafter be required by 
dinanees or resolutions of the City Couneil 
rules and regulations of the local Board of 
Paitin. 

Section 3. He shall receive such salary as is 
ed by the City Council. 


Section 4. He shall be the executive officer 

the loeal Board of Health in all matters per- 
tine to the publie health, the control of com- 

inieable diseases, disposal of refuse and nigh: 

iil. and the polution of wells and other sources 
water supply. 


5. He shall recommend to the local 
ard the proper measures to be taken for the 
atement of unhealthful conditions and for 
P preservation of the publie health. 


(OS 
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Section 6. He shall receive reports of cases 
reportable diseases, impose and terminate 
arantine. 


Section 7. He shall keep a record of cases 
ported to him (name, age, sex, address, birth- 

ace, occupation, school or place of employ- 
iment of the person reported to be ill, the name 
the person making the report, the date of 
eipt by him of the report, the date of trans- 
ission of the report to the state department 
health, the date of quarantine, the date of 
lease from quarantine, the termination of the 
a and source of infection if known) in a 
k kept for the purpose. 


Sec tion 8. He shall forward reports of cases 
è state department of health in accordance 
th v rules and regulations. 


19. He shall, at least twice each year, 
Es if necessary, personally inspect, or 


Tux ORDINANCES or THE Crry or Ames, Iowa, 1943 61 


ORDINANCE NO. 544 


“OF MNANCE DEFINING THE POWERS AND DUTIES OF THE HEALTH PHYSICIAN. 


cause to be inspected, the schools, public build- 
ings, and publie utilities within the jurisdiction 
of the local board, and he shall recommend to 
the local board the necessary measures to be 
taken by it for the maintenance of such schools, 
publie buildings, and publie utilities in a sani- 
tary condition. In case of sickness where no 
physician is in attendance, the health officer 
shall investigate the character of such sickness 
and report his findings to the local board. 


Section 10. He may enter any building, ves- 
sel, or other place for the purpose of examin- 
ing into, preventing, or removing any nuisance, 
source of filth, or cause of sickness. 


Section 11. Whenever the term ‘‘health of- 
ficer’’ appears in any ordinance or resolution 
of the City Council or rules and regulations 
of the local Board of Health, the said term shall 
be interchangeable with the term ‘‘health 
physician.”’ 


Section 12. He shall not be interested direct- 
ly or indirectly in any contract or job of work 
or materials or the profits thereof or services 
to be performed for the municipality. 


Section 13. He shall transmit to his successor 
in office all books, papers, records, documents 
and property, together with an invoice of the 
same, in his custody and appertaining to his 
office. 


Section 14. He shall attend all meetings of 
the local Board of Health, and annually sub- 
mit a written report of his activities. 


Section 15. All ordinances or parts of ordin- 
ances in conflict with the provisions of this 
ordinance are hereby repealed. 


Section 16. This ordinance shall be in full 
force and effect from and after its passage and 
publication as provided by law. 


Passed the 8th day of December, 1941. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa, 
1943.” 
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Be lt Ordained by the City Council of the 
(ity of Ames, Towa: 


1 Section 1. The Mayor shall have such powers 
end perform such duties as are now, or may 
iereafter, be conferred or directed by the stat- 
utes of the State. 


- Section 2. He shall also perform such other 
«duties, compatible with the nature of his office, 
as may herein or hereafter be required by 
ordinance or resolution of the Council. 


- Section 3. He shall be a conservator of the 
peace, and, within the limits of the city, shall 
have all the powers conferred by state laws 
upon sheriffs to suppress disorders. He shall 
be the chief executive officer of the city and it 
shall be his duty to enforce all regulations and 
linances. 


Section 4. He shall supervise the conduct 

of all corporate officers, examine into any 

ground of complaint made against them, and 

cause all neglect or violation of duty to be cor- 

rected, or report the same to the proper tri- 

-bunal, that they may be dealt with as provided 
by law. 


- Section 5. He shall be the presiding officer 
of the Council with the right to vote in ease of 
a tie in ordinary business affairs of the City, 
"but in no event in any matters set forth by 
Section 5717 of the Code of Iowa, 1939. 


Section 6. He shall at the first regular meet- 
Line of the newly elected council in April and 
at such other times as he shall deem expedient, 
report to it concerning the municipal affairs of 
the city and recommend such measures as to 
- him may seem advisable. 


Section 7. He shall sign every ordinance or 

- resolution passed by the Council before the 
same shall be in force. If he refuses to sign 

any such ordinance or resolution, he shall call 
a meeting of the Council within fourteen days 

"thereafter and return the same with his reasons 
therefor. If he fails to call such meeting with- 
in the time fixed above, or fails to return the 

ordinance or resolution with his reasons as 
herein required, such ordinance or resolution 
shall become operative without such signature. 
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ORDINANCE DEFINING THE POWERS AND DUTIES OF THE MAYOR. 


Section 8. He shall, in behalf of the muni- 
cipality, sign all contracts made between the 
municipality and any other party, where the 
contracts are authorized and directed to be 
made by the Council, except in cases where 
some other person or committee is expressly 
authorized to do so. He shall see that all con- 
tracts made with the municipality are faith- 
fully performed by the contracting party, and 
in all suits conducted before any tribunal, and 
when the municipality is a party interested in 
the results, he shall advise with, and in as far 
as practical assist, the attorney for the muni- 
eipality in collecting the testimony, conduct- 
ing the trial and protecting the interests of the 
municipality. 


Section 9. He shall keep an office in the 
City Hall in the rooms now set aside for the 
use of the mayor. He shall have certain desig- 
nated hours of times for the transaction of 
business pertaining to his office. 


Section 10. He shall be Chairman of the 
local Board of Review and the local Board of 
Health. 


Section 11. He may remove any person ap- 
pointed to office by him, but every such re- 
moval shall be by written order, and shall give 
the reasons therefor and be filed with the 
Clerk. 


Section 12. He may, from time to time. by 
and with the approval of the Council, appoint 
such advisory committees for the purpose of 
obtaining information and making recom- 
mendations to the Council of the City of Ames. 


Section 13. The Mayor shall appoint a mar- 
shal and such other police officers as may be 
authorized by ordinance or resolution. He may 
also, in emergencies, appoint such special 
policemen as he may think proper, reporting 
such appointments to the council at its next 
regular meeting. Such special appointments 
shall continue in force until such meeting, un- 
less sooner terminated by the Mayor. 


Section 14. He shall receive a yearly salary 
of Six Hundred and no/100 Dollars ($600.00), 
payable semi-monthly, or such sum as here- 
after, at the beginning of his term, may be 
established by ordinance. 


Section 15. He shall sign all commissions, 
licenses and permits granted or issued by 
authority of the Couneil, unless by ordinanee 
designating otherwise, authenticate all ordin- 
ances in the record book, and to such other 
acts as may require his signature or certificate, 


Section 16. All books and records, required 
by law or ordinance to be kept by the Mayor, 
shall at all times be open to the inspection of 
the public. 


Section 17. Ordinance No, 357 and all ordin- 
ances or parts of ordinances in conflict with 


4 2 NFA 
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the provisions of this ordinance are h 
repealed. | T" 


Section 18. This ordinance shall be in fi 
and effect from and after its and p 
lieation as provided by law. d 


3 
Passed the 10th day of January, 1942. — 
Frank D. Paine, Maye 

Attest: J. W. Prather, City Clerk. lo 
Published in book of ordinances entitled 


“The Ordinances of the City of Ames, lo Wa 
1943,” 
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ORDINANCE NO, 522 


AN ORDINANCE REGULATING THE USE OF BICYCLES WITHIN THE CITY OF AMES, 
IOWA; PROVIDING FOR REGISTRATION FOR LICENSING THEREOF AND FIXING 


PENALTIES FOR VIOLATION. 


Be It Ordained by the City Council of the 
City of Ames, lowa: 


Section 1. Every person living within the 
City of Ames, lowa, who owns and operates a 
bicycle within the limits of Ames, Iowa, shall 
cause the ownership thereof to be registered 
at the office of the City Clerk of said City. 
Upon such registration, the City Clerk shall 
‘issue to such person a license tag, plate or 
“other means of identification which thereafter 
shall be kept permanently attached to said 
 bievele. 

Every person not owning but operating a 
"bieycele or every person operating a bicycle 
other than the one registered in his own name 
-shall conform to all provisions of this ordin- 
-anee, exeept registration, and shall be punished 
as provided herein for any violation thereof. 


— Section 2. In the event a licensed bicyele be 
sold or transferred the license tag, plate or 
other means of identification shall pass to the 
“new owner or transferee and the sale or trans- 
fer of said bicycle shall be reported to the City 
"Clerk by the new owner or transferee thereof 
"within five (5) days after said sale or transfer 
of said bieyele and the City Clerk shall make 
a record of said sale or transfer together with 
the name of the new owner or transferee of said 
- bieyele. 


Section 3. In the event that an owner shall 
lose his license tag, plate or other means of 
identification or the same should be destroyed 
or stolen, he shall report the same to the City 
Clerk immediately and the City Clerk shall 
‘then issue to such owner a new license tag, 
plate or other means of identification at a cost 
of ten cents (10e) to such owner. 


- Section 4. It shall be unlawful for any per- 
son to alter or counterfeit any registration tag, 
plate or other means of identification issued 
in conformity with this ordinance. 


Section 5. All bicycles shall be equipped 
with a red glass reflector to be placed on the 
rear part of the bicycle so as to be visible from 
the rear. This reflector shall not be smaller 
than one and one-half inches in diameter and 
of such type as may be approved by the Police 
Department of the City of Ames, Iowa. 


Section 6. All bicycles used within the city 
limits shall, during the hours from one-half 
hour after sunset and one-half hour before sun- 
rise, display a headlight on the forward part 
of the bieyele, said headlight to be stationary 
and to have illumination equal to that produeed 
by a one and twenty-five hundredths volt elec. 
trie bulb and battery. 


Section 7. The use of sirens on bieyeles shall 
be unlawful. 


Section 8. In the following deseribed. dis- 
tricts bicycles shall be parked at the regular 
parking spaces, to-wit: 

West side of Douglas Avenue from the north 
line of Main Street to the south line of the 
east and west alley between Main Street and 
Fifth Street. 

The area bounded on the north by the south 
line of Main Street, on the west by the east 
line of Lot 1, Block 13, Original Town, on the 
south by the north line of the east and west 
alley south of Block 13, Original Town and on 
the east by the west line of Duff Avenue. 

West side of Kellogg Avenue from the north 
line of the Chicago & North Western Railway 
Company right-of-way to the south line of Main 
Street. 

North side of Main street from the west line 
of Burnett Avenue to the east line of Clark 
Avenue. 

South side of Lincoln Way from the west 
line of Stanton Avenue to the east line of Welch 
Avenue. 

West side of Welch Avenue from the south 
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line of Lincoln Way to the north line of 
Chamberlain Street, 


Section 9. It shall be unlawful for any per- 
son to ride or operate a bieyele upon any side- 
walks on the following streets: 

Main Street, Duff Avenue to Clark Avenue. 


Section 10. Pedestrians upon sidewalks shall 
have the right-of-way at all times over persons 
riding bieyeles upon any sidewalks and any 
person operating a bieyele upon any sidewalk 
shall operate the same in a careful and prudent 
manner at all times. 


Section 11. It shall be unlawful for any per- 
son riding a bieyele to follow fire trucks or 
other fire equipment at any time and it shall 
be unlawful for any person riding a bicycle to 
be towed by or to tow any other vehicle operat- 
ing upon the streets or sidewalks of said City. 


Section 12. It shall be unlawful for any 
person riding or operating a bicyele to carry 
any extra passengers thereon at any time. 


Section 13. Bieyelists riding or traveling 
upon any street of said City shall not ride more 
than two abreast and upon any sidewalk bi- 
eyelists shall ride only in single file. Said 
bieyelists shall also operate and travel with 
their bicycles as near the right curb as possible 
upon any street in said City, and shall travel 
in an approximately straight line without 
weaving back and forth laterally with the 
line of travel. 


Section 14. All persons riding bicycles upon 


any street or sidewalk within said City shz 
observe all traffic rules as to traffic lights a Ane 
highway stop signs and shall signal any 
of direction or course of travel in the same 
manner and the same way as such signals z 
required under the law governing the use of 
automobiles upon streets and highways and 
shall not turn to the right or left in traffie e 
cept at regular intersections of streets or alleys. 


Section 15. The City Clerk of the City of 
Ames shall revoke or suspend any ropisi 1 
or license issued by virtue of this ordinanee in 
any person for a period not exceeding one yes 
after a hearing for any violation of and i, 
viction of any of the provisions of this ordin- 
ance. | 


Section 16. Any person violating any of the 
provisions of this ordinance shall be guilty of 
a misdemeanor and upon eonvietion shall be 
fined not exceeding One Hundred Dollz 
($100.00) or imprisoned not exceeding thi 
days. 


Section 17. All other ordinances or parts of 
ordinances in conflict with the provisions of 
this ordinance are hereby repealed. 


Section 18. This ordinance shall be in full 
force and effect from and after its passage and 
publication as provided by law. 


Passed the 5th day of August, 1940. 
Frank D. Paine. Mayor 
Attest: J. W. Prather, City Clerk. 


Published the 2nd day of September, 1940. 
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ORDINANCE NO, 572 


‘CE DESIGNATING THE STREETS AND ROUTES OVER WHICH MOTOR 


Be It Deren by the City Council of the 
of Ames, Iowa: 


Section 1. That the following streets or 
les over whieh motor earriers shall operate 
e City of Ames, Iowa, are hereby desig- 
land established, to-wit: South Duff Ave- 
¿Pre the south corporate limits and 
» north line of Lincoln Way; Duff Avenue 
etween the north line of Lincoln Way and the 
Er hne of Fifth Street; Lincoln Way be- 
en the east and west corporate limits; Fifth 
set between the east line of Duff Avenue 
1 the west line of Grand Avenue; Kellogg 
venue between the north line of Lincoln Way 
] the south line of Ninth Street; Grand Ave- 
¡e between the south line of Lincoln Way and 
e north eorporate limits; Burnett Avenue 
etw reen the north line of Fifth Street and the 
» line of Main Street; Main Street between 
ee line of Kellogg Avenué and the west 
- of Allan Drive; all of Allan Drive; and 
Ninth Street between the East line of Grand 
hs -nue to the East line of Kellogg Avenue. 


Section 2 It shall be unlawful for any motor 
rier to operate a motor vehicle over any of 
> streets, avenues or alleys in the City of 
Ames, Iowa, except those designated and estab- 
E. J in Section 1 hereof. 


¿RS 3 SHALL TRAVEL IN THE CITY OF AMES, IOWA; REPEALING 
F. ANC “E ; NO. 395, AND PROVIDING PENALTIES FOR VIOLATION THEREOF, 


ORDIN- 


Section 3. Any person, firm or corporation 
violating the provisions of this ordinance shall 
upon conviction be fined a sum not to exceed 
$100.00, and in case of default of payment may 
be committed to the city or county jail until 
such fine and costs have been paid, not exceed- 
ing thirty days, or a jail sentence may be im- 
posed not exceeding thirty days. 


Section 4. Nothing herein shall be construed 
as repealing or annulling the ordinances ot the 
City of Ames, Iowa, in regard to traffic regula- 
tions or jitney buses. 


Section 5. Ordinance No. 395 and all ordin- 
anees or parts of ordinances in conflict here- 
with are hereby repealed. 


Section 6. This ordinance shall be in full 
force and effect from and after its passage and 
publication as provided by law. 


Passed the 16th day of February, 1942. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa, 
1943.” 
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ORDINANCE NO. 578 


AN ORDINANCE REGULATING TRAFFIC AND PARKING UPON THE STREETS, AVE- 
" NUES, ALLEYS AND PUBLIC PLACES OF THE CITY OF AMES; REPEALING ALL 


LATION OF ITS PROVISIONS. 


| Be It Ordained by the City Council of the 
City of Ames, Iowa: 


DEFINITIONS 


Section 1. Words and phrases. The follow- 
ing words and phrases when used in this ordin- 
ance shall, for the purpose of this ordinance, 
have the meaning respectively ascribed to 
(dem: 

) 

(a) Vehicle means every device in, upon, or 
by which any person or property is or may be 
transported or drawn upon a highway, ex- 
cepting devices moved by human power or used 
exelusively upon stationary rails or tracks. 


- (b) Motor Vehicle means every vehicle which 
- which is self-propelled and every vehicle which 
“is propelled by electric power obtained from 
overhead trolley wires, but not operated upon 
rails. The terms ‘‘car’’ or ‘“automobile’’ shall 
be synonymous with the term motor vehicle. 


(e) Motorcycle means every motor vehicle 
having a saddle for the use of the rider and 
designed to travel on not more than three 
wheels in contact with the ground but exclud- 
- ing a tractor. 


- (d) Farm Tractor means every motor vehicle 
desiened and used primarily as a farm imple- 

- ment for drawing plows, mowing machines, and 

- other implements of husbandry. 

^ 


(e) Road Tractor means every motor vehicle 
— designed and used for drawing other vehicles 
- not so constructed as to carry any load thereon 
either independently or any part of the weight 
- of a vehicle or load so drawn. 


— (f) Trailer means every vehicle without 
- motive power designed for carrying persons or 
- property and for being drawn by a motor ve- 
 hiele and so constructed that no part of its 
- weight rests upon the towing vehicle. When- 
ever the word ''trailer" is used in this ordin- 
 anee, same shall be construed to also include 
_**semi-trailer.”’ 


| (lg) Trailer Coach shall mean any vehicle 
used, or maintained for use upon highways or 
eity streets, said coach being so designed and so 
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construeted as to permit occupancy thereof as 
a dwelling or sleeping place for one or more 
persons and having no other foundation than 
wheels or jacks. 


(h) Semi-trailer means every vehicle without 
motive power designed for carrying persons ov 
property and for beine drawn by a motor ve- 
hiele and so constructed that some part of its 
weight and that of its load rests upon or is 
carried by another vehicle. A ‘‘semi-trailer’’ 
shall be considered in this ordinance separately 
(rom its power unit. 


(1) Special Mobile Equipment means every 
vehicle not designed or used primarily for the 
transportation of persons or property and in- 
cidentally operated or moved over the streets, 
including road construction or maintenance 
machinery, ditch-digging apparatus and well 
boring apparatus. The foregoing enumeration 
shall be deemed partial and shall not operate to 
exelude other such vehicles which are within 
the general terms of this paragraph. 


(j) Authorized Emergency Vehicle means ve- 
hieles of the fire department, police vehicles, and 
such ambulances and emergency vehicles of the 
municipal departments as are designated or 
authorized by the City. 


(k) Operator or Driver means every person 
who is in actual physical control of a vehicle 
upon a street. 


(1) Police Officer means every officer author- 
ized to direct or regulate traffic or to make ar- 
rests for violation of traffic regulations. 


(m) Pedestrian means any person afoot. 


(n) Street or Highway means the entire width 
between property lines of every way or place of 
whatever nature when any part thereof is open 
to the use of the public, as a matter of right, for 
purpose of vehicular traffic. 


(0) Private Road or Driveway means every 
way or place in private ownership and used for 
vehicular travel by the owner and those having 
express or implied permission from the owner 
but not by other persons. 


(p) Roadway means that portion of a street 
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improved, designed, or ordinarily used for ve- 
hicular travel. 


(q) Sidewalk means that portion of a street 
between the eurb lines, or the lateral lines of a 
roadway, and the adjacent property lines in- 
tended for the use of pedestrians. 


(r) Laned Highway means a highway, the 
roadway of which is divided into three or more 
clearly marked lanes for vehicular traffic. 


(s) Through (or thru) Highway means every 
highway or portion thereof at the entrances to 
which vehicular traffic from intersecting high- 
ways is required by law to stop before entering 
cr crossing the same and when stop signs are 
erected or such entrances are controlled by a 
police officer or traffie-eontrol signal. The term 
'* arterial”? shall be synonymous with ‘‘through”’ 
or ‘‘thru’’ when used in this ordinance. 


(t) Intersections mean the area embraced 
within the prolongation or connection of the 
lateral curb lines, or, if none, then the lateral 
boundary lines of the roadways of the two 
streets which join one another at, or approxi- 
mately at right angles, or the area within which 
vehicles traveling upon different streets join- 
ing at any other angle may come in conflict. 


(u) Crosswalk means that portion of a road- 
way ordinarily included within a prolongation 
or connection of the lateral lines of sidewalks 
at intersections or any portion of a roadway 
distinetly indicated for pedestrian crossing by 
lines or other markings on the surface. 


(v) Business District means the territory con- 
tiguous to and including a street when fifty 
per cent or more of the frontage thereon for 
a distance of three hundred feet or more is 
occupied by buildings in use for business. 


(w) Suburban District means all other parts 
of the city not included in the business. school 
or residence districts. 


(x) Residence District means the territory 
within the city contiguous to and including a 
street not comprising a business district or a 
school district. 


(y) School District means the territory con- 
tieuous to and ineludine a street for a distance 
of two hundred feet in either direction from 
a school house. 


(z) Official Traffic-control Signals or Devices 
means all signs, signals, markings, and devices 
not inconsistent with this ordinance placed or 
erected by authority of a publie body or of- 
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ficial having jurisdiction, for the purpose 
regulating, warning, or guiding traffic. 


(aa) Righħt-of-way means the privilege of 
immediate use of the street. 


(bb) Parked Vehicle. The term “' parked’ 
shall apply to any vehicle which is stopped ix 
a street, whether occupied or not. 


(ce) Line of Street. Where the “line of 
street’’ is referred to it shall mean the lot line, 
as distinguished from the eurb line. 


SPEED AND TRAFFIC REGULATIONS 

Section 2. Obedience to police officers. No 
person shall wilfully fail or refuse to comply 
with any lawful order or direction of any of- 
ficer invested by law with authority to direct, 
control, or regulate traffic. 


Seciion 3. Speed restrictions. 
driving a motor 


Any person 
vehicle on the streets shall 


drive the same at a careful and prudent speed 


not greater than, nor less than, is reasonable 
and proper, having due regard to the traffie 


surface, and width of the street and of any 


other conditions then existing, and no person 
shall drive any vehicle upon a street at a speed 
sreater than will permit him to bring it to a 
stop within the assured clear distance ahead. 
such driver having the right to assume how- 
ever that all persons using said street will ob- 
serve the law. 

The following shall be the lawful speed, ex- 
cept as hereinbefore or hereinafter modified, 
and any speed in excess thereof shall be un- 
lawful: 


l. Twenty miles per hour in any business 
er school district. 

2. Twenty-five miles per hour in any resi- 
dence district. 


3. Forty miles per hour for any motor ve- 
hicle drawing another vehicle. 


4. Forty-five miles per hour in any suburban 
district. 


5. Fifteen miles per hour in any public park 
or cemetery. 


Section 4. Truck speed limits. It shall be 


unlawful for the driver of a freight carrying 
vehicle, with a gross weight of over five thou- 
sand pounds, to drive the same on any of the 
streets of the City of Ames at a speed exceed- 
ing the following: 


Ew 
Mq miles per hour for any freight 
XM whieh is equipped with pneu- 


tir 


a en miles per hour for any freight 

"i icle equipped with solid rubber 
& if the weight of the vehiele and load is 
le E an six tons, and twelve miles per hour 
for any freight earrying vehicle equipped with 
s alid rubber tires, if the weight of the vehicle 
1 load is more than six tons. 


Section 5. Control of vehicle. The person 
operating a motor vehicle or motor cycle shall 
have the same under control and shall reduce 
speed to a reasonable and proper rate: 


1. When approaching and pa sine a person 
walking or riding a bieyele in the traveled por- 
Hon of a public street. 


2. When approaching and passing an animal 
which is being led, ridden, or driven upon a 
publie street. 


3. When approaching and traversing a 
crossing or intersection of publie street, or a 
bridge or a sharp turn, or a curve, or a steep 
sent, in a public street. 


Section 6. Minimum speed regulations. No 
person shall drive a motor sekice at such a 
slow speed as to impede or block the normal 
and reasonable movement of traffic, except 
when reduced speed is necessary for safe opera- 
tion, or in compliance with law. 


. Section 7. Emergency vehicles speed. The 
speed limitations set forth in Section 3 of this 
ordinanee shall not apply to authorized emer- 
gency vehicles when responding to emergency 
calls and the drivers thereof sound audible 
‘signal by bell, siren, or exhaust whistle. This 
_ provision shall not relieve the driver of an 
authorized emergency vehicle from the duty 
to drive with due regard for the safety of all 
"persons using the streets, nor shall it protect 
the driver of any cuch vehicle from the con- 
sequenee of his negligence. 


Section 8. Special restrictions. Whenever 
the State Highway Commission acting under 
the provisions of Section 5023.06, Code 1939, 
has established a speed limit on any portion 
of the primary road system or extension there- 
bs within the corporate limits and has posted 
ns in eonformanee therewith, then such 
sp 1 limits shall supercede those specified in 
r etion 3 E this ordinance. 
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Section 9. Notice to be given, When, here- 
after, parking stations, speed limit districts, or 
other traffic regulations or control districts, 
are established, changed, regulated, or annulled 
and an appropriate notice of the action given 
by a sign or standard at the place affected, it 
shall be the duty of all persons to comply 
therewith. 


PARKING REGULATIONS 


Section 10. Method of parking vehicles, Ex- 
cept where angle parking is permitted by this 
ordinance, every vehicle stopped or parked 
upon a roadway where there is an adjacent 
curb, shall be so stopped or parked with the 
right hand wheels of such vehicle parallel with 
and within eighteen (18) inches of the right 
hand curb and not placed closer than four feet 
from another vehicle. 


Section 11. Double parking. Double park- 
ing is prohibited upon all streets, except in 
an emergency, and then only if an operator 
capable of moving the vehicle remains therein. 


Section 12. Stalls and sections. Where now 
or hereafter stalls or sections may be marked 
or painted upon the surface of any street or 
portion thereof, it shall be the duty of the 
driver or operator of any vehicle to park the 
same within the limits of one of the said stalls 
or sections and not over or across said lines. 


Section 13. Parking long vehicles. No part 
of any vehicle or the load thereon when park- 
ed within a diagonal parking district shall ex- 
tend into the roadway more than a distance 
of sixteen feet when measured at right angles 
to the adjacent curb. 


Section 14. Diagonal parking districts. All 
vehicles parked in the following specified dis- 
tricts shall be parked at an angle of sixty de- 
grees with the curb line and the right hand 
front wheel of such vehicle shall be not more 
than twelve (12) inches from the curb. 


(a) Main Street from Duff Avenue to a 
point 500 feet west of the west line of Clark 
Avenue. 


(b) Fifth Street from Carroll Avenue to 
Duff Avenue. 


(c) West side of Kellogg Avenue from the 
alley south of the Chicago & North Western 
Railway right-of-way to Lincoln Way. 


(d) 


West side of Hayward Avenue from 
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the south line of Lincoln Way to the north 
line of Chamberlain Street. 


Section 15. Right angle parking. The park- 
ing of vehicles at all times shall be at right 
angles to the eurb in the following places: 


(a) On Burnett Avenue from the south line 
of Main Street to the first alley south thereof. 


(b) On the east side of Clark Avenue from 
Main Street to the Chicago & Northwestern 
Railway right-of-way. 


Section 16. Limited parking—ninety min- 
utes, The parking of vehicles on all week 
days, except Saturday between the hours of 
8:00 o’clock a.m. and 6:00 o'clock p.m. and 
on Saturdays between the hours of 8:00 o’elock 
a.m. and 9:00 o’clock p.m., shall be limited to 
ninety (90) minutes in the following places: 


(a) Main Street from Duff Avenue to Clark 
Avenue. 


(b) Fifth Street from Duff Avenue to Wil- 
son Avenue. 


(c) Douglas Avenue from Main Street to 
Sixth Street. 


(d) Burnett Avenue from Sixth Street to 
the first alley South of Main Street. 


(e) West side of Kellogg Avenue from the 
north line of the Chicago & North Western 
Railway Company’s right-of-way to the east 
and west alley between Fifth and Sixth Streets, 
except that portion between the north line of 
Main Street and south line of the east and 
west alley between Main Street and Fifth 
Street. 


(f) East side of Kellogg Avenue from the 
north line of the Chicago & North Western 
right-of-way to Sixth Street, except that por- 
tion from the east and west alley between 
Main Street and Fifth Street to the south line 
of Fifth Street. 


(2) On the south side of Sixth Street be- 
{ween Wilson Avenue and the north and south 
alley between Burnett and Clark Avenues. 


(h) South side of Lincoln Way between 
Lynn and Stanton Avenues. 


(1) Lincoln Way from Stanton Avenue to 
Hayward Avenue. 


(3) West side of Welch Avenue from Lin- 
coln Way to Chamberlain Street. 


(k) 


East side of Welch Avenue from Lin- 


coln Way to a point opposite the south line 
of Chamberlain Street. 


Section 17. Limited parking—five minutes. 
The parking of vehicles on all week days be- 
tween the hours of 8:00 o’clock a.m. and 6:06 
o'elock p.m. shall be limited to five (5) min- 
utes in the following places: 


(a) West side of Kellogg Avenue between 
the south line of Sixth Street and the north 
line of the east and west alley between Fifth 
Street and Sixth Street. 


(b) East side of Kellogg Avenue from the 
north line of the east and west alley between 
Main Street and Fifth Street to a point forty 
(40) feet south of the south line of Fifth Street. 


Section 18. Parking prohibited. The park- 
ing of vehicles is hereby prohibited at all times 
in the following places: 


(a) At any place where official signs pro- 
hibit stopping or parking. 


(b) For a space of twenty-five feet at the 
side of the street in front of any theatre, andi- 
torium, hotel having more than twenty-five 
sleeping rooms, or other building where large 
assemblages of people are being held, exeept 
in taking on or discharging passengers or 
freight, and then for only such length of time 
as is necessary for such purpose. 


(c) On a sidewalk. 

(d) In front of a public or private drive- 
way. 

(e) Within an intersection. 

(f) Within five feet of a fire hydrant. 

(9) On a crosswalk. 

(h) Within ten feet upon the approach to 


any flashing beacon, stop sign, or traffic con- 
trol signal located at the side of a roadway. 


(i) Within fifty feet of the nearest rail of 
a railway crossing, except when parked parallel 
with such rail and not exhibiting a red light. 


(3) Within twenty feet of the driveway 
entrance to any fire station and on the side of 
a street opposite the entrance to any fire sta- 
tion within seventy-five feet of said entrance 
when properly sign-posted. - 


(k) On the roadway side of any vehicle 
stopped or parked at the edge or curb of a 
street. 

(1) Within any alley except while expediti- 


liv 


ously loading or unloading freight, merchan- 
dise, or materials. 


(m) Upon the parking of any street where 


_ eurbing has been installed. 


(n) Within twenty feet of any street inter- 


section. 


(0) 


(p) On the east side of Stanton Avenue 
from the south line of Lincoln Way to the 
north line of Knapp Street. 


(q) On the east side of Lynn Avenue from 


the south line of Lincoln Way to the north 


. line of Knapp Street. 


(r) On South Duff Avenue from Lincoln Way 


- to the south corporate limits. 


(s) On Lincoln Way except that portion of 
Lineoln Way between Stanton and Hayward 


- Avennes; the south side of Lincoln Way be- 


tween Lynn and Stanton Avenues and the 


- south side of Lincoln Way between Hayward 


4 and Sheldon Avenues on Sundays only. 


(t) On Grand Avenue between Lineoln Way 
and a point fifty feet north of the north line 
of Fiith Street. 


(u) On Allan Drive. 


(v) On the west side of Stanton Avenue for 
a distanee of twenty-five feet south of the 
south hne of Lineoln Way. 


(w) On Clark Avenue between Fifth and 
Sixth Streets during school hours. 


(x) On the south side of Sixth Street in 


front of the Ames Public Library entrance for 


La ^ 


a distance of twenty-five feet. 


(y) On the east side of Douglas Avenue and 
on the north side of Twelfth Street at the 
entrances of the Mary Greeley Hospital for a 


 . distance of twenty-five feet. 


(z) On the north side of Ninth Street in 
front of the Roosevelt publie school for a dist- 
ance of twenty-five feet during school hours. 


(aa) On the north side of West Street for 


y a distanee of fifty feet west of the west line of 
- Woodland Avenue. 


(bb) Within the portion of the street desig- 
nated as a bus stop by the posting of bus stop 


Section 19. Police reservation. The forty 


Along side or opposite any street exca- 
vation or obstruction when such stopping, 
standing, or parking would obstruct traffic. 
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feet on the east side of Kellogg Avenue and the 
forty feet on the south side of Fifth Street, 
both adjaeent to the City Hall, are hereby 
reserved and set aside for the motor vehieles 
of the Poliee Department and for other official 
ears of the City of Ames. All other vehicles 
are prohibited from at any time parking in 
said space, or from interfering with the use of 
said space by such motor vehicles. 


Section 20. Taxi stands. Such portions of 
the parking space on the north side of Main 
Street, between Kellogg Avenue and Burnett 
Avenue, and on the east side of Welch Avenue 
between Lincoln Way and Chamberlain Street, 
as may be necessary for taxi stand, is hereby 
set aside and reserved for such purposes. Such 
space shall be assigned and set aside by the 
City Manager. When so assigned and marked 
by standards or signs, it shall be unlawful for 
any person other than the licensee to park 
vehicles therein, or to interfere therewith. 


DRIVING REGULATIONS 


Section 21. Traveling on right hand side. 
The operator of a vehicle within the corporate 
limits shall at all times travel on the right 
hand side of the center of the street, except 
as provided in Section 28 hereof. 


Section 22. Meeting and turning to right. 
Persons on horseback, or in vehicles, including 
motor vehicles, meeting each other on the pub- 
lie street shall give one-half of the traveled 
way thereof by turning to the right. 


Section 23. Overtaking a vehicle. The fol- 
lowing rules shall govern the overtaking and 
passing of vehicles proceeding in the same 
direction, subject to those limitations, excep- 
tions, and special rules hereinafter stated: 

The driver of a vehicle overtaking another 
vehicle proceeding in the same direction shall 
pass to the left thereof at a safe distance and 
shall not again drive to the right side of the 
roadway until safely clear of the overtaken 
vehiele. 

Except when overtaking and passing on the 
right is permitted, the driver of an overtaken 
vehicle shall give way to the right in favor 
of the overtaking vehicle on audible signal and 
shall not increase the speed of his vehicle until 
completely passed by the overtaking vehicle. 


Section 24. Failure to recognize signal. Any 
driver of a vehicle that is overtaken by a faster 
moving vehicle who fails to heed the signal of 
the overtaking vehicle when it is given under 
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such circumstances that he could, by exercise 
of ordinary care and observation and preeau- 
tion, hear sueh signal and who fails to yield 
that part of the traveled way as herein pro- 
vided, shall be guilty of a misdemeanor. Upon 
proof that signal was given as contemplated 
above, the burden shall rest upon the aecused 
tc prove that he did not hear said signal. 


Section 25, Overtaking on the right. The 
driver of a vehicle may overtake and pass upon 
the right of another vehicle which is making 
or about to make a left turn. 

The driver of a vehicle may overtake and, 
allowing sufficient clearance, pass another ve- 
hiele proceeding in the same direction either 
upon the left or upon the right on a roadway 
with unobstructed pavement of sufficient 
width for four or more lanes of moving traffic 
when such movement can be made in safety. 
No person shall drive off the pavement or 
upon the shoulder of the roadway in overtak- 
ing or passine on the right. 


Section 26. Limitations on overtakine on the 
left. No vehicle shall be driven on the left 
side of the center of the roadway in overtaking 
and passing another vehicle proceeding in the 
same direction unless such left side is clearly 
visible and is free from oncoming traffic for 
sufficient distance ahead to permit such over- 
takine and passing to be completely made 
without interfering with the safe operation of 
any vehicle approaching from the opposite 
direction or any vehicle overtaken. In every 
event the overtaking vehicle must return to 
the right hand side of the roadway before com- 
ing within one hundred feet of any vehicle ap- 
proaching from the opposite direction. 


Section 27. Passing on hills. No vehicle 
shall, in overtaking and passing another ve- 
hicle or at any other time, be driven to the 
left side of the roadway in the following 
specified locations: 


(a) When traveling west on Lincoln Way 
from one hundred feet west of the west line 
of Beech Avenue for a distance of approxi- 
mately seven hundred feet. 


(b) When traveling east on Lincoln Way 
from the east line of Ash Avenue for a distance 
of approximately seven hundred feet. 


Section 28. Roadways laned for traffic. 
Whenever any roadway has been divided into 
three or more clearly marked lanes for traffic 
the following rules in addition to all other 
consistent herewith shall apply: 


— —— — —— — 


(a) A vehicle shall be driven as nearly as 
practical entirely within a single lane and 
shall not be moved from such lane until the 
driver has first ascertained that such move- 
ment ean be made with safety. 


(b) Upon a roadway which is divided into 
three lanes a vehicle shall not be driven in 
the center lane, except when overtaking and 
passing another vehicle where the roadway is 
clearly visible and such center lane is clear 
of traffic within a safe distance, or in pre- 
paration for a left turn where such center lane 
is at the time allocated exclusively to traffic 
moving in the direction the vehicle is proceed- 
ing and is sign-posted to give notice of such 
allocation. 


Section 29. Following too closely. The 
driver of a motor vehicle shall not follow an- 
other vehicle more closely than is reasonable 
and prudent, having due regard for the speed 
of such vehicles and the traffic upon and the 
condition of the street. 


Section 30, Driving through processions. No 
motor or other vehicle shall be driven through 
a funeral procession or a parade without the 
permission of a police or traffic officer. 


Section 31. Reckless driving. Any person 
who drives any vehicle in such manner as to 
indicate either a wilful or a wanton disregard 
for the safety of persons or property is guilty 
of reckless driving. Every person convicted 
of reckless driving shall be punished upon a 
conviction by imprisonment for a period of not 
more than thirty days, or by fine of not less 
than Twenty-five Dollars, nor more than One 
Hundred Dollars. 


TURNING, STARTING AND SIGNALING 


Section 32. Turning at intersections. The 
driver of a vehicle intending to turn at an 
intersection shall do so as follows: 


(a) Both the approach for a right turn and ~ 
right turn shall be made as close as practical 
to the right hand eurb or edge of the roadway. 


(b) Approach for a left turn shall be made 
in that portion of the right half of the road- 
way nearest the center line thereof and after 
entering the intersection the left turn shall 
be made so as to depart from the intersection 
to the right of the center line of the roadway 
being entered. 


(e) 


Approach for a left turn from a two- 


3 street inte a one-way street shall be made 

hat portion of the right half of the roadway 
west the center line thereof and by passing 
te the right of such center line w here it enters 
th intersection. A left turn from a one-way 
E into a two-way street shall be made by 

assing to the right of the center line of the 

et being entered upon leaving the inter- 
qe Ion. 


Section 3. Starting parked vehicle. No 
person shall start a vehicle which is stopped, 
standing, or parked unless and until such 
movement ean be made with reasonable safety. 


Section 34. When signal required. No per- 
son shall turn a vehicle from a direct course 
upon a street in the City of Ames unless and 
until such movement can be made with reason- 
able safety and then only after giving audible 
signal by sounding the horn if any pedestrian 
- may be affected by such movement or after 
giving an appropriate signal in the manner 
- herein provided in the event any other vehicle 
may be affected by such movement. 


- Section 35. Signal continuous. A signal of 
‘intention to turn right or left shall be given 
_eontinuously during not less than the last one 
hundred feet traveled by the vehicle before 
turning. 


Section 36. Stopping. No person shall stop 
er suddenly decrease the speed of a vehicle 
without first giving an appropriate signal in 
the manner provided herein to the driver of 
- any vehicle immediately to the rear when there 
- js opportunity to give such signal. 


Section 37. Signals by hand and arm or 
- signal device. The signals herein required may 
_ be given either by means of the hand and arm 
- er other proper signal or signal device of a 
- type approved by the State Motor Vehicle 
. Department. 


- Section 38. Method of giving hand and arm 
signals. All signals herein required which may 
- be given by hand and arm shall when so given, 
- be given from the left side of the vehicle and 
- the following manner and interpretation there- 
- of is suggested: 


1. Left turn—hand and arm extended 
2. Right turn—hand and arm extended up- 


LA 


; he Stop or decrease of speed—hand and 


rm 1 extended downward. 
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Rigur-or- Way 


Section 39. Approaching or entering inter- 
sections. The driver of a vehicle approaching 
an intersection shall yield the right-of-way to 
a vehicle which has entered the intersection 
from a different street. 

Where two vehicles are approaching on any 
publie street or highway so that their paths 
will intersect and there is danger of collision 
the vehicle approaching the other from the 
right shall have the right-of-way. 

The foregoing rules are modified at through 
highways and otherwise as stated in this ordin- 
ance, 


Section 40. Turning left at intersection. The 
driver of a vehicle within an intersection in- 
tending to turn to the left shall yield the 
right-of-way to any vehicle approaching from 
the opposite direction which is within the in- 
tersection or so close thereto as to constitute 
an immediate hazard, but said driver, having 
so yielded and having given a signal when, and 
as required by this ordinance, may make such 
left turn and the driver of all other vehicles 
approaching the intersection from said opposite 
direction shall yield the right-of-way to the 
vehicle making the left turn. 


Section 41. Entering from private driveway. 
The driver of a vehicle about to enter or cross 
a street from a private road, driveway, or 
building shall yield the right-of-way to all 
vehicles approaching on said street. 


Section 42. Operation on approach of emer- 
gency vehicles. Upon the immediate approach 
of an authorized emergency vehicle, when the 
driver is giving an audible signal by siren, ex- 
haust whistle, or bell, the driver of every other 
vehicle shall yield the right-of-way and shall 
immediately drive to a position parallel to, and 
as close as possible to, the right hand edge or 
eurb of the street clear of any intersection and 
shall stop and remain in such position until the 
authorized emergency vehicle has passed, ex- 
cept when otherwise directed by a police of- 
ficer. 

This section shall not operate to relieve the 
driver of an authorized emergency vehicle from 
the duty to drive with due regard for the 
safety of all persons using the street. 


Section 43. Entering through highways. The 
driver of a vehicle shall stop as required by 
this ordinanee at the entrance to a through 
highway and shall yield the right-of-way to 
other vehicles which have entered the inter- 
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section from said through highway or which 
are approaching so closely on said through 
highway as to constitute a hazard, but said 
driver having so yielded may proceed cautious- 
ly and with due care enter said through high- 
way. 


PEDESTRIAN RIGHTS AND DUTIES 


Section 44. Pedestrians walk on left. Pedes- 
trians shall at all times when walking on or 
along a street, walk on the left side of such 
street or highway. 


Section 45. Pedestrian's right-of-way. Where 
traffic-control signals are not in place or in 
operation, the driver of a vehiele shall yield 
the right-of-way, slowing down or stopping if 
need be to so yield, to a pedestrian crossing the 
roadway within any marked or unmarked 
crosswalk at an intersection, except as other- 
wise provided in this ordinance. 


Section 46. Crossing at other than crosswalk. 
Every pedestrian crossing a roadway at any 
point other than within a marked crosswalk or 
within an unmarked crosswalk at an intersee- 
tion shall yield the right-of-way to all vehicles 
upon the roadway. 

Where traffic control signals are in operation 
at any place not an intersection pedestrians 
shall not cross at any place except in a marked 
crosswalk. 


Section 47. Duty of the driver. Notwith. 
standing the provisions of the preceding sec- 
tions, every driver of a vehicle shall exercise 
due care to avoid colliding with any pedestrian 
upon any roadway and shall give warning by 
sounding the horn when necessary and shall 
exercise due care upon observing any child or 
any confused or ineapacitated person upon a 
roadway. 


Section 48. Pedestrians soliciting rides. No 
person shall stand in a roadway for the pur- 
pose of soliciting a ride from the driver of any 
private vehivle. 

Nothing in this section or this ordinance 
shall be construed so as to prevent any pedes- 
trian from standing on that portion of the 
street or roadway, not ordinarily used for ve- 
hieular traffic for the purpose of soliciting a 
ride from the driver of any vehicle. 


ACCIDENTS 


Section 49. Information and aid. The driver 
of any vehicle involved in an accident result- 


-e—a 


ing in injury to or death of any person or dam- 
age to any vehicle which is driven or attended 
by any person shall give his name, address, and 
the registration number of the vehicle he is 
driving and shall upon request, and if avail- 
able, exhibit his operator's or chauffeur’s lí- 
cense to the person struck or the driver or 
occupant of or person attending any vehicle 
collided with and shall render to any person 
injured in such accident reasonable assistance, 
including the carrying, of such person to a 
physician, surgeon, or hospital for medical or 
surgical treatment if it is apparent that such 
treatment is necessary or if such carrying is 
requested by the injured person. 


Section 50. Striking unattended vehicle. | 
The driver of any vehicle which collides with | 
any vehicle which is unattended shall im- 
mediately stop and shall then and there either 
locate and notify the operator or owner of such — 
vehicle of the name and address of the driver | 
and owner of the vehicle striking the unattend- | 
ed vehicle or shall leave in a conspicuous place 
in the vehicle struck written notice giving the © 
name and address of the driver and of the 
owner of the vehicle doing the striking and 
a statement of the circumstances thereof. 


Section 51. Reporting accidents. The driver 
of a vehicle involved in an accident within the 
corporate limits which results in injury or death 
to any person, or damage to a vehicle to the 
apparent extent of Twenty-five Dollars or more 
or to a fixture upon a highway shall immediate- 
ly report such accident to the Police Depart- 
ment of the City of Ames. 


TRAFFIC SIGNALS AND MARKINGS 


Section 52. Unauthorized signs, signals, or 
markings. No person shall place, maintain, or 
display upon or in view of any street any un- 
authorized sign, signal, marking, or device 
which purports to be or is an imitation of or 
resembles an official parking sign, curb or other 
marking, traffie-eontrol device or railroad sign 
or signal, or which attempts to direct the 
movement of traffic, or which hides from view 
or interferes with the effectiveness of any of- 
ficial traffic-control device or any railroad sign 
or signal, and no person shall place or maintain 
upon any street any traffic sign or signal bear- 
ing thereon any commercial advertising. This 
shall not be deemed to prohibit the erection 
upon private property adjacent to highways of 
signs giving useful directional information of 
a type that cannot be mistaken for official 
signs. 


Section 53. Interference with devices, signs 
pe No person shall without lawful 
thority attempt to or in fact alter, deface, 
knock down, or remove any official 
Bre-ooetrol deviee or any railroad sign or 
or an inseription shield, or insignia 
reon, or any part thereof. 


RFNA; 


SPECIAL STOPS REQUIRED 


Section 54. S opping vehicle on signal by 
officer. Operators of vehicles upon the streets 
of the City shall, upon signal of traffie or 
police officer, immediately drive the same to 
the nearest curb or at the side of street and 
brine the same to stop, there to await the com- 
munications, orders or directions of such of- 
ficer. The fact, if established, that the operat- 
| E had committed no offense for which he was 
subject to arrest shall not constitute a defense 
to a prosecution under this section. 


. Section 55. Obedience to signal of train. 
Whenever any person driving a vehiele ap- 
proaches a railroad grade crossing and warn- 
‘mg is given by automatic signal or crossing 
gates or a flagman or otherwise of the im- 
"mediate approach of a train, the driver shall 
stop said vehiele within fifty feet but not less 
‘than ten feet from the nearest track of such 
railroad and shall not proceed until he can 
do so safely. 

The driver of a vehicle shall stop said ve- 
hicle and cause same to remain standing and 
not traverse such a grade crossing when a 
erossing gate is lowered or when a human flag- 
man gives or continues to give a signal of the 
approach or passage of a train. 


Section 56. Entering stop intersections. The 
driver of a vehicle shall stop in obedience to 
_a stop sign as required herein at an intersection 
" where a stop sign is erected at one or more 
entrances thereto although not a part of a 
through highway and shall proceed cautiously, 
yielding to vehicles not so obliged to stop 

which are within the intersection or approach- 

ing so closely as to constitute a hazard, but 
_may then proceed. 


Section 57. Through Highways. The fol- 
lowing streets within the City of Ames, Iowa, 
are hereby designated and established as 


through highways, and every operator of a ve- 
hiele shall bring such vehicle to a full stop 
at the stop sign or at a clearly marked stop 
pue before entering such through highway ex- 
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cept when directed to proceed by a police of- 
ficer or traffic-control signal; 


(a) Grand Avenue from the north corporate 
limits to its interseetion with Lincoln Way. 


(b) Lincoln Way from the east to west cor- 
porate limits. 


(e) South Duff Avenue from the south cor- 
porate limits to its interseetion with Lincoln 
Way. 


(d) Ninth Street from the east line of Car- 
roll Avenue to the west line of Ridgewood 
Avenue except at Grand Avenue. 


(e) Knapp Street from the west line of Ash 
Avenue to the west line of Hayward Avenue. 


(f) Thirteenth Street from the east line of 
Maxwell Avenue to the west line of Crescent 
Street except at Grand Avenue. 


(v) West Street from the east line of Shel- 
don Avenue to the west line of Campus Avenue. 


(h) North Western Avenue at Allan Drive. 


Section 58. Intersecting Through Highways. 
At the intersections of through highways all 
traffie on the highway or street as designated 
below shall come to a full stop at the stop sign 
or at a elearly marked stop line before enter- 
ing the intersection except when directed to 
proceed by a police officer or traffie control 
device: 


(a) Grand Avenue and Ninth Street. Traf- 
fic on Ninth Street to stop before entering 
rand Avenue. 


(b) Lincoln Way and South Duff Avenue. 
Traffic on South Duff Avenue to stop before 
entering Lincoln Way. 


(e) Grand Avenue and Lincoln Way. Traf- 
fic entering Lincoln Way from the east throat 
of the Grand Avenue-Lincoln Way intersection 
shall come to a stop before entering Lincoln 
Way. 


(d) Grand Avenue and Thirteenth Street. 
Traftic on Thirteenth Street to stop before en- 
tering Grand Avenue. 


Section 59. School zones. The following 
““sehool zones" are hereby established, and 
when movable stop signs or hand stop signals 
are displayed in such school zones every ve- 
hiele approaching such zone shall come to a 
full stop before entering such school zone, 
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(a) Lincoln Way at Hyland Avenue—Lin- 
coln Way intersection. 


(b) Lincoln Way at Hazel Avenue—Láncoln 
Way intersection, 


. (e) Lincoln Way at Oak Avenue—Lineolu 


Way intersection. 


(d) Lincoln Way at Kellogg Avenue--Lin- 
coln Way intersection. 


(e) Grand Avenue at Ninth Street—Grand 
Avenue intersection, 


Section 60. Emerging from an alley or pri- 
vate driveway. The driver of a vehicle, with- 
in a business or residence district, emerging 
from an alley, driveway, or building shall stop 
such vehicle immediately prior to driving onto 
a sidewalk or into the sidewalk area extending 
across any alley way or private driveway, and 
shall yield the right-of-way to all vehicles ap- 
proachine on said street. 


ONE WAY STREETS AND ALLEYS, 
AND No LEFT TURN 


U-Turns, 


Seciion 61. One way strects and alleys. The 
following streets and alleys are hereby desig- 
nated as ‘‘one way”” and all vehicles entering 
such streets and alleys shall enter only in the 
direction as specified herein. 


(a) Alley through Blocks Ten, Eleven, 
Twelve, Original Town of Ames being the al- 
ley between Main Street and Fifth Street from 
Burnett Avenue to Duff Avenue—enter from 
the east only. 


(b) Alley immediately south of Blocks 
Thirteen and Fourteen, Original Town of Ames 
being the alley between Main Street and the 
Chicago & North Western Railway Company’s 
right-of-way from Burnett Avenue to Duff Ave- 
nue—enter from the west only. 


(c) Fifth Street from Grand Avenue to 
North Western Avenue—enter from the east 
only. 


Section 62. ‘‘U’’ turns. Vehicles are hereby 
prohibited from making a complete or “U” 
turn within the limits of the following desig- 
nated street intersections. 


Douglas Avenue and Main Street. 
Kelloge Avenue and Main Street. 
Burnett Avenue and Main Street. 


Welch Avenue and Lincoln Way. 


(e) Duff Avenue and Lincoln Way. | 
(f) Grand Avenue and Lincoln Way. 
(g) Kellogg Avenue and Fifth Street. 
(h) Douglas Avenue and Fifth Street. 


Section 63. Left turn prohibited. Sou'h 
bound or north bound vehicles traveling on 
Grand Avenue are hereby prohibited from mak- 
ing a left turn at the intersection of Grand 
Avenue and Fifth Street. 


MISCELLANEOUS 


Section 64. Obstruction to driver’s view. No 
person shall drive a vehicle when it is so loaded. 
or when there are in the front seat such num- 
ber of persons, exceeding three, as to obstruct 
the view of the driver to the front or sides of 
the vehicle or as to interfere with the driver’s 
control over the driving mechanism of the ve- 
hiele. À 

No passenger in a vehicle shall ride in such 
position as to interfere with the driver’s view 
ahead or to the sides, or to interfere with his 
control over the driving mechanism of the 
vehicle. 


Section 65. Wind shields unobstructed. No 
person shall drive any motor vehicle equipped 
with a windshield which does not permit clear 
vision, or with any sign, poster or other non- 
transparent material upon the front windshield 
of such vehicle other than a certificate or other 
paper required to be so displayed by law, which 
shall be displayed in the upper right hand cor- 
ner. 


Section 66. Vehicles with metal tires E 
treads. No tire on a vehicle moved on a street 
shall have on its periphery any block, stud, 
flange, eleat, or spike or any other protuber- 
ances of any material other than rubber which 
projects beyond the tread of the traction sur- 
face of the tire, except that it shall be per- | 
missible to use farm machinery with tires hav- - 
ing protuberances which will not injure the 
highway, and except also that it shall be per- - | 
missible to use tire chains of reasonable pro- | 
portions upon any vehicle when required for 
safety because of snow, ice, or other conditions 
tending to cause a vehicle to skid. | 
The City Manager may, at his discretion, | 
issue special permits authorizing the operation 
upon the street of traction engines or tractors 
having movable tracks with transverse cor- 
rugations upon the periphery of such movable | 
tracks or farm tractors or other machi 


l 


j 


INR si, 


A 


EM 
X 
ie operation of which upon a street would 


wise be prohibited under this section. 


Section 67. Trucks and drays loading and 
mioading. From 8:00 o'elock a.m. to 10:00 

loek p.m. upon Main Street between Duff 
Avenue and Burnett Avenue and upon Lincoln 
vay between Stanton and Hayward Avenues. 
rueks and drays are prohibited from loading 
hd unloading freight, goods and merchandise, 
t all places, stores and buildings where it is 
pasible or possible to perform such work in 
he adjacent alley. 


TS 


- Section 68. Unattended motor vehicle. No 
berson driving or in charge of a motor vehicle 
shall permit it to stand unattended without 
hrst stopping the engine, or when standing 
¡pon any preceptible grade without effectively 
etting the brake thereon and turning the front 
wheels to the curb or side of the highway. 


Section 69. Moving other vehicles. No per- 
Son shall move a vehicle not owned by such 
person into any prohibited parking area or 
away from a curb such distance as is unlawful. 


Section 70. Following fire apparatus. The 
driver of any vehicle other than one on official 
msiness shall not follow any fire apparatus 
fraveline in response to a fire alarm closer 
than five hundred feet or drive into or park 
ueh vehicle within the block where fire ap- 
paratus has stopped in answer to a fire alarm. 


- Section 71. Crossing fire hose. No vehicle 
Shall be driven over any unprotected hose of 
a Fire Department when laid down on any 
street, private driveway, or street ear track, 
to be used at any fire or alarm of fire, without 
the consent of the Fire Department official in 
com mand. ; 


Section 72. Putting glass, ete. on street. No 
person shall throw or deposit upon any street 
ir roadway any glass bottle, glass, nails, tacks, 
Wire, eans, or any other substanee likely to 


njure any person, animal, or vehiele upon such 


Section 73. Removing injurious material. 
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Any person who drops, or permits to be drop- 
ped or thrown, upon any street any destruetive 
or injurious material shall immediately remove 
the same or eause it to be removed. 


Section 74. Clearing up wrecks. Any per- 
son removing a wrecked or damaged vehicle 
from a street shall remove any glass or other 
injurious substance dropped upon the street 
from such vehicle. 


Section 75. Operating a vehicle while in- 
toxicated. No person shall operate a vehicle 
upon the streets of the City while intoxicated, 
or under the influence of intoxicating liquor. 


Section 76. Violation of provisions. Any 
person violating any of the provisions of this 
ordinance shall, upon conviction, be fined a 
sum not exceeding One Hundred Dollars and 
costs, and in default of payment be committed 
to the City or County Jail until such fine and 
costs are paid not exceeding thirty days, or 
u jail sentence may be imposed not exceeding 
the said thirty days. 


Section 77. Repeal. Ordinance No. 480 and 
all other ordinances or parts thereof in con- 
flict herewith are by this ordinance repealed 
and superceded. 


Section 78. Unconstitutionality of provisions. 
li any section, sentence or clause of this ordin- 
ance is for any reason held to be unconstitu- 
tional or invalid such decision shall not affect 
the validity of the remaining portions of this 
ordinanee. 


Section 79. Ordinance in effect. This ordin- 
ance shall be in full foree and effect from and 
after its passage and publication as provided 
by law. 


Passed this 23rd day of March, 1942. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa, 
1943.”’ 
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ORDINANCE NO. 540 


AN ORDINANCE PROVIDING FOR TRAFFIC PATROL OFFICERS, DEFINING THEIR 


RIGHTS AND DUTIES, PLACING CERTAIN STREET INTERSECTIONS UNDER THEIR 
DIRECTION AND CONTROL, AND PROVIDING PENALTIES FOR VIOLATION OF ITS 


PROVISIONS. 


Be It Ordained by the City Cowneil of the 


City of Ames, lowa: 


mI es 


Section 1. That whenever in the opinion of 
the Mayor and City Council of the City of 


- Ames, Iowa, any street intersection constitutes 


a dangerous traffic hazard, the Mayor may 
cause to be stationed at said intersection for 
2 given period of time a traffic patrol officer. 


Section 2. That said traffic patrol officer, 
for the given period of time, shall direct pedes- 


— trian and vehicular traffic at the intersection 
— designated and shall be empowered to give 


commands necessary to regulate the flow of 
all traffic in a manner conducive to the safety 


- of all concerned. 


Section 3. That said traffic patrol officer 


— shall cooperate with the members of the regular 


police force of the City of Ames, Iowa, and shall 
be under the supervision of the Mayor of said 


E City. 


Section 4. That the Mayor of the City of 
Ames may use such persons as traffic patrol 
officers as conditions and circumstances war- 
rant. 


Section 5. Any pedestrian or operator of a 
vehicle failing to obey the command of a traf- 
fic patrol officer shall be guilty of a misdemean- 
or and on conviction thereof shall be fined not 
more than One Hundred Dollars or be im- 
prisoned not more than thirty days. 


Section 6. This ordinance shall be in full 
force from and after its passage as provided 


by law. 


Passed the 15th day of September, 1941. 
Frank D. Paine, Mayor 


Attest: J. W. Prather, City Clerk 


Published the 16th day of September, 1941. 


TITLE VI 
BUILDING REGULATIONS 


FA LL s 


SAME AGAINST THE OWNER OF S 
342. 


- Be It Ordained by the City Council of the 
City of Ames, lowa: 


Section 1. That from and after the passage 
of this ordinance and its publication as re- 
quired by law, it shall be unlawful for the 
P owner of any lot or pareel of ground within 
- the platted portion of the City of Ames to al- 
k — low to exist or remain any building or structure 
or portion thereof which is dangerous or liable 
i to fall at any place where it would be danger- 
ous to the inhabitants of the city. 


_ Section 2. Whenever a complaint shall be 
filed with the City Manager of the City, or 
_ whenever the City Manager shall receive notice 
_ or information that such a building or portion 
| thereof exists in the said City, and under the 
conditions above set forth, he shall cause to 

be served upon the owner of said real estate, 
ii within the City of Ames, and if not, upon 
= the person in possession and control thereof, a 
notice in writing to appear before the next 
regular meeting of the City Council, or before 
any special meeting that may, be ealled for 
the purpose, and there show cause why the 
said building or strueture or portion thereof 
should not be ordered repaired, removed or 
destroyed. 


Section 3. That at the said meeting the said 
- owner may present any evidence he may have 
showing that the said building or portion 
thereof is not dangerous or is not liable to fall. 
That after sueh hearing the said Council may 
by resolution make such order as it may deem 
= proper. If it finds that the said building or 
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ORDINANCE NO. 560 


"AN ORDINANCE PROVIDING FOR THE REPAIR, REMOVAL AND DESTRUCTION OF 
BUILDINGS OR PORTIONS THEREOF WHICH 


ARE DANGEROUS OR LIABLE TO 


FOR THE LEVYING OF A SPECIAL TAX AGAINST THE PROPERTY UPON 
WHICH SUCH BUILDING IS LOCATED FOR THE COST AND EXPENSE OF 
REPAIR, REMOVAL OR DESTRUCTION, AND FOR THE 
SAID PROPERTY, 
IMPRISONMENT FOR VIOLATION THEREOF, 


SUCH 
COLLECTION OF THE 
PROVIDING FOR FINE AND 


AND REPEALING ORDINANCE NO. 


portion thereof is dangerous or is liable to fall, 
and the eondition of the building permits, it 
may give to the owner a certain fixed time in 
which to repair, remove or destroy the same, 
or to comply with any order of the council. 


Section 4. If in the judgment of the council, 
delay in the removal or destruetion of the said 
building or portion thereof is dangerous and 
inadvisable, it may direet the City Manager or 
sueh other officer as it may designate to take 
immediate steps to remove, tear down or 
destroy all or any portion of the said building, 
that may be necessary to remove the said dan- 
eerous condition. 


Section 5. That in case it is necessary to fol- 
low the procedure in the preceding section, or 
in case it is necessary to order removal or 
destruetion, the Couneil shall on the report of 
the eost and expense of the said removal, re- 
pair or destruetion by the said City Manager 
and upon such notiee as it may direct to the 
owner, specially assess such costs and expense 
against the real estate upon whieh the said 
building is located. 


Section 6. The said Council may, in its 
diseretion, instead of making a special assess- 
ment against the said real estate direet the 
Jity Solieitor to commenee an aetion of law in 
the proper court for the collection of said costs 
and expenses. 


Section 7. Any person, firm or corporation 
found guilty of violating the provisions of Sec- 
tion 1 of this ordinance shall, upon convietion, 
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be imprisoned in jail not to exceed thirty days, 
or fined a sum not to exceed One Hundred Dol- 
lars ($100.00), and in default of payment of 
said fine shall be committed to the City or 
County Jail for a period not to exceed thirty 
days. 


Section 8. The offense prohibited in Section 
1 hereof, for the purpose of the punishment 
provided by Section 7 hereof, shall not be deem- 
ed to have accrued or have been committed 
until the Couneil shall have found that the 
building involved or in question is actually 
dangerous or liable to fall to the injury of 
others and the owner has failed, neglected or 
refused to comply with the orders of the Coun- 
ell to repair, remove or destroy the same in 
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accordance with its directions and within the 
time fixed by the Council for so doing. 


Section 9. Ordinance No. 342 and all ordin- i 
ances or parts of ordinances in conflict herc- 
with are hereby repealed. 


Section 10, This ordinance shall be in full 
force and effect from and after its passage and 
publication as provided by law. 


Passed the 21st day of January, 1942. 


Frank D. Paine, Mayor - 


Attest: J. W. Prather, City Clerk 


Published the 22nd day of January, 1942. 
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ORDINANCE NO. 586 


AN ORDINANCE MAKING IT UNLAWFUL TO ERECT, CONSTRUCT, OPERATE OR 
: MAINTAIN WITHIN THE CITY OF AMES, IOWA, A FILLING STATION WITHOUT 
HAVING FIRST OBTAINED FROM THE CITY COUNCIL A PERMIT TO DO SO, REG- 
ULATING THE ESTABLISHMENT OF SUCH STATION, AND PROVIDING PENAL- 


TIES FOR A VIOLATION OF ITS PROVISIONS. 


Be Ii Ordained by the City Council of the 
City of Ames, Iowa: 


— Section 1. No person, firm or corporation 
Shall, within the corporate limits of the City 
of Ames, Iowa, erect, construct, operate or 
maintain what is commonly known as a filling 
Station wherein gasoline, motor fuel or fuel 
oil are dispensed to the public, unless they shali 
have first obtained from the City Council a 
‘permit therefor. 


Section 2. Any person, firm or corporation 
desiring to erect, construct, operate or main- 
‘tain a filling station shall make written ap- 
plication to the City Council for a permit to 
-so do. Such application shall contain a de- 
‘tailed deseription of the proposed property to 
be used as a filling station, together with a 
plat showing the loeations of all buildings, 
driveway entrances, pumps and accessories 
situated or to be situated thereon. 


Section 3. Upon the submission of said ap- 
plication, the Council may, at its discretion and 
its judgment grant or refuse the same ac- 
cording to the location of the place in reference 
o dwellings, churches, schools, fire stations or 
congested traffic conditions. 


Section 4. Any person, firm or corporation 
erecting, constructing, operating or maintain- 
ing a filling station without having first ob- 
tained said permit, or any person aiding or 
abetting therein, shall upon conviction be fined 
a sum not exceeding One Hundred Dollars and 
costs or shall be committed to the City or 
County Jail until such fine and costs are paid, 
not exceeding thirty days. 


Section 5. All ordinances or parts of ordin- 
ances in conflict herewith are hereby repealed. 


Section 6. The provisions of this ordinance 
shall not effect such filling stations as are now 
in actual operation under permit from this 
Couneil. 


Section 7. This ordinance shall be in full 
force and effeet upon its passage and publiea- 
tion as provided by law. 


Passed this 8th day of March, 1943. 
H. B. Manning, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled 
“The Ordinances of the City of Ames, Iowa, 
1943.”” 
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ORDINANCE NO. 584 


AN ORDINANCE ESTABLISHING THE FIRE LIMITS OF THE CITY OF AMES, IOWA; 


MAKING REGULATIONS FOR PROTECTION AGAINST FIRE; PROHIBITING WITH- 
IN SUCH LIMITS THE ERECTION OF BUILDINGS OF EVERY KIND, ADDITIONS 
THERETO OR SUBSTANTIAL ALTERATIONS THEREOF, NOT CONSTRUCTED OF FIRE- 
PROOF MATERIALS, AS PROVIDED BY THIS ORDINANCE; PROVIDING THAT 
WITHIN SUCH LIMITS NO BUILDING OR ADDITION THERETO SHALL BE ERECT- 
ED, REPAIRED OR SUBSTANTIAL ALTERATION THEREOF MADE, WITHOUT A 
PERMIT THEREFOR; PROVIDING FOR THE REMOVAL OR DESTRUCTION OF ANY 
BUILDING ERECTED, REPAIRED OR ALTERED IN VIOLATION OF THE PROVI- 
SIONS HEREIN, PROVIDING FOR THE CONDEMNATION OF WOODEN BUILDINGS 
WITHIN SAID LIMITS THAT HAVE BECOME OLD AND OUT OF REPAIR; AND PRO- 


PROVISIONS, 


Be It Ordained by the City Council of the 
City of Ames, Iowa: 


Section 1. That the following fire limits are 
hereby established within the City of Ames, 
Iowa: 


District No. 1. Beginning at the intersection 
of the east line of Duff Avenue with the north 
line of Fifth Street, and running east along the 
north line of Fifth Street to the southeast cor- 
ner of Lot 1, Block 1, of Johnson's Addition in 
the City of Ames, Iowa thenee north 141 feet 
to the northwest corner of the southeast quarter 
of the southeast quarter of Section 4-83-24, 
thence east to the east line of Section 4-83-24: 
thence south to the north line of Lincoln Way: 
thence east along the north line of Lincoln Way 
to the east line of Duff Avenue; thenee north 
along the east line of Duff Avenue to the point 
of beginning. 


District No. 2. The south 120 feet of Blocks 7, 
$, and 9 of the Original Town of Ames, Iowa; 
the south 100 feet of the east half of Block 19, 
Blairs Addition to Ames, Iowa; and all the ter- 
ritory lying between the south line of Fifth 
‘Street and the north line of Lincoln Way, and 
extending from the west line of Duff Avenue 
to the east line of Grand Avenue, (excepting 
the west 25 feet of Lot 3, Block 45 of Third 
Addition to Ames, Iowa). 


District No. 3. Lot 5 of Triangle Addition to 
Ames, Iowa; Lots 3 and 4 of Block 29, College 
Park Addition Second North, in Ames, Iowa: 
all of Blocks 1 and 4 and Lots 1, 1A, 2, 2A, 3, 
M. 5, 6, 7, 8, 8A, 9, 9A, and 10, of Block 2, 


VIDING PUNISHMENT BY FINE AND IMPRISONMENT FOR 


VIOLATION OF ITS 


and Lots 1 and 12 of Block 5, all in College 
Park Addition to Ames, lowa; all of the right 
of way of the Fort Dodge, Des Moines & South- 
ern Railway between the west line of Grand 
Avenue and the east line of Elm Avenue, (if 
extended) ; all of the right of way of the Chieago 
& North Western Railway lying between the 
west line of Grand Avenue and a line running 
from the northeast corner of Lot 1, Block 5 of 
College Park Addition to Ames, Iowa, to the 
northwest corner of Lot 6, Block 29 of College 
Park Addition Second North in Ames, Iowa. 


District No. 4. All of Lots 1 and 2, Block 1, 
and Lots 1, 2, 3 and 4, Block 2, all in Wearth's 
Addition to Ames, lowa; Lots 1, 2, 3, and 4, 
Block ‘‘A’’, and Lots 1, 2, 3, 4, and 6, Block 
“B”, all m Kingsbury's Second Addition to 
Ames, lowa; Lots 1, 2, 3, and 4, Block 2, and 
Lots 1, 2, 3, 4, 5, 9, and 12, Block 1, and Lots 
2, 3, 6, 7, 10, 11, and 14, Block 4, all in Kings- 
bury's Addition to Ames, Iowa ; all of Lot 3 of 
the northwest quarter of the northeast quarter 
of Seetion 11-83-24; the east 280 feet of the 
west 313 feet of the southwest quarter of the 
northeast quarter of Seetion 11-83-24 (exeept 
the north 400 feet thereof). 


District No. 5. Lots 1, 2, 3, 4, 5, 6, and 7, 
Bloek 5, and Lots 1, 2, 3, 4, 5, 6, 7, 11, 12, and 
13, Bloek 1, and Lots 1, 2, 3, 4, 5, and 6 Block 
2, and Lots 1, 2, 3, and 4, Block 3, and Lots 1, 
2,3, 4, 5, and 6, Block 4, all in Blaek's Addition 
to Ames, Iowa; Lots 1, 2, 3, 4, 5, and 6, Block 
“A” of Black's Third Addition to Ames, Iowa; 
the west 208 feet of the east 241 feet of Lot 1 
of the northeast quarter of the northwest quar- 
ter of Section 11-83-24; the west 208 feet of the 
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east 241 feet of the southeast quarter of the 
northwest quarter of Seetion 11-83-24; the north 
180 feet of that part of Lot 3 of the northwest 
quarter of the northwest quarter of Seetion 11- 
83-24 lying east of the right of way of the 
Chicago € North Western Railway. 


District No. 6. All of that tract of land 
bounded on the north by the south line of Lin- 
coln Way, on the west by the west line of the 
property of the State of Iowa, now oceupied by 
the State Highway Commission, on the south 
by the north line of Lot 8 of the northeast quar- 
ter of Section 10-83-24, and on the east by the 
easterly line of the right-of-way of the Chicago 
& North Western Railway; Lots 8 and 9 of the 
northeast quarter of Section 10-83-24; the south 
660 feet of Lot 3 of the northwest quarter of 
Section 11-83-24. 


District No. 7. Lots 5, 6, 7, 9, and 10, Block 
5, and all of Block 4, and Lots 9, 10, 11, 12, 17, 
18, 19, 20, 21, 22, and 23, Block 3, all in Audit- 
or’s Plat of Blocks 3, 4, and 5 of Beardshear’s 
Addition and Walter’s Subdivision; the north 
556 feet of Block 1, Beardshear’s Addition to 
Ames, Iowa; the north 556 feet of Lot 1 Park- 
er’s Addition to Ames, Iowa; and all that tract 
of land beginning at the south line of Lincoln 
Way at its intersection with the east line of 
Stanton Avenue, thence south 556 feet alone the 
east line of Stanton Avenue, thence east 344 feet, 
thence north to the south line of the right-of-way 
of the Fort Dodge, Des Moines & Southern Rail- 
way, thence northeasterly alone said right-of- 
way line to the west line of Lynn Avenue, thence 
north along the west line of Lynn Avenue to 
the south line of Lincoln Way, thence west along 
the south line of Lincoln Way to the point of 
beginning. 


District No. 8. Lots 1, 2, 20, and 21, Block 2, 
and Lots 23, 24, 25, 26, and 27, Block 1, all in 
West Ames Addition to Ames, Iowa. 


Section 2. That, within the said described 
limits, no building or structure of any kind 
shall be erected unless its roof shall be made 
of metal, tile, slate, gravel, or such other ma- 
terial as the City Council may in its judgment 
and discretion deem fireproof and non-eom- 
bustible. 


Section 3. That, within the said deseribed 
limits, no building or structure of any kind 
shall be erected unless the outer walls are con- 
structed of brick, iron, stone or conerete and 
under the specifications hereinafter provided. 


Section 4. The footings of the walls of build- 


ings to be erected in the said limits shall be 
not less than twelve inches in thickness, and 
of such width as will give a bearing stress of 
not to exceed a pressure of four thousand 
pounds per square foot. 


Section 5. The minimum thickness of the 
basement walls of buildings erected within the 
said limits shall be as follows: For one, two, 
or three story buildings—sixteen inches; for a 
four story building—twenty inches; for a 
building of more than four stories—such pro- 
portional increase as the City Council may, at 
the time the permit is applied for, order and 
determine. 

The minimum thickness of walls above the: 
basement shall be: For one, two and three story 
buildines—twelve inches; for a four story 
building, for the first and second stories—six- 
teen inches, and for the third and fourth— 
twelve inches; for buildings of more than four 
stories—such propor ional increase as the City 
Council may, at the time the permit is applied‘ 
for, order and determine. 


Section 6. These requirements are intended 
to guide the City Council in passing upon theg 
plans submitted for business buildings. within 
the said limits, and nothing in this ordinance 
shall prevent the City Council from permitting - 
the construction of one story buildings of less’ 
importance with walls of less thickness than 
provided in the preceding section. 


a 


Section 7. Party walls shall be solid and of 
thickness set forth in Section 5, according to 
the height thereof, and shall be carried three 
feet above the roof, forming fire walls of not 
less than eight inches in thickness, and shall 
have copings of tile, or other material which, | 
in the judgment of the City Council, is fire- 
proof. 


| 
Section 8. Shutters, windows and doors 1 
opening upon alleys and upon roofs of build- 
ings immediately adjoining shall be protected. 
by tin or metal eoverings, or double metal. 
shutters and doors. Chimney flues shall be 
lined with fire briek, tile or east iron. 
1 
Section 9. Blind atties, cook lifts, or other 
concealed places of like nature are hereby pro- 
hibited. All joists must be leveled upon brick, | 
iron or steel plates, or such other material as, 
in the judgment of the City Council is fireproof. 


Section 10. Within the said described limits, 
and within such other, further, and additional 
limits as the City Council may hereafter estab- 
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lish, no building or structure, or addition there- 
», Shall be erected or constructed, nor shall any 
building or structure be repaired, altered, re- 
constructed or rebuilt, without there is first 
obtained from the City Couneil a permit there- 
ior. 


Section 11. Any person, firm or corporation 
desiring a building permit shall make written 
application to the City Council describing the 
“location of the proposed building or addition 
“thereto, or the one which is to be repaired, 
‘altered or reconstructed, and in connection 
therewith shall file in the office of the City 
| Manager, a copy of the plans and specifications 
| therefor. 


- Section 12. The Council, at the next regular 
meeting after the filing of the said application, 
"shall consider the same and if it finds that the 
plans and specifications comply with the pro- 
‘visions of this ordinanee, it shall by resolution 
or motion grant the permit. If the said plans 
-and specifications do not in the judgment of 
the City Council comply with the provisions 
of this ordinance, it shall be denied unless the 
applicant shall amend the same to conform 
with the provisions of this ordinance, or with 
the orders and directions of the Council. 


Section 13. Removine any buildine or ad- 
dition thereto into the said described limits, or 
from one part of the said limits to any other 
"part thereof shall be deemed an erection, and 
"the same is prohibited unless a permit therefor 
is obtained from this Council; and the said 
building when moved shall be made to con- 
form to the provisions of this ordinance. 

" 


Section 14. Minor repairs and alterations to 
any building in said limits, not involving par- 
tial rebuilding, may be permitted by the City 
Council, providing that, in the judgment of 
the Council, such repairs and alterations do no! 
increase the fire hazard in that particular loca- 
tion. Repairs and alterations involving an 
expense of more than twenty per cent of the 
‘then value of the said building shall not be 
"deemed minor ones. 


Section 15. Any existing frame or other 
building within the said limits, which does not 
comply with the provisions of this ordinance, 
which may be damaged by fire, wind, decay or 
ether eauses to an amount greater than fifty 
per cent of its value, exclusive of its founda- 
tion, shall not be repaired or rebuilt, but the 
same shall be removed or demolished. 
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Section 16. Any wooden building within the 
said limits or within the limits which may 
hereafter be established, which becomes old and 
out of repair, shall be deemed and is hereby 
declared to be a fire hazard and nuisance, and 
the City Council may, upon reasonable notice 
to the owner thereof, condemn it and order it 
removed or demolished. 


Section 17. Any person, firm or corporation 
violating any of the provisions of this ordin- 
ance, or who, having obtained a permit for the 
erection or repair of a building, shall erect it 
or repair it contrary to and in violation of the 
terms of the permit or the plans approved, shall 
be deemed guilty of a misdemeanor, and upon 
conviction thereof shall be fined a sum not 
exceeding one hundred dollars and costs, and 
shall be committed to the city or county jail 
until such fine and costs are paid, not exceed- 
ing thirty days; or without such fine, imprison- 
ment may be imposed not exceeding thirty days. 


Section 18. Any building, or addition there- 
to, erected within the said limits, or repaired or 
altered in violation of the provisions of this 
ordinance, or erected, repaired or altered with- 
out the said building permit having been first 
obtained, shall be subject to removal or destrue- 
tion upon the order of this Couneil; and the 
owner of such building shall pay the costs and 
expense of such removal or destruction, the 
same to be especially assessed against the real 
estate upon which the said building is located, 
or the same may be collected by action in court. 


Section 19. All ordinances or parts of ordin- 
ances in conflict herewith are hereby repealed. 
Such repeal, however, shall not exempt from 
prosecution any person guilty of violating any 
provisions of such repealed ordinances, nor 
shall it exempt buildings erected or repaired 
in violation of such ordinances from removal 
or destruction, upon orders of the City Coun- 
eil. 


Section 20. This ordinance shall be in full 
force and effect upon its passage and publica- 
tion as provided by law. 


Passed the 8th day of March, 1943, 
H. B. Manning, Mayor 


Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa, 
1943.” 
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ORDINANCE NO. 588 


AN ORDINANCE REGULATING THE USE, HANDLING, STORAGE AND SALE OF 

© FLAMMABLE LIQUIDS AND PRODUCTS THEREOF, THE ISSUANCE OF PERMITS 
THEREFOR, AND PROVIDING FOR THE INSPECTION OF STORAGE FACILITIES 
AND PREMISES UPON WHICH SAID STORAGE FACILITIES ARE LOCATED, AND 
PROVIDING PENALTIES FOR A VIOLATION OF SAID ORDINANCE. 


| Be It Ordained by the City Council of the 
- City of Ames, Iowa: 


CHAPTER I — GENERAL 


Section 1. Application to new and existing 
P installations. This ordinance shall apply to 
— all plants, stores, equipment and installations, 
| storing, handling or using flammable liquids. 
- either existing prior to the effective date of 
- this ordinance or constructed or put in place 

subsequent thereto, except as provided in Sec- 
- tion 10 hereof. All persons, firms, and cor- 
- porations storing, handling, or using flammable 
— liquids within the corporate limits of the City 
- of Ames, Iowa shall be governed by this ordin- 
- ance whether or not specifically named in the 
' ordinance. 


Section 2. Classification of flammable liquids. 


(a) For the purpose of this ordinance, flam- 
- mable liquids are divided into three classes, 
according to the flash point, as follows: 


- Class I. Liquids with flash point below 25 
degrees Fahrenheit (-4 degrees centigrade) 
closed cup tester. 


Class Il. Liquids with flash point above that 
for Class I and below 70 degrees Fahrenheit 
(21 degrees Centigrade) closed cup tester. 


- Class HI. Liquids with flash point above 

that for Class II and below 200 degrees Fah- 
renheit (93% degrees Centigrade) closed cup 
tester. 


(b) The flash point shall be determined 
- with the Elliott, Abel, Abel-Pensky, or the Tag 
closed cup testers, but the Tag closed cup tester 
shall be authoritative in case of dispute. All 
tests shall be made in accordance with the 
methods adopted by the American Society for 
Testing Materials and approved by the Ameri- 
can Standards Association. 

(e) Representative examples of the classes 
- of Flammable Liquids are: 
- CLASS I 
Ether 
Carbon bisulphide 


Gasoline 
Naptha 
Benzol 
Collodion 
Acetone 
CLASS II 
Alcohol 
Amyl acetate 
Toluol 
Ethyl acetate 
Methyl acetate 
CLASS III 
Kerosene 
Amyl alcohol 
Turpentine 
Fuel oil 


Section 3. Manutactured liquid commodities 
included. Any manufactured liquid or fluid 
commodity, such as paint, varnish, dryer, clean- 
ing solution, and polishing liquid which con- 
tains flammable liquids shall be considered a 
flammable liquid and shall be classed by See- 
tion 2 according to the flash point of the mix- 
ture. 


Section 4. Definitions. For the purpose of 
interpreting this ordinance the following 
words, terms and expressions are hereby de- 
fined : 

(a) Container. A container shall be any 
ean, bucket, barrel, tank or other vessel, except 
stationary or fixed tanks, tank wagons and tank 
cars, in which flammable liquids or mixtures 
are stored or kept. 


(b) Permit. A permit is the written author- 
ity of the City Manager, or his authorized 
agent, issued pursuant to the requirements of 
this ordinance for the manufacture, storage, 
sale, or use of any finished or unfinished pro- 
duct or article covered by this ordinance or any 
material entering into the composition thereof. 

(e) Retail Store. By retail store shall be 


meant a store or other building in which flam- 
mable liquids are sold direct to consumers. 


(d) Jobber. By jobber shall be meant a 
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person, firm or corporation selling flammable 
liquids at wholesale. 


(e) Paint Store. By a paint store shall be 
meant a store or building in which are stored, 
handled and sold at retail, paints, varnishes, 
oils and flammable liquids, alone or with the 
appurtenances necessary to such material. 


(f) Painter. By a painter shall be meant a 
person, firm, or corporation handling and mix- 
ing paints, varnishes, oils and other flammable 
liquids to be used by himself or his employees 
on premises other than those controlled by him. 


(e) Manufacturing Plant. By manufactur- 
ing plant is meant any factory or establishment 
in which people are employed in the handling, 
in process or manufacture, of flammable li- 
quids in other than original sealed containers, 
in mixing or compounding of flammable liquids 
or in the using of a flammable liquid in the 
manufacture of production of any article. When 
the use, storing or handling of flammable 
liquids in such a manner as to permit the escape 
of flammable vapor is entirely within fire- 
resistive rooms with no openings to any other 
part of the building and with windows equip- 
ped with wired glass and metallic frames and 
arranged to close automatically in case of fire, 
the remainder of the building shall not be 


included under the term ‘‘Manufacturing 
Flant.’’ 
(h) Storehouse. By a storehouse is meant a 


building other than a retail store where flam- 
mable liquids are stored in quantity for future 
sale. 


(1) City Council. The duly elected Council 
of the City of Ames, lowa. 


(3) City Manager. 
Manager of Ames, 
representative. 

(k) Frame Building. A frame building 
means any buildine in which the exterior or 
party walls are wholly or partly of wood. 


The duly appointed City 
lowa, or his authorized 


Section 5. Permits required. Except as 
specified in Section 6 of this ordinance, a per- 
mit shall be obtained: 


(a) For the storage or handling of a total 
quantity of Class I liquids in excess of two (2) 
gallons in any building or portion of a building 
used as a dwelling, and in excess of six (6) 
gallons in any other building, and in excess 
of ten (10) gallons outside any building. 


(b) For the storage or handling of a total 
quantity of Class II liquids in excess of five 


(5) gallons in any building or portion of a 


building used as a dwelling, and in exeess of 


10 gallons in any other building, and in excess | 


of twenty-five (25) gallons outside any build- 
ing. 


(c) For storage in excess of two gallons in 
all buildings used for public assembly. 


Section 6. Owner or agent may use certain 
flammable liquids without permit. Unless a 
storage of quantities in excess of those given 


in Section 5 is to be maintained for at least 
thirty days, nothing in this ordinance shall 


require an owner or occupant or his agent to 
obtain a permit for the use of, nor does it pro- 
hibit the use by him, of paints, oils, varnishes 
and similar flammable mixtures or of motor 
vehicle fuel in closed containers attached to 
said vehicle and intended for use in the motor 
of such vehicle. 


Section 7. Application for permit and in- 
spections. All applications for permits to sell 
or store flammable liquids in excess of the 
amounts specified in Section 5, shall be made 
in writing to the City Manager on the standard 
form of the City and shall contain the follow- 
ing information: 


1. Name and address of applicant 

2. Business of the applicant 

3. Location of the premises 

4. Location of storage on the premises 

5. Maximum quantity of each class of liquid 
with deseription of containers. 


6. Protection to be maintained to prevent 
possible fire and explosion. 
The City Manager shall forthwith cause an 
inspection to be made of the premises pro- 
posed to be used for such sale or storage, and 
the means of distribution. 


Section 8. Permit. If, after inspection of 
the premises, the conditions, surroundings and 
arrangements are found to be such that the 
requirements of this ordinance are fulfilled, he 
shall issue a permit therefor. 


Section 9. Inspection required before in- 
stallation is covered. When it is proposed to 
install covered storage of flammable liquids 
an application for a permit, as required by See- 
tion 5 and 7, shall be made. Before such stor- 
age is covered, a written request for inspection 
shall be submitted to the City Manager. The 
City Manager shall make an inspection within 
forty-eight (48) hours from the receipt of such 
request and after inspection shall give his writ- 


-ten approval or disapproval thereof, indicating 
thereby that the terms of this ordinance have 
- been met or wherein such construction fails to 
- meet the terms of this ordinance. 


. Section 10. Exceptions. (a) This ordinance 
— shall apply in all parts to all flammable liquids 
- of Class I, Class II, and Class III dispensed or 
stored within the corporate limits of the City 
of Ames, lowa, except that the following pro- 
visions shall not apply to underground or 

above-ground storage tanks of five-hundred 
- (500) gallons or greater capacity which are 
permanently installed on the date of the pass- 
age of this ordinance. 


Underground Storage Tanks—See. 31 
par. (a), and See. 36 par’s. (a) (b) and (e) 


Above-ground Storage Tanks—Sec. 32 
par’s. (a) (b) and (e), See. 37, and Sec. 
40 par. (b) 


(b) The requirements of Seetions 12, 13, 14, 
15, 16, 17, 18, 19, 20, 21, 24, 25, 26, 27, 28, and 
29 shall specifically apply to jobbing plants, 
storehouses, retail stores, and paint and oil 
- stores, and shall generally apply to the stor- 
- age, use and handling of flammable liquids 
elsewhere. 


CHAPTER IT 


GENERAL REQUIREMENTS FOR THE STORAGE, USE 


AND HANDLING OF FLAMMABLE LIQUIDS 


Section 11. Class I and II liquids prohibited 
in plaees of publie assembly. No Class I nor 
Class H liquids shall be kept or stored in any 
room used for publie assembly in any school 
house, religious, amusement or other building 
used for public assembly, except in laboratories 
used for experimental purposes. 


Section 12. Storage of Class I and II liquids 
near exits, etc. No Class I or Class II liquids 
| may be stored within ten (10) feet of any stair- 
- way, elevator or exit except in sealed contain- 
ers or when stored in a space separated from 
- the stairway, elevator or exit by a fire-resistive 
partition. 


Section 18. Two exits required in stores and 
plants. In all stores and in all jobbers and 
manufacturing plants in which flammable 
liquids are stored at least two (2) exits shall be 
_ provided one of which shall be remote from 
the storage. 


Section 14. Handling limited in buildings 
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oceupied by families. The mixing, storing, or 
handling of flammable liquids of Class I and 
Il in open containers, is prohibited in any store, 
in any building housing more than two fami- 
lies or in a frame building housing more than 
one family, provided that this shall not apply 
to drug stores where flammable liquids are used 
in making and compounding medicines and 
preseriptions. 


Section 15. Distriets. In order to minimize 
the hazards of the handling and storing flam- 
mable liquids, the following distriets within the 
city are hereby ereated and the regulations 
herein set forth shall apply to the handling and 
storage of all flammable liquids in such dis- 
triets. 

(a) District ““IL”” 


Lot 6, Block 8, Duff’s Highland Park Addi- 
tion; the west 100 feet of Lots 9 and 10, Block 
1, Lee’s Addition; the west 90 feet of the east 
l5 of Lot 7, Block 5, Duff's Addition; Lot 9, 
Bloek 4, Lee's Addition; the north 90 feet of 
Lot 1, Block 16, College Park Addition; Blocks 
38 and 40 of Second Addition; that part of the 
southwest quarter (SW1A4) of the southeast 
quarter (SE14), Section 2, Township 83, Range 
24. lying east of Carroll Avenue, south of Fifth 
Street and north of the Chicago & North West- 
ern Railway; Blocks 10, 11, 12, 13, 14, and 
15, and the south 120 feet of Blocks 7, 8, and 
9, all in the Original Town of Ames; Block 17, 
and Lots 4, 5, 6, 7, 8, and 9, Block 19 of Blair's 
Addition; Lot 3, Block 45 (except the west 25 
feet thereof), and Blocks 46 and 47, all in Third 
Addition; Lots 3 and 4, Block 29, College Park 
Addition Second North; Blocks 1, 2, and 4, 
and Lots 1 and 12, Block 5, and Lots 1 and 2, 
Block 3, and the south 72 feet of Lot 7, Block 
6, all in College Park Addition; Lot 1 in north- 
east quarter (NE14) of northeast quarter 
(NE14) of Section 10, Township 83, Range 24, 
Lot 4 in northwest quarter (NW14) of north- 
west quarter (NW14) of Section 11, Township 
83, Range 24; Lots 1, 2, 3, 4, and 5, Block ““A””, 
Black’s Third Addition; Lots 1 and 6, Block 
4, and the north 60 feet of Lot 1, and the north 
60 feet of the east 10 feet of Lot 2, Block 3, 
and Lots 1, 2, 7, 11, 12, and 13, Block 1; and 
Lots 5, 6, and 7, Block 5, all in Black’s Addi- 
tion; Lots 1 and 2, Loekwood’s Addition; all 
of Ames Grain and Coal Addition; that land 
lying between the west line of Lot 13, Lock- 
wood’s Addition, and Kellogg Avenue; Block 
49, and Lot 1 of Block 48, Fourth Addition; 
Lots 3, 4, 5, 8, 9, and 12 Kingsbury’s Addition; 
Lots 1 and 2, Block ‘‘B’’ and Lots 2 and 3, 
Block “A”, of Kingsbury’s Second Addition; 
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Lot 2, Block 1, and Lot 1, Block 2 of Wearth’s 
Addition; Blocks 15 and 18, and Lots 1, 2, 3, 
4, 5, 6, 7, 8, 9, and 10, Block 16, Borne’s Addi- 
tion; the west 2 acres of the south 10 acres 
of the southeast quarter (SEI) of the south- 
cast quarter (SEY,), Section 2, Township 83, 
Range 24; that part of the southeast quarter 
(SEM) of the Southeast Quarter (SEY4), Sec- 
tion 2, Township 83, Range 24, lying between 
the Chicago € North Western Railway and Hast 
Second Street, and extending 575 feet east 
from the east line of Borne Avenue; Lot 3 in 
northwest quarter (NW1/) of the northeast 
quarter (NE), Section 11, Township 83, 
Range 24; the south 60 feet of the east 240 feet 
of the west 273 feet of the southwest quarter 
(SW14) of the northeast quarter (NEA), 
Seetion 11, Township 83, Range 24; all of the 
right-of-way of the Chicago & North Western 
Railway extending from a point 745 feet west 
of the east corporation line of the City of 
Ames to a line running from the northeast cor- 
ner of Lot 1, Block 5, College Park Addition 
to the Northwest corner of Lot 6, Block 29, 
of College Park Addition Second North; all of 
the right-of-way of the Fort Dodge, Des Moines 
and Southern Railway between the west line 
of Grand Avenue and the west line of Oak 
Avenue, (if extended); that part of Lots 2, 5 
and 24, Parker’s Addition, lying north of the 
Fort Dodge, Des Moines and Southern Railway ; 
Lot 3 and the north 70 feet of Lot 2, Riverside 
Addition; the north 180 feet of Lot 1, Parker’s 
Addition: Lots 1, 2, 3, 4, 5, and 14, Block 1, 
Beardshear’s Addition; all of Block 4, and 
Lots 5, 6, 7, 8, 9, and 10, Block 5, of Auditor’s 
Plat of Blocks 3, 4, and 5, Beardshear’s Addi- 
tion and Walter’s Subdivision; the east Ya of 
Lots 1 and 2, Block 1, Lee and Little’s Addi- 
tion; the north 26 feet of Lot 3, Block 1, Lee’s 
Subdivision in northwest quarter (NW!A4) of 
northwest quarter (NW14), Section 9, Town- 
ship 83, Range 24; Sublot 10 of Lot 13 of west 
half (W) of southwest quarter (SW14), 
Section 4, Township 83, Range 24; the south 
50 feet of the east 140 feet of Lot 2 of Otis, 
Illsley and Parson's Subdivision of Lot 4 and 
part of Lot 5 of west half (W114) of southwest 
quarter (SW14), Section 4, Township 83. 
Range 24; Lot 9 and the east 65 feet of Lot 
10 of Otis, Illsley and Parson’s Subdivision of 
Lot 4 and part of Lot 5, of west half (WY$) 
of southwest quarter (SW14), Section 4, Town- 
ship 83, Range 24; the east 50 feet of the south 
15 feet of Lot 19, Stanley's Subdivision of Lot 
6, of west half (WY$) of southwest quarter 
(SW!4), Section 4, Township 83, Range 24; 
the west 50 feet, and the north 68 feet of the 


east 50 feet of the west 100 feet, of Lot 1, 

Athletie Park Addition; the north 102.2 feet 
of Lot 8, Athletie Park Addition; the east 62.4 
feet of Lot 8, Woodland Park Addition; Lots 
1, 2, 20, and 21, of Block 2, and Lots 23, 24, 
25, 26, and 27 of Block 1, West Ames Addition. 


(b) District “R” 


All other land located within the corporate 
limits of the City of Ames, Iowa and not in- 
cluded as a part and parcel of Distriet “IL”. 


Section 16. Storage inside buildings in dis- 
trict “IL”, The storage of flammable liquids 
inside all buildings within District ‘‘IL’’ shall 
be as follows: 


(a) In frame buildings: 
Class I and Class Il—Storage pro- 
hibited. 


Class III—Maximum limit of any tank 
or container 60 gallons, except as pro- 
vided in Section 40. 


(b) 


In other than frame buildings: 


Class I—In sealed containers or safety 
cans of not more than one (1) gallon 
capacity, and not exceeding a total of 
ten (10) gallons. 


Class II—In sealed containers or safe- 
ty cans of not more than five (5) gallons 
capacity and in barrels, drums, or tanks 
of not more than sixty (60) gallons 
capacity. (Total quantity stored in this 
manner unlimited, ) 


Class III—In sealed containers of not 
more than five (5) gallons capacity, in - 
barrels, and drums and in tanks, not 
exceeding one hundred twenty (120) 
vallons capacity, except as permitted in 
Section 40, (Total quantity stored in 
this manner unlimited.) 


(e) provided that in a special storage room 
or fire-resistive building, conforming to re- 
quirements given in Seetion 18, and unlimited 
quantity of all flammable liquids exeept Class 
I, may be maintained therein. 


Section 17. Storage inside buildings in dis- 
trict “R”. The storage of flammable liquids 
inside all buildings within District “R” shall 


be as follows: 
(a) In frame buildings: | 


Class I—In sealed containers or safety 
eans of not more than one (1) gallon 


THE ORDINANCES OF THE Crry OF Ames, Lowa, 1943 90 


eapaeity, and not exceeding a total of 
ten (10) gallons. 


Class HI—In sealed containers of not 
more than five (5) gallons eapaeity and 
in barrels, drums, or tanks not exceeding 
sixty (60) gallons capacity. (Total 
quantity stored in this manner unlimit- 


ed.) 


Class IHHI—In sealed containers not 
exceeding five (5) gallons capacity, in 
barrels, drums, or tanks not exceeding 
one hundred twenty (120) gallons capa- 
city, except as permitted in Section 40. 
(Total quantity stored in this manner 
unhmited.) 


(b) Im other than frame buildings: 


Class I—Not exceeding fifty (50) gal- 
lons in sealed containers or safety cans 
of not more than one (1) gallon capacity. 


Class II—In sealed containers or safe- 
ty cans of not more than five (5) gallons 
capacity, in drums and barrels and in 
tanks not exceeding one hundred twen- 
ty (120) gallons capacity. (Total quanti- 
ty stored in this manner unlimited.) 


Class III—In sealed containers, drums, 
barrels, and tanks not exceeding two 
hundred forty (240) gallons capacity, 
except as permitted in Section 40. (Total 
quantity stored in this manner unlimit- 


ed.) 


Section 18. Special storage rooms or build- 
ings. (a) Special rooms or buildings for the 
storage of flammable liquids and the handling 
and use of flammable liquids shall, where re- 


constructed in such manner as to afford not 
- less than one hour fire protection when tested 
in accordance with the standard fire test of 
_ the National Board of Fire Underwriters ( Ap- 
. pendix € of Building Code, The National Board 
— of Fire Underwriters, Fifth Edition, 1934). 


- (b) The following types of construction 
wil be acceptable as meeting this require- 
- ment: 


(1) Walls carried continuously from floor to 
ceiling and securely anchored if constructed of 
- four (4) inches of reinforced concrete; metal 
lath encased in solid cement or gypsum plast- 
er not less than 214 inches thick; gypsum or 
cement plaster at least 34 inch thick on metal 
lath on each side of stud partitions or 8 inch 


quired by other sections of this ordinance, be. 


tile, gypsum or concrete blocks covered with 14 
inch cement plaster on each side. 


(2) Ceilings shall be of construction equiva- 
lent to not less than 34 inch of cement or gyp- 
sum plaster on metal lath. 

(3) 
over 

(4) Windows shall be of wired glass in 
metallic sash and frames. 


Floor surface may be of wood if laid 
non-combustible material. 


(5) Doors opening to other rooms or build- 
ings shall be provided with non-combustible 
sills raised 6 inches. Such openings shall be 
protected with incombustible fire doors of the 
automatic or self-closing type. 

Proper room ventilation shall be provided. 


| 

Section 19. Containers for storage of Class 
I liquids. Except where kept in sealed con- 
tainers, Class I liquids shall be kept in storage 
tanks underground or outside the building and 
no discharge system shall have an outlet inside 
the building unless in a special room in ac- 
cordance with Section 18 of this ordinance. 
Safety cans of not over 10 gallons capacity may 
be used in any part of buildings, except that if 
over one gallon capacity, they shall be kept 
and used in special rooms in accordance with 
Section 18. 


Section 20. Containers for storage of Class 
II liquids. No receptacle containing Class II 
liquids and over five gallons capacity may be 
used to fill other containers and appliances un- 
less outside the building or in a special room 
in accordance with Section 18. 


Section 21. Exposed windows must have 
wired glass. Any building other than a frame 
building, within the limits of District “IL”, 
containing more than 500 gallons of flammable 
liquids in other than sealed containers and 
within 50 feet of any other building, shall have 
all windows in side and rear walls and above 
first floor on street fronts provided with wired 
olass in metalic sash and frame. 


Section 22. Manufacturing plants prohibited 
in buildings oceupied as dwellings. No manu- 
facturing plant shall be located in any build- 
ing used as a dwelling for more than one family 
unless all Class I liquids are kept in safety 
cans not exceeding one quart in capacity or in 
outside storage tanks with no discharge inside 
the building. 


Section 23. Kettles, vats, etc. Kettles, vats, 
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saturators, and other vessels used in manufac- 
turing processes, and containing more than five 
gallons of flammable liquid, shall not be locat- 
ed within five feet of combustible material nor 
within five feet of any exit, unless two or more 
exits are provided. and all combustible floor 
thereunder within a radius of ten feet shall 
be protected with non-combustible covering. 
All kettles and other open vessels shall be pro- 
vided with substantial covers arranged to close 
automatically in case of fire or which can be 
easily and readily placed in position or pro- 
vided with an automatie extinguishing device. 


Section 24. Ventilation. Rooms in which 
Class I and II liquids are used in open vats, 
pans or other vessels, or in which Classes I, 
II, and III liquids are heated or otherwise 
treated in such manner as to produce flam- 
mable vapor, shall be well ventilated. Where 
natural ventilation is not sufficient the City 
Manager may require forced ventilation with 
a vent opening of at least 20 square inches in 
the wall at the floor level near each open 
receptacle containing such liquids, or each 
heating device from which vapors may escape, 
and opposite to any door or other air inlet. 
Such openings shall be covered with 2x2 mesh 
No. 16 galvanized wire web and shall be kept 
clear of all obstructions. From each vent open- 
ing a flue of at least 20 square inches area and 
of non-combustible materials, built into the 
wall or floor or securely fastened thereto and 
so arranged as not to be subject to mechanical 
injury, shall conduct to and through a spark- 
less exhaust fan, to be run continuously, and 
which shall be of sufficient size to change the 
air in the room completely every five minutes. 
All discharge outlets of vent pipes shall be 
provided with 12x12 mesh or equivalent non- 
corrodible wire sereen and shall be so located 
that they will not expose surrounding pro- 
perty . Any other equivalent system of venti- 
lation may be used. 


Section 25. Extinguishers required. Where 
flammable liquids are kept, (except in sealed 
containers) used, or handled, a quantity of 
loose non-combustible absorbents, such as dry 
sand or ashes, together with pails or scoops and 
chemical extinguishers or other extinguishing 
devices or materials shall be provided in such 
quantities and be available in sueh locations 
as may be directed by the City Manager. 


Section 26. Storage of barrels and drums 
limited. Within the limits of Distriet “IL” 
barrels and drums containing Class I, II, or 
IJI liquids stored outside any building shall 
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not be piled upon each other nor stored in a 
passageway or beneath any window and no open 
lights shall be permitted in any such storage 
yard. 


Section 27. Drums and barrels must be kept 
elosed. Drums or barrels for flammable liquids 
shall have caps, plugs and bungs replaced im- | 
mediately after package is emptied. 


Section 28. Smoking prohibited. In all 
rooms or parts of buildings which contain 
flammable liquids in open containers or in 
which the vapors from flammable liquids are 
present, or in which flammable liquids are used 
in any manufacturing process, the carrying of 
matches is prohibited, and smoking shall be a 
misdemeanor. Suitable signs lettered '*Smok- 
ing Prohibited’’ shall be displayed. 


Section 29. Lighting shall be by electricity. 
Flammable liquids shall not be drawn nor 
handled in the presence of open flame or fire, 


but may be drawn and handled when lighting ° 

is by incandescent electric lamps. | 

l 

CHAPTER III l 

STORAGE TANKS—CAPACITY, LOCATION AND | 
RESTRICTIONS 


ines. Except as otherwise provided in this . 
ordinance the storage of flammable liquids shal! 
be outside buildings, in underground tanks or 
above ground tanks; except that the storage | 
in tanks above ground and outside buildings 
is prohibited within the limits of District **IL””. 


Section 30. Storage must be outside build- 
| 
| 


Section 31. Underground storage limited. 
(a) Tanks buried underground shall have the 
top of the tank not less than 2 feet below the 
surface of the ground and below the level of | 
any piping to which the tanks may be con- 
nected, except that, in lieu of the 2 foot cover, 
tanks may be buried under 12 inches of earth 
and a cover of reinforced concrete at least 
5 inches in thickness and same shall extend 
at least one foot beyond the outline of 
the tank in all directions; the concrete cover | 
to be placed on a firm well-tamped earth 
foundation. Where necessary to prevent float- 
ing, tanks shall be seeurely anchored or weight- 
ed. Where a tank cannot be entirely buried, 
it shall be covered over with earth to a depth 
of at least 2 feet with a slope on all sides not 
steeper than 11% feet horizontal to 1 foot 
vertical, | | 


(b) The limit of storage permitted shall 
depend upon the location of the tank with 
respect to the building to be supplied and ad- 
jacent buildings as follows: 


MAXIMUM CAPACITY OF TANKS FOR 
UNDERGROUND STORAGE 


LOCATION MAXIMUM ALLOW ABLE STORAGE 
IN GALLONS 


If top of tank is lower than Class I, II, and Class IlI 


all floors, basements, cel- IT Under 100° Above 
lars, or pit of all buildings. F. Flash 100° F. 
Point Flash 
Point 
(a) Within radius of 50’ Unlimited Unlimited 
- (b) Within radius of 40’ 50,000 500,000 
(e) Within radius of 30° 20,000 200,000 
- (d) Within radius of 25’ 15,000 150,000 
- (e) Within radius of 20° 5,000 100,000 
(f) Within radius of 10’ 2,000 75,000 
(e) If within 10’ of any 
building and the top 
- of the tank is above 
|. the lowest floor, base- 
ment, cellar or pit 
of building 550 50,000 


(h) Tank located beneath a building shall be 
_ below all portions of that building and is limit- 
- ed in capacity only in respect to other build- 
- ings as given above under (a) to (g). 


Section 32. Capacity and location of above 
ground tanks. (a) Above ground storage tanks 
- for Class I, II, and III liquids located inside 

- ihe limits of District ‘‘R’’ shall not be placed 

nearer to adjoining property or to the nearest 

- building than the minimum distances specified 
in Table I. 


TABLE I 


MINIMUM DISTANCE OF OUTSIDE ABOVE GROUND 
| TANKS FOR CLASS I, H AND III LIQUIDS TO LINE OF 
- ADJOINING PROPERTY OR TO NEAREST BUILDING, 


Minimum distanee to 


Capacity of Tank in line of adjoining pro- 


4 Gallons perty or nearest 

P building 

li 0- 1,000 5 feet 
1,001- 3,000 10 feet 
3,001-21,000 20 feet 
21,001-31,000 30 feet 
31,001-45,000 40 feet 


" (b) At marketing stations and elsewhere, 
truck loading racks shall be separated from 
_ tanks, warehouses, and other plant buildings by 
distances at least equivalent to those specified in 
Table 1. 
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(e) The minimum distanees between above 
ground storage tanks shall be in accordance with 
the following table: 


TABLE II 


MINIMUM DISTANCES BETWEEN ABOVE GROUND 
STORAGE TANKS CLASS I, Il, AND III LIQUIDS. 


Capacity of Tank (or of the Minimum 
larger of two tanks between Distance 
which distance is to be measured ) Between 
(Gallons) Tanks 
18,000 or less 3 feet 
18,001 to 24,000 5 feet 
24.001 to 48,000 10 feet 
48,001 to 75,000 13 feet 
75,001 to 100,000 15 feet 


Over 100,000 a distance equal to the dia- 
meter (or the greatest horizontal dimension 
of the tank if not cylindrical) of the tank 
or of the larger of the two tanks between 
which distance is to be measured. 


Section 33. Openings in above ground tanks. 
Each above ground tank, inside or outside a 
building, over 300 gallons in capacity shall have 
a breather or vent opening (excepting safety 
valves) which opening shall be completely cov- 
ered with a 40x40 mesh non-corrodible wire 
screen or other approved flame arrester. The 
screens on openings may be removable but 
shall be kept normally firmly attached. The 
covers for manholes, handholes and gauge 
holes shall be made tight fitting. 


Section 34. Emergency relief of excessive 
internal pressure. (a) All above ground tanks 
used for the storage of Class I, II, or III liquids 
shall have some form of relief for preventing 
the development of excessive internal pressure 
in ease of fire surrounding the tank. This may 
take the form of either a weak seam in the 
top or at the joint between the top and the 
shell of the tank, or some other adequate form 
of emergency relief construction. 


(b) Vertical tanks with cone roofs having 
a slope of less than 214 inches in 12 inches 
where the strength of the joint between the 
roof and the shell is no greater than the weak- 
est vertical joint in the shell shall require no 
other form of emergency relief construction. 


(e) Cone roof vertical tanks not provided 
with a weak seam of approved design and flat 
roof vertical and horizontal tanks shall be 
provided with vent openings not less in area 
than those specified in Table 3. 
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TABLE III 


FREE EMERGENCY, RELIEF OPENINGS REQUIRED TO 
RELIEVE EXCESSIVE INTERNAL PRESSURES IN ABOVE 
GROUND TANKS FOR 'THE STORAGE OF CLASS I, II, 
AND II LIQUIDS. 


Area of Free Opening in 
square inches (unobstruet- 
ed by valves, dises, ete.) 
required 


Capacity of Tank 
in gallons 


Flat root 


Cove roof vertical & 


Vertical horizontal 
Tanks Tanks 
0- 1,000 gals. 12 5 
1,001- 4,000 gals. 35 11 
4,001-18,000 gals. 71 24 
18,001-25,000 gals. 82 28 
25,001-56,000 gals. 127 41 


Section 35. Above ground tanks labeled. 
Above ground tanks for Class I and II liquids 
shall have painted conspicuously in letters at 
least 2 inches high, the wording, ‘‘ Flammable 
—Keep Fire Away.’’ 


Section 36. Material of underground tanks. 
(a) Tanks shall be constructed of Open Hearth 
steel or of wrought iron of a thickness not less 
than that specified in Table 4. For liquids 
heavier than 35? A.P.L, tanks may be of con- 
erete construction of equal streneth to that 
specified for metal in Table 4. 


TABLE IV 


UNDERGROUND AND ENCLOSED STORAGE TANKS. 


Minimum thiekness of material 


Capaeity Gauge 
(Gallons) (U. S. Lbs. per 
Standard) sq. ft. 
to 285 16 2.50 
286 to 560 14 8.125 
561 to 1,100 12 4.375 
1,101 to 4,000 7 7.50 
4.001 to 12,000 14 inch 10.00 
12,001 to 20,000 5/16 inch 12.50 
20,001 to 30,000 3% inch 15.00 


For tanks of 1,100 gallons or more a toler- 
ance of 10 percent in capacity shall be al- 
lowed. 


(b) All material lighter than No. 7 U. S. 
Standard gauge shall be galvanized. 

(e) For Class III liquids, if adequate in- 
ternal bracing is provided, tanks from 12,001 


to 30,000 gallons capacity may be built of steel 
plate Y, inch thick. 


(d) All joints shall be riveted and caulked, 
brazed, welded or made tight by some equally 
satisfactory process. All connections shall be 
made through the top of the tank above the 
liquid level. 


(e) With the approval of the City Manager, 
tanks of copper or other suitable material may 
be used if after the necessary handling incident 
to installation they are equivalent in strength, 
rigidity, durability and tightness to the steel 
or iron tanks deseribed above. 


Section 37. Material of above ground tanks. 
(a) Tanks (ineluding tops) shall be construet- 
ed throughout of Open Hearth steel or of 
wrought iron of a thickness in accordance with 
the following requirements. No open tank 
shall be used. For liquids of 35° A.P.L or 
heavier, tanks may be of concrete construction 
equal in strength to that specified for metal 
tanks of the same capacity. 


(b) Horizontal or Vertical Tanks not over 
1,100 capacity: 


Capacity Minimum thickness | 
(Gallons) of material 

lto 60 18 gauge (U.S. Std.) 
61to 350 16 gauge (U.S. Std.) 


Jolto 560 
561 to 1,100 


14 gauge (U.S. Std.) 
12 gauge (U.S. Std.) 


(c): Horizontal tanks over 1,100 gallons 
capacity: 


(1) Tanks having a diameter of not over 6 | 
feet shall be made of at least 3/16-inch steel. 
Tanks having a diameter of over 6 feet and less 
than 111% feet shall be made of at least 14 
inch steel. 


(2) Joints shall be riveted and caulked, 
riveted and welded, or welded. Tank heads 
over 6 feet in diameter shall be dished, stayed 
or braced, Tanks shall be provided with emer- 
veney relief openings meeting the requirements 
of Section 34, 


(d) Vertical tanks over 1,100 gallons capa- 
city: 
(1) Tanks of this class shall be of such 


material and so constructed to have a factor 
of safety of at least 2.5. 


(2) The minimum thickness of shell or bot- 
tom shall be 3/16 inch. The minimum thick- 
ness of roof shall be 1% inch, 


t 
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- (3) The thickness of plates shall be in ac- 
cordance with the following formula: 
2.604XHXDXFXS 
t= A ==. 
TXE 


Where, 

t=thickness of plate in inches. 

H =heisht of tank in feet above the bottom of 
the ring under consideration. 

D=diameter of the tank in feet. 

F=factor of safety (taken 2.5). 

S=speeifie gravity of liquid stored 
(water=1). 

T=tensile strength of plate in pounds per 
square inch. 

E=efficiency of vertical joint in ring under 
consideration. 


(e) The tensile strength of the steel shall be 
taken as 55,000 pounds per square inch, and the 
shearing strength of rivets shall be taken as 
40,000 pounds per square inch. 


(f) Roofs or tops of tanks shall have no 
unprotected openings. Roofs or tops shall be 
firmly and permanently jointed to the tank and 
all joints shall be riveted and caulked, brazed, 
ur welded. 


(g) With the approval of the City Manager 
tanks of copper or other suitable material may 
be used if after the necessary handling incident 
to installation, they are equivalent in strength, 
rigidity, durability, and tightness to the steel 
or iron tanks deseribed above. 


Section 38. Construction of tanks. (a) Tanks 
shall be riveted, welded, or brazed and shall 
be soldered, caulked or otherwise made tight 
in a mechanical and workmanlike manner, and 
if to be used with a pressure discharge system 
shall sustain a hydrostatie test at least double 
the pressure to which tank may be subjected. 
Tanks shall be covered with red lead, as- 
phaltum, or other non-rusting paint or coating. 
All pipe connections shall be inade through 
flanges or metal reinforcements securely rivet- 
ed, welded or bolted to the tank and shall be 
made thoroughly tight. 


(b) Tanks shall be constructed entirely of 
nietal, including top, sides and bottom; all 
openings shall be gas tight, except breather 
vent, which shall be screened as provided in 
Section 33. 


Section 39. Foundations: Grounding: dikes. 
(a) All tanks shall be electrically grounded by 
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resting directly on moist earth or electrically 
grounded to permanent moisture. No insulated 
connections shall be permitted. Utility poles 
or other projections liable to act as lightning 
discharge points shall be kept not less than 
25 feet from tanks. All steel work of reinfore- 
ed concrete tanks shall be interconnected and 
erounded by an approved method. 


(b) Tanks more than one foot above the 
ground shall have foundations of non-combust. 
ible materials except that wooden. cushions 
may be used; no other combustible material 
shall be permitted under or within 10 feet 
of any above ground outside storage tank. 


(c) Supports for outside above ground 
horizontal tanks shall be of concrete, of mas 
onry, or of steel protected by concrete or other 
approved fire-proofing. These supports shall 
be so designed that their strength will not be 
materially affected by fire. 


(d) All tanks containing erude oil or other 
liquids which have a tendeney to boil over, and 
all tanks exeeeding 50,000 gallons (1200 bar. 
rels) capacity shall be adequately and pro- 
perly diked with a dike having capacity not 
less than equal in volume to that of the tank 
or tanks surrounded, minimum height or earth 
dikes to be 3 feet and of masonry dikes 30 
inches and said masonry dike so constructed 
so as to safely withstand hydrostatic pressure 
equal to the height of such dike. 


(e) Tanks of less than 50,000 gallons (1,200 
barrels) capacity shall, when deemed necessary 
by the City Manager, on account of character 
of topography or nearness to buildings of pub- 
lic assembly, be diked or the entire yard pro- 
vided with a curb or retaining wall or other 
suitable means taken to prevent the discharge 
of liquids on to other property in case of a 
rupture in tank or piping. Provided that when 
tanks are vertical and set on a solid founda- 
tion and exposed piping which will permit de- 
livery from tanks is protected from mechanical 
injury such dike or curb may be omitted. 


(f) When dikes surround tanks containing 
erude oil, they shall have in addition to the 
above capacity, coping or deflector projecting 
inward constructed to avoid the effect of u 
'boil-over" wave. Dikes surrounding crude 
oil tanks shall be not less than 50 feet from 
the shell of the tank or tanks surrounded. 


(2) The capacity of dikes required by this 
section shall be properly maintained. Earthen 
dikes shall have a flat seetion at the top of not 
less than 3 feet and shall have a slope consistent 
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with the angle of repose of the materials of 
whieh they are eonstrueted. 


Section 40. Stationary tanks in building; 
insulation of tanks; permissible quantities. 
Tanks in buildings shall be constructed and in- 
stalled as follows: 


(a) Tanks for Class II and III liquids of 
120 gallons or less capacity shall be of steel or 
tin plate with all joints locked, double seamed 
or riveted, and also soldered or made tight by 
some equally satisfactory. method; material 
shall be of not less than No. 16 gauge U. $. 
Standard; Original barrels, or drums may be 
used until contents are drawn, if placed to 
prevent tipping or rolling, with pump inserted 
through a close fitting connection in side or 
head. 


(b) -Tanks for Class II and III liquids of 
capacities from 121 to 275 gallons shall be 
constructed of No, 14 gauge U. S. Standard, 
‘steel or wrought iron, larger tanks shall be of 
thiekness specified im Table 4, Section 36. 


(e) Tanks shall be located below the level 
of any piping to which they may be connect- 
ed, or if this is impracticable, arrangements 
shall be made to prevent siphoning or gravity 
flow in ease of accident to the equipment or 
piping. 


(d) Tanks shall be set on a firm foundation 
and those exceeding 2500 gallons capacity shall 
be supported independently of the floor con- 
struction. 


(e) Tanks for Class III liquids shall not ex- 
ceed 275 gallons individual capacity or 550 
gallons aggregate capacity in one building un- 
less installed in an enclosure or casing con- 
structed as follows: 

The walls of the enclosure shall be con- 
structed of reinforced concrete at least 6 
inches thick or of masonry at least 8 inches 
thick, and shall be bonded to the floor. The 
space between the tank and the enclosure shall 
be completely filled with sand or well tamped 
earth. Where the floor or other construction 
immediately above the tank is of fire-resistive 
construction capable of safely sustaining a 
load of 150 pounds per square foot, the walls 
of the enclosure shall be carried to a height 
not less than one foot above the tank and the 
space filled with sand or well tamped earth 
to the top; otherwise the enclosure shall have 
a top of reinforced concrete at least 5 inches 
thick or of equivalent construction. 

Instead of an enclosure as above deseribed 
the tank may be encased in reinforced eonerete 
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not less than 6 inches in thickness, applied 
directly to the tank so as to completely elimi- 
nate any air space. 


Section 41. Defective installations. Defeet- 
ive or leaky tanks or appliances shall be made 
tight immediately, replaced or removed from 
use. 


CHAPTER Y. 


PIPING AND OTHER APPURTENANCES. 


Section 42. No connections to drains. No 
tank shall be connected to any house or sub- 


surface drainage system and such tanks shall ° 
be so arranged as to prevent the flow of flam- - 


mable liquid to any such system. 


Section 43. Venting of tanks. (a) An open 
galvanized iron vent pipe arranged for proper 
draining, or an automatically operated vent, 
shall be provided for every tank which may 
contain flammable vapor. The lower end of 
the vent pipe shall not extend through the top 
into the tank for a distance of more than one 
inch, 


(b) 
provided with a flame arrester, and shall be 
of sufficient area to permit escape of air or 
vapor during the filling operation. Vent open- 
ings, except those automatically operated, shal! 
in no case be less than one inch in diameter. 
Screens and arresters shall be accessible for 
examination and removal. Vent pipes shall be 
provided with weatherproof hoods and termi- 
nate outside of building 12 feet above top of 
fill pipe, or, if tight connection is made in 
filline line, to a point one foot above the level 
of the top of the highest reservoir from which 
the tanks may be filled and preferably not less 
than three feet, measure horizontally and ver- 
tically, from any window or other building 
opening where a power pump is used in filling 
storage tanks and a tight connection is made 
to the fill pipe, the vent shall be no smaller 
than the fill pipe. 


(e) Individual vent pipes shall be provided 
for each tank, except that where a battery of 
tanks designed to hold the same class of liquids 
is installed, the vent pipes shall be provided 
with sereens between tank and header and the 
connection to the header shall not be less than 
one foot above the level of the top of the 
highest reservoir from which the tanks may be 
filled. 


Section 44. Valves in drawing-off pipes. All 


Vent openings shall be screened, or 


drawing-off pipes terminating inside of any 
building shall have valves at the discharge end; 


when delivery is by gravity, pipe shall have a 
shut-off valve (which shall preferably be of the 


automatically closing type) and in addition 
- shall have an emergency valve, 


Section 45. Valve near tank if above ground. 
Where tanks are above ground there shall be 
a valve located near the tank in each pipe. 
In case two or more tanks are eross-connected 
there shall be a valve near each tank in each 
cross-connection. 


Section 46. Pumps. Pumps delivering to or 


- taking supply from above ground storage tanks 


Le 


shall be provided with valves on both suction 
and discharge of pump and in delivering to 
tanks a check valve to prevent flow of liquid 
from tank to pump. Electric motors or internal 
combustion engines shall not be placed beneath 
tanks or else where within the line of vapor 
travel. 


Section 47. Piping requirements. All piping 
used for flammable liquids shall be of the 
standard weight wrought iron, steel or brass 


pipe for working pressures less than 100 pounds 


per square inch; for working pressures in ex- 
cess of 100 pounds per square inch extra heavy 
pipe and fittings shall be used. No pipe less 
than one-half inch internal diaineter shall be 
used. Outside piping shall be protected against 
any mechanical injury when within 5 feet of 
ground level. Inside piping shall be rigidly 
supported. 


Section 48. Leaky piping. Defective and 
leaking piping shall be made tight immediate- 


- ly or replaced. 


Section 49. Pipes for Class I and II liquids 
in rooms containing open flames. Piping earry- 
ing Class I and II liquids, unless without joints 
or connections, shall not extend through any 
room which contains any open light or fire. 


Section 50. Filling pipe. The end of the 
filling pipe for underground storage tanks for 
Class I and II liquids shall be carried to a loca- 
tion outside of any building, but not within 5 
feet of any entrance door, or cellar opening; 
this filling pipe shall be closed by a serew cap. 


Section 51. Delivery to storage tanks. De- 
liveries of flammable liquids of Class I and II, 
where practical, shall be made directly to the 


storage tank through the filling pipe by means 
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of a hose or pipe between the filling pipe and 
barrel, tank wagon or tank ear from which 
such liquid is being drawn. 


Section 52. Pumps required. Except as per- 
mitted in Section 54, flammable liquids shall be 
drawn from tanks by pumps so constructed as 
to prevent leaking or splashing, with controll- 
ling apparatus and piping so arranged as to 
allow control of the amount of discharge and 
prevent leakage or discharge inside the build- 
ing by any derangement of the system. When 
inside a building, the pump or other drawing- 
off device shall be located on or above the grade 
floor, preferably near an entrance or other well 
ventilated place. 


Section 53. No gravity feed permitted. Ex- 
cept as permitted in Section 54 no tanks, drums 
nor other containers inside a building, or dis- 
charging inside a building, shall be provided 
with a faucet or other bottom-drawine device 
which will permit the gravity flow of liquids 
inside the building. Pipes shall not terminate 
at any point lower than the level of source 
supply. 


Section 54. Exceptions to Sections 52 and 
53.. The City Manager may permit the storage 
and gravity flow of flammable liquid in con- 
nection with domestic oil burnine equipment, 
in manufacturing and jobbing plants where 
the nature of the manufacturing process re- 
quires such storage and flow, and also the stor- 
age and gravity flow of commodities of Classes 
II and III in stores, plants and establishments, 
where the nature of the liquid will not permit 
pumping; provided that the contents of tanks 
holding Class I liquid shall be sufficient only 
for one day’s operation and such storage shall 
be in a room in accordance with Section 18. 
These exceptions shall not apply to gasoline 
service or filling stations or to dry cleaning 
establishments. 


Section 55. Relief valves for pumps for en- 
eines and fuel oil equipments. In systems using 
pumps to supply auxiliary tanks or headers, 
which feed internal combustion engines or fuel 
cil burners, provisions shall be made to return 
surplus oil to the supply tank; any valve in 
the line shall be of the pressure relief type. 


Section 56. Fuel oil equipments. In equip- 
ments for the use of flammable liquids as a 
fuel under boilers, furnaces, kilns, ovens, etc., 
storage tanks shall be located as given in See- 
tions 31, 32, or 40. 
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Section 57. Violations and penalty. Any 
person, firm or corporation violating any pro- 
vision of this ordinance shall, upon conviction, 
be imprisoned in jail not to exeeed thirty (30) 
days, or fined not to exceed One Hundred Dol- 
lars ($100.00). 


Section 58. Repeal of conflicting ordinances. 
All ordinances or parts of ordinances in con- 
flict herewith are hereby repealed. Such re- 
pealing, however, shall not exempt from prose- 
cution any person guilty of violating any pro- 
visions of such repealed ordinances, nor shall 
it exempt premises or storage facilities erected 
or repaired in violation of said ordinances 
from removal or destruetion on orders of the 
City Council. 
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Section 59. Validity. Should any section, 
paragraph, sentenee, elause, or phrase of this 


ordinance be declared unconstitutional or in- 
valid for any reason, the remainder of said 
ordinance shall not be affected thereby. 


Section 60. When effective. "This ordinanee 
shall be in full foree and effect from and after 
its passage and publication as provided by law. 


Passed the 8th day of March, 1943. 
H. B. Manning, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinanees entitled, 
'"'The Ordinances of the City of Ames, Iowa, 
1943.” 
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ORDINANCE NO. 576 


TAN ORDINANCE PRESCRIBING RULES AND REGULATIONS GOVERNING THE MOV- 


ING OF STRUCTURES UPON, ALONG, ACROSS, 


OVER OR NEAR ANY STREET, 


AVENUE, ALLEY, HIGHWAY, OR OTHER PUBLIC GROUND OF THE CITY OF AMES, 


- REPEALING ORDINANCE NO. 416 AND ALL OTHER CONFLICTING 


ORDINANCES, 


AND PRESCRIBING PENALTIES FOR A VIOLATION THEREOF. 


_ Be It Ordained by the City Council of the 
~ City of Ames, Iowa: 


Section 1. The term “structure”” as used in 
this ordinance shall mean any house, building, 
or other object which is to be moved on house 
movers’ trueks or skids. 


Section 2. No person, firm or corporation 
shall move any strueture upon, along, across, 
over or near any street, avenue, alley, highway, 
sidewalk, or other public ground of the City 
of Ames, or raise, lower, or move any structure 
within 20 feet of any publie sidewalk without 
having first submitted an application and ob- 
tained a permit therefor as hereinafter pro- 
vided. 


Section 3. All applications for a permit as 
herein required shall be filed in the office of 
the City Manager and shall be in writing upon 
forms furnished by the City, and, among other 
things, shall state: 


(a) The name and address of the house 
mover, his qualifications, experience and equip- 
ment. 


(b) The dimensions of the structure to be 
moved and its maximum height when loaded; 


(e) The present location and the proposed 
location of the structure; 


(d) The route over which the structure is 
to be moved, the time when the removal will 
beein, and the approximate length of time 
necessary to complete the operation within the 
limits of the publie ways; 


(e) The time when the structure will be 
first moved into the limits of the public way 
and the length of time said structure will be 
within said limits; 


(f) The name and address of the owner of 
said structure, and that valid permits have 
been issued to the owner for the location and 
occupation of the structure upon the proposed 
site, 


Section 4. Upon the filine of the applica- 
tion, the City Manager or his agent shall in- 
vestigate the statements contained therein. 
Upon completion of said investigation, the City 
Manager may issue a permit, designating the 
route and specifying the time and manner when 
the structure shall be moved, provided, how- 
ever, all conditions of this ordinance have been 
fully met. Upon the refusal of the City Man- 
ager to issue a permit when an application has 
been filed in the proper form, said application, 
accompanied by a written statement setting 
forth the reasons for such refusal, shall be sub- 
mitted by the City Manager to the City Coun- 
cil at its next regular meeting and the City 
Manager shall thereafter proceed in accord- 
anee with the instructions of the City Council. 


Section 5. In all cases, as a condition pre- 
cedent to the issuance of a permit, the person, 
firm or corporation making the application 
shall file a good and sufficient bond with the 
City in the amount of $2500.00, with sureties 
thereon to be approved by the City Clerk, con- 
ditioned that the said applicant will pay any 
or all damages incurred in the moving opera- 
tion which may be caused to any property, 
either publie or private, within the City of 
Ames, whether such damage or injury shall 
be inflicted by said applicant, his agent or 
employees, and also conditioned that said ap- 
plicant will waive and idemnify and hold the 
City of Ames harmless against all liability, 
judgments,costs and expenses which may in 
any wise accrue against said City in conse- 
quence of the granting of such permit, and will 
in all things strictly comply with the conditions 
of the permit. 


Section 6. No structure shall be allowed to 
remain in any street, avenue, alley or other 
public place in excess of the time fixed in the 
permit when issued, except that in case of 
an unavoidable delay and through no fault of 
the holder of the permit, the City Manager 
may grant such extension of time as appears 
reasonable. 


Section 7. (a) Whenever in moving any 
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structure it shall be necessary to cut, remove 
or raise any electric light, telephone, telegraph 
or other wire, pole or fixture, the owner of 
such wire, pole or fixture shall have the right 
to eut, remove or raise the same or superintend 
such cutting, removal or raising and a written 
notice shall be given by the applicant to such 
owner at least 24 hours before such cutting, 
vemoval or raising is required, specifying the 
particular place, person for whom, and the 
time when such cutting, removal or raising will 
be required. 


(b) Whenever in moving any structure it 
chall be necessary to cross any railroad right 
of way, written notice of such intended eross- 
ing shall be given by the applicant to the 
Superintendent of such railroad at least 24 
hours before such crossing is necessary, specify- 
ing the particular place of crossing, person for 
whom, and the time when such erossing will 
be required. 


(ec) Whenever in moving any structure it 
shall be necessary to cross any bridge within 
the city limits, written notice shall be given 
by the applicant to the proper public corpora- 
tion having jurisdiction over said bridge at 
least 24 hours before such crossing is neces- 
sary, specifying the particular place of eross- 
ing, person for whom, and the time when such 
crossing will be required. 


Section 8. The reasonable expense of eut- 
ting, removing or raising electric light, tele- 
phone, telegraph or other wires, poles or fix- 
tures or superintending the same, or expense 
involved in connection with crossing a bridge, 
shall be paid by the holder of the permit to 
the owner or the public corporation involved 
and the amount of the same shall be secured 
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by the bond provided for in Section 5 hereof. 


Section 9. Any injury done to any public 
facility or improvement within the limits of 
the public way shall be promptly repaired to 
the satisfaction of the City Manager, and any 
injury or damage done to any person or any 
private property shall be promptly settled and 
compensated for, and the bond provided for 
in Section 5 of this ordinance shall stand as 
security therefor. 


Section 10. Any person, firm or corporation 
who shall move any house or building, without 
procuring a permit therefor, or shall other- 
wise violate the provisions of this ordinance, 
shall upon conviction be subject to imprison- 
ment not exceeding thirty (30) days, or to 
a fine not exceeding One Hundred Dollars 
($100.00). Whenever the fine and costs im- 
posed by virtue of this ordinance are not paid, 
the person convicted may be committed to 
jail until the fine and costs are paid, not ex- 
ceeding thirty (30) days. 


Section 11. Ordinance No. 416 and all other 
ordinances or parts of ordinances in conflict 
herewith are hereby repealed. 


Section 12. This ordinance shall be in full 
force and effect from and after its passage 
and publication as provided by law. 


Passed the 23rd day of March, 1942. 
Frank D. Paine, Mayor 
Attest: J .W. Prather, City Clerk 


Published in book of ordinances entitled. 
“The Ordinances of the City of Ames, Iowa, 
1943.” 
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ORDINANCE NO. 575 


AN ORDINANCE PROVIDING FOR THE ESTABLISHMENT OF A SYSTEM OF NUMBER- 
ING FOR ALL PERMANENT BUILDINGS FACING ON PUBLIC STREETS; REQUIRING 


PROPERTY OWNERS TO INSTALL 


HEREWITH; REPEALING ORDINANCE NO. 


AND MAINTAIN NUMBERS IN COMPLIANCE 


181 AND ALL OTHER CONFLICTING 


ORDINANCES, AND PRESCRIBING PENALTIES FOR VIOLATION. 


Be It Ordained by the City Council of the 
City of Ames, lowa: 


Section 1. Definitions. The following words 
and phrases when used in this ordinanee shall, 
for the purpose of this ordinance, have the fol- 
lowing meaning respectively ascribed thereto: 


(a) Street. Every way or public place of 
whatever nature whenever any part thereof is 
open to the use of the public as a matter ot 
right. 


(b) Prineipal Building. The main building 
on any lot or subdivision thereof. 


Section 2. (a) Base Lines. Duff Avenue 
shall constitute the base line for the numbering 
system as applied to streets running east and 
west. Lincoln Way shall constitute the base 
line for the numbering system as applied to 
streets running north and south. 


(b) Diagonal and curved streets shall be 
classified as east and west or as north and 
south streets depending in which classification 
their general alignment most nearly conforms. 


Section 3. Even and odd numbers. 


(a) Even numbers shall be assigned to prin- 
cipal buildings fronting on the east side of 
streets running north and south and on the 
south side of streets running east and west. 


(b) Odd numbers shall be assigned to prin- 
cipal buildings fronting on the west side of 
streets running north and south and on the 
north side of streets running east and west. 


Section 4. Numbering system by blocks. 


(a) In areas where the streets follow regular 
patterns, the principal buildings fronting on 
the first block extending from the base lines 
shall be assigned numbers between 100 and 
199; those fronting on the second block from 
the base lines shall be assigned numbers be- 
tween 200 and 299; those fronting on the third 


block from the base lines shall be assigned 
numbers between 300 and 399, ete., increasing 
the group of numbers by 100 for each block. 


(b) In areas where the streets do not follow 
regular patterns the numbering system shall 
be adapted in general to the system as specified 
in the preceding paragraph. 


Section 5. The owner of all property shall 
cause the principal building or buildings there- 
on to be numbered, and the owner of any prin- 
cipal building or buildings hereafter erected 
within the corporate limits of said City shall 
within ten days after said principal building 
or buildings is ready for occupancy cause said 
buildings or buildings to be numbered, and such 
numbers shall be installed and maintained on 
the respective property as hereinafter desig- 
nated. 


Section 6. That said numbers shall be placed 
in a conspicuous place near the main entrance 
of the principal building, the figures of each 
number being not less than 21% inches in height. 
Each figure shall be plain and legible and of 
a contrasting color with its background. Said 
numbers shall be maintained in such condition 
at all times. 


Section 7. When the owner of any principal 
building fails or refuses to comply with the 
provisions of this ordinance, said numbering 
shall be done by the City Manager as directed 


by the City Council and the cost thereof assess- 


ed against the owner of the property or pre- 
mises numbered, 


Section 8. It shall be the duty of the City 
Manager to prepare a plan for the numbering 
of the principal building in accordance with 
the provisions of this ordinance, and he shall 
be the custodian of said plan and keep the same 
for publie inspection so that the owner of any 
principal building may, by applying therefor 
and furnishing him with a description of the 
premises and an accurate description of the 
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location of said building thereon, reeeive a 
certificate of the correet number to be placed 
en said building. 


Section 9. Any person violating any pro- 
vision of this ordinance shall, upon conviction, 
be subjeet to imprisonment not exceeding thirty 
days, or to a fine not exceeding One Hundred 
Dollars. Whenever the fine and costs imposed 
for the violation of this ordinance are not paid, 
the person convicted may be committed to jail 
until the fine and costs are paid, not exceeding 
thirty days. 


Section 10. Ordinance No. 181 and all ordin- 


ances or parts of ordinances in conflict with 
the provisions of this ordinance are hereby 
repealed, 


Section 11. This ordinance shall be in foree 
and effeet from and after its passage and pub- 
lication as provided by law. 


Passed the 23rd day of March, 1942. 
Frank D, Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled. 
“The Ordinances of the City of Ames, Iowa,” 
1943.” 
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ORDINANCE NO. 542 


- RULES AND REGULATIONS GOVERNING PLUMBING IN THE CITY OF AMES, IOWA 


AN ORDINANCE TO PRESCRIBE RULES AND REGULATIONS FOR THE 
TION, RECONSTRUCTION, ALTERATION AND REPAIR OF PLUMBING 
DRAINAGE SYSTEMS IN BUILDINGS OR CONNECTING 
OR PRIVATE DISPOSAL PLANTS AND WATER 
IOWA; AND THE ISSUANCE OF PERMITS THEREFOR, 


CONSTRUC- 
AND HOUSE 
BUILDINGS WITH SEWERS 
IN THE CITY OF AMES. 
TO PROVIDE FOR THE IN- 


MAINS 


SPECTION OF SUCH PLUMBING AND HOUSE DRAINAGE AND SEWERAGE SYSTEMS, 


AND FOR THE ENFORCING OF SUCH RULES 


AND REGULATIONS, AND TO PRE- 


SCRIBE PENALTIES FOR A VIOLATION THEREOF. 


Be It Ordained by the City Council of the 
City of Ames, lowa: 


ARTICLE | 


DEFINITIONS OF TERMS 


Section 1. Definitions of terms. The follow- 
ing definitions shall apply to all terms and 
provisions of this ordinance. 


Section 1.1. Journeyman plumber. The term 
‘‘ journeyman plumber’ shall mean a person 
who does any plumbing work which is by law, 
ordinance or rule subject to official inspection. 
Only such persons as have a valid journeyman 
plumber’s license issued by a Board of Plumb- 
ing Examiners in the State of Iowa as defined 
in Chapter 292, Code of Iowa, 1939, shall be 
cualified journeyman plumbers under the pro- 
visions of this ordinance. 


Section 1.2. Master plumber. The term 
"master or employing plumber’’ shall include 
any person, firm or corporation other than a 
journeyman plumber engaged in the business 
of installing plumbing. Only such persons, 
firms or corporations as have a valid master 
plumber’s license issued by a Board of Plumb- 
ing Examiners in the State of lowa as defined 
in Chapter 292, Code of Iowa, 1939, shall be 
qualified master or employing plumbers under 
the provisions of this ordinance. 


Section 1.3. Apprentice plumber. One who 
is learning the trade of plumbing under the 
supervision and instruction of a licensed 
plumber. 


Section 1.4. Plumbing inspector. The duly 
appointed representative of the City authorized 
to make plumbing inspection. 


Section 1.5. Air gap. The air gap in a water 
supply system is the unobstructed vertical dis- 
tance through the free atmosphere between the 
lowest opening from any pipe or faucet supply- 
ine water to a tank or plumbing fixture and 
the flood level rim or spill level of the receptor. 


Section 1.6. Branch. The branch of any 
system of piping is that part of the system 
which extends horizontally at a slight grade 
with or without lateral or vertical extensions 
or vertical arms, from the main to receixe fix- 
ture outlets not directly connected to the main. 


Section 1.7. Circuit vent. A circuit vent is 
a group vent extending from in front of the 
last fixture connection of a horizontal branch 
to the vent stack. 


Section 1.8. Continuous-waste-and-vent, A 
continuous-waste-and-vent is a vent that 1s a 
continuation of and in a straight line with the 
drain to whieh it connects. 


Section 1.9. Critical level. The critical level 
of a back-siphonage preventer, when a vacuum 
of fifteen inches of mercury or greater exists 
in the supply line to the fixture, is the hori- 
zontal plane through the preventer to which 
it (the preventer) can be immersed in water, 
open to the atmosphere, before siphonage be- 
gins through the preventer. Conversely the 
eritical level may be defined as the highest 
horizontal plane to which the flood level of a 
fixture ean be raised, relative to a back-siphon- 
age preventer before siphonage begins, when 
a vacuum of fifteen inches of mercury exists 
in the supply line. 


Section 1.10. Cross connection (interconnec- 


tion). A cross connection or interconnection 
is any physical connection between two other- 
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wise separate water-supply systems whereby 
water may flow from one system to the other. 


Section 1.11. Dead end. A dead end is a 
branch leading from a soil, waste, vent, house 
drain, or house sewer, which is terminated at 
a developed distance of two feet or more by 
means of a cap, plug, or other fitting not used 
for admittine water to the pipe. 


Section 1.12. Direct connection. A direct 
connection is any physical connection whereby 
it is possible for water or waste to flow from 
one source or system to another. 


Section 1.13. Effective opening. The effeet- 
ive opening is the cross sectional area of the 
passageway at the point of water supply dis- 
charge. In the case of plumbing fixtures or 
devices, the effective opening is the minimum 
cross sectional area of the passageway between 
the point of discharge (spout) and the inlet to 
the control valve. The basis of measurement 
for the effective opening shall be the diameter 
of a cirele of equal cross sectional area. If two 
or more lines supply one outlet, the effective 
opening shall be the sum of the areas of the 
effective openings of the individual lines or 
the area of the ou'let, whichever is the smaller. 


Section 1.14. Fixture drain. A fixture drain 
is the drain from the trap of a fixture to the 
junction of the drain with any other drain pipe. 


Section 1.15. Fixture unit. A fixture unit 
is a factor so chosen that the load-producing 
values of the different plumbing fixtures can 
be expressed approximately as multiples of that 
factor. 


Section 1.16. Flood level. Flood level in 
references to a plumbing fixture is the level at 
which water begins to overflow the top or rim 
of the fixture. 


Section 1.17. Grade. The grade of a line 
of pipe is its slope in reference to a horizontal 
plane. In plumbing it is usually expressed as 
the fall in inches per foot length of pipe. 


Section 1.18. Group vent, A group vent is 
a branch vent that performs its functions for 
two or more traps. 


Section 1.19. House drain. The house drain 
is that part of the lowest horizontal piping of 
a house drainage system which receives the 
discharge from soil, waste, and other drainage 
pipes inside the walls of any building and con- 


veys the same to the house sewer which begins. 


five feet outside the inner face of the building 
wall. 


Section 1.20. House sewer. The house sewer 
is that part of the horizontal piping of a house 
drainage system extending from the house 
drain five feet outside of the inner faee of the 
building wall to its connection with the main 
sewer or private sewage disposal works and 
conveying the drainage of but one building 
site. 


Section 1.21. Indirect waste pipe. An in- 
direct waste pipe is a waste pipe which does 
not connect directly with the building-drainage 
system, but discharges into it through a pro- 
perly trapped fixture or receptacle. 


Section 1.22. Local ventilating pipe. A local 
ventilating pipe is a pipe through which fonl 
air is removed from a room. 


Section 1.23. Loop vent. A loop vent is the 
same as a eireuit vent except that it loops back 
and connects with a soil-or-waste-stack-vent 
instead of the vent stack. 


Section 1.24. Main. The main of any system 
of horizontal, vertical, or continuous piping is 
that part of such system which receives the 
wastes, vent or back vents, from fixture out- 
lets or traps, direct or through branch pipes. 


Section 1.25. Plumbing. Plumbing is the art 
of installing in buildings the pipes, fixtures, and 
other apparatus for bringing in the water sup- 
ply and removing liquid and water carried 
wastes. 


Section 1.26. Plumbing fixtures. Plumbing 
fixtures are receptacles intended to receive and 
discharge water, liquid, or water-carried wastes 
into a drainage system with which they are 
directly or indirectly connected. 


Section 1.27. Plumbing system. The plumb- 
ing system of a building includes the water 
supply distributing pipes, the fixtures and fix- 
ture traps, the soil, waste, and vent pipes, the 
house drain and house sewer, the storm-wa'er 
drainage, with their devices, appurtenances, 
and connections all within or adjacent to the 
building. 


Section 1.28. Relief vent. A relief vent is 
a branch from the vent stack, connected to a 
horizontal branch between the first fixture 


branch and the soil or waste stack, whose pri- 


t 


mary funetion is to provide for eireulation of 


sir between the vent staek and the soil or 
waste stack. 


Section 1.29. Size and length. The given 
caliber or size of pipe or tubing unless other- 


"wise stated is the nominal size by which the 


pipe or tubing is commercially designated. The 


developed length of a pipe is its length alone 
the eenter line of pipe and fittings. 


Section 1:30. Soil pipe. A soil pipe is any 
pipe which conveys the discharge of water- 
closets, with or without the discharges from 
other fixtures, to the house drain. 


Section 1.31. Stack. Stack is a general term 
for any vertical line of soil, waste, or vent 
piping. 


Section 1.32. Stack vent. A stack vent is 
the extension of a soil or waste stack above the 
highest horizontal or fixture branch connected 
to the stack. 


Section 1.33. Trap. A trap is a fitting or 
device so constructed as to provide a liquid 
trap seal which will prevent the passage of air 
or gas through a pipe without materially af- 
fecting the flow of sewage or waste water 
through it. 


Section 1.34. Trap seal. The trap seal is the 
vertical distance between the crown weir and 


the dip of the trap. 
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Section 1.35. Vent pipe. A vent pipe is any 
pipe provided to ventilate a house-drainage 
system and to protect traps against siphonage 
and back pressure. 


Section 1.36. Vert stack. A vent stack, 
sometimes called a main vent, is a vertical vent 
pipe installed primarily for the purpose of pro- 
viding circulation of air to or from any pari 
of the building drainage system. 


Section 1.37. Waste pipe. A waste pipe is 
any pipe which receives the discharge of any 
fixture, except water-closets, and conveys the 
same to the house drain, soil or waste stacks. 


Section 1.38. Water distribution pipes. The 
water distribution pipes are those which convey 


water from the service pipe to the plumbing 
fixtures. 


Section 1.89. Water service pipe. The water- 
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service pipe is the pipe from the water main 
to the building served. 


Section 1,40. Wet vent. A wet vent is a soil 
or waste pipe that serves also as a vent, 


ARTICLE II 


PERMITS, TESTING, AND INSPECTION 


Section 2. Permit required. No person, firm 
or corporation shall begin work on the con- 
struction, reconstruction, alteration or repair 
of any plumbing system in any building, or con- 
necting any building with any sanitary sewer, 
private disposal plant, or water main, in the 
City of Ames, Iowa, unless he, or it, is a li- 
censed Master Plumber as certified by the 
Board of Plumbing Examiners of the City of 
Ames or has in his or its employ a licensed 
Master Plumber who will have supervision over 
all plumbing work done under the plumbing 
permit when issued (except as provided in 
Section 6 of this Ordinance) and before begin- 
ning such work has first obtained a permit for 
the same from the City Manager of the City 
of Ames, Iowa. 

No building outside the corporate limits of 
the City of Ames, Iowa, shall be connected to 
the City sewer system or water mains of the 
City until such connection has been authorized 
by the City Manager of the City of Ames and 
an inspection of the plumbing in the building 
has been made by the Plumbing Inspector of 
said City. 


Section 3. Plumbing permit. No person, 
firm, or corporation other than a licensed mas- 
ter plumber, or person, firm or corporation 
having in its employ a master plumber, shall 
be granted a permit to make any installation, 
extension, replacement, connection or addition 
to the plumbing system of a building or to 
the sanitary sewers or city water supply of 
the city. 


Section 4. Application for permit. Any 
person, firm or corporation desiring a plumbing 
permit shall file with the City Manager an 
application in writing on the standard form 
provided by the City for such permit. 


Section 5. Permit to whom issued. Upon 
the City Manager’s approval, or the application 
for a permit as provided in Section 4 hereof, 
he shall issue a plumbing permit to the person, 
firm or corporation applying therefor. Said 
permit shall not be in force or effect until all 
inspection and other fees as provided herein 
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have been paid. No master plumber’s license 
may be used to secure a permit for anyone 
other than the person, firm or corporation to 
whom such license has been issued. 


Section 6. Permits not required. No per- 
mits will be required for the removal of stop- 
page in soil or waste pipes, or for replacing 
broken fixtures or for resetting old fixtures, 
provided such fixtures conform to the regula- 
tions contained in this ordinance, nor for re- 
placing tanks, other than hot water tanks, or 
faucets or repairing leaks in waste pipes or 
the repair of water pipes and appurtenances 
in the distribution system. 


Section 7. Special permits. Where special 
fixtures, sewer or ventilation constructions are 
required, for which there is no provision in 
this ordinance, the Plumbing Inspector may, 
upon examination, recommend in writing to 
the City Manager, such rules and regulations 
as in his judgment the condition may demand 
and upon the approval of such recommenda- 
tions, the City Manager may issue a permit 
for such work. 


Section 8. Registration of license. Any per- 
son, firm or corporation having a license grant- 
ed by an authorized plumbing examining board 
of any city, other than the City of Ames, lowa, 
shall register the same with the Plumbing In- 
spector of the City of Ames, Iowa, before be- 
einning any plumbing work in the City. 


Section 9. Work to be done by licensed 
journeymen plumbers. All plumbing work on 
the plumbing system of a building as defined 
by the provisions of this ordinance shall be 
done by a licensed journeyman plumber, ex- 
cept that an apprentice may assist a regularly 
licensed plumber but must be actually with and 
in his presence while so doing. 


Section 10. Supervision of the work. When 
a permit has been issued for plumbing work, 
the doing of such plumbing shall be under the 
supervision of the Plumbing Inspector, or his 
authorized representative, at all times and 
until its completion and acceptance and the 
City Manager may revoke said permit at any 
time when such work is not being done in ae- 
cordance with the provisions of this ordinance 
or the approved plans and permit; and if such 
permit is revoked, it will be unlawful for any 
person to proceed further with said work with- 
out approval of the Plumbing Inspector and 
the written consent of the City Manager. All 
matters pertaining to the cutting of pavement 


or excavation and filling of trenches and ditches 


within the limits of streets and alleys shall be - 


in accordance with the provisions of the city 
ordinances relating thereto. 

When a permit has been issued to do plumb- 
ing work, such work shall be started within 
sixty (60) days from date of the permit, and 
be completed within one (1) year after the 
beginning of the work, otherwise such permit 
is null and void and a renewal of such permit 
must be obtained. 

When a permit has been issued for plumbing 
work, no additional work not ineluded in the 
permit may be put in, or additional fixtures 
set, until a new permit for such additional 
work has been first obtained. 


Section 11. Right to inspect buildings. The 
Plumbing Inspector or his authorized repre- 
sentative shall have access to all buildings for 
the purpose of examining the plumbing work, 
at any reasonable time. 


Section 12. Notification of inspection. When 
roughing work has been completed and before 
any such work has been covered or in any way 
concealed from view and connected to the 
sewer or any fixtures set, the work shall be 
inspected as provided herein: 


(a) It shall be the duty of the Master Plumb- 
er or his representative, to notify the Plumbing 
Inspector not less than eight (8) working hours 
between the hours of 8 a.m. and 4 p.m. before 
the work is to be inspected or tested, giving 
the permit number, location of work, and the 
time when such work will be ready for inspee- 
tion. 


(b) It shall be the duty of the plumber to 
make sure that the work will stand the test 
prescribed before giving the above notification. 


(e) If, after inspection, the Plumbing In- 
speetor finds that the work will not stand the 
test, the plumber shall be required to renotify. 
as above and to pay a sum sufficient to cover 
all expenses for each such additional inspection. 


(d) If the Plumbing Inspector, or his auth- 
orized representative, after having been noti- 
fied fails to appear within 24 hours, exclusive 
of Sundays and holidays, after such notifica- 
tion, the inspeetion or test shall be deemed to 
have been made, and the plumber required to 
file an affidavit with the City Manager that 
the work was installed in accordance with the 
ordinanee and permit, and that it was free from 
defeets and that the required tests had been 
made and the system was found free from 
leaks. 
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. Section 13. Material and labor for tests. The 
. equipment, material, power and labor necessary 
for the inspection and all tests shall be furnish- 
ed by the Master Plumber or his employer. 


Section 14. Destroying certificate of notice. 
It shall be unlawful for any person to wilfully 
mutilate, deface, remove, or destroy any cer- 
tificate of notice placed by the Plumbing In- 
spector in any building in regard to the plumb- 
ing work in such building. 


Section 15. Inspection and test not required. 
No tests or inspections shall be required where 
a plumbing system, or part thereof, is set up 
for exhibition purposes and is not used for 
toilet purposes and not directly connected to a 
sewerage system nor after the repairing or re- 
placing of an old fixture, faucet, or valve by 
a new one (to be used for the same purpose) ; 
nor after forcing out stoppages and repairing 
leaks. 


Section 16. Defective fixtures. All installed 
fixtures found defective or in an unsanitary 
condition shall be repaired, renovated, replae- 
ed, or removed within 30 days upon written 
notice from the Board of Health. 


Section 17. Covering of work. No drainage 
or plumbing system, or part thereof, shall be 
covered until it has been inspected, tested, and 
approved as herein prescribed. 


Section 18. Uncovering of work. If any 
house drainage or plumbing system, or part 
thereof, is covered before being regularly in- 
spected and approved, as herein preseribed, it 
shall be uncovered for inspection by the plumb- 
er upon the direction of the Plumbing Inspect- 
or. 


Section 19. Certificate of approval. Upon 
the satisfactory completion and final test of 
the plumbing system a certificate of approval 
will be issued to the owner by the Plumbing 
Inspector. 


Section 20. Inspection fees. The following 
schedule of fees and inspection charges shall 
apply to all work done under the provisions 
of this ordinance except as otherwise noted 
herein: 


Inspection Fees: 
(a) Each plumbing fixture installed $0.50 


(b) All hot water storage tanks or 
neg Wedge ES 20 
Renewal of fixture trap ................... .25 


(e) 


(d) House sewer, new or renewal .... .50 
(e) Water service, new or renewal .. .50 
(f) New clean out openines in existing 
plumbing system |... rue coo Vo An 
(ve) Any other fixture requiring a 
water and waste connection . ... .25 
(h) Future fixture openings ..... BU 
(i) Cooling units using city water OU 
All inspection fees shall be paid at the of- 


fice of the City Clerk who shall issue a receipt 
therefor. 

All work being done under one contract shall 
be ineluded in one permit as a basis for the 
inspection charge. 


Seciion 21. Testing plumbing system. All 
the piping of a plumbing system shall be tested 
with water or air in the presence of the Plumb- 
ing Inspector before final acceptance. After 
the plumbing fixtures have been set and their 
traps filled with water the entire drainage sys- 
tem shall be submitted to a final inspection. 
The Plumbing Inspector may require the re- 
moval of any cleanouts to ascertain if the pres- 
sure has reached all parts of the system. If 
inspection or test shows defects such defective 
work or materials shall be replaced within 
three (3) days and the test repeated. 

The Plumbing Inspector may require the air 
or smoke test to be used in testing the sanitary 
condition of the drainage or plumbing system 
of any building where there is reason to believe 
that the plumbine system is defective. In 
buildings condemned by the Board of Health 
or City Manager because of unsanitary condi- 
tions of the plumbing system, the alterations in 
such systems shall not be considered as repairs, 
but as new plumbing. 

Conductor pipes and their roof connections 
within the walls of buildings or conductor 
branches on the outside system where such 
branches connect with the house drain or are 
less than three (3) feet from the wall of the 
building shall be tested by the water or air 
test. Conductor branches on the outside sys- 
tem shall be inspected and approved. 

For a garage or accessory building the same 
tests and inspection of the plumbing and drain- 
age system thereof shall be made as in the case 
of an ordinary dwelling. 


Section 22. Methods of testing. Water-test 
—The water test may be applied to the drain- 
age system in its entirety or in sections. If 
applied to the entire system, all openings in the 
piping shall be tightly closed, except the high- 
est opening above the roof and the system filled 
with water to the point of overflow above the 
roof. 
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If the system is tested in sections each open- 
ing shall be tightly plugged, except the highest 
opening of the section under test, and each 
section shall be filled with water but no sec- 
tion shall be tested with less than a 10-foot 
head of water or a 5-pound pressure of air. In 
testing successive sections at least the upper 
ten (10) feet of the next preceding section 
shall be retested, so that no joint or pipe in 
the buildings shall have been submitted to a 
test of less than a 10-foot head of water or a 
5-pound pressure of air. 

Under any test the water or air pressure shall 
remain constant for not less than 15 minutes 
without any further addition of water or air. 


Section 23. House sewer test and inspection. 
The house sewer shall be made tight and shall 
be inspected and tested before covering. The 
test tee shall be placed at or near the main 
sewer and the test applied as specified in Sec- 
tion 22. 


Section 24. Authority of Plumbing Inspect- 
or. The Plumbing Inspector shall have auth- 
ority to enforce the provisions relating to the 
installation and testing of all plumbing install- 
ed under this ordinance. 


Section 25. Plumbing in moved buildings. 
When a building is moved from one location 
to another, no additional work or connection 
shall be made unless the plumbing in said 
building has been reconstructed to comply with 
this ordinance and tested as provided in See- 
tion 22. Nor shall any additional plumbing 
work be installed in a building where there is 
defective or improperly installed plumbing 
until such defects have been repaired, renovat- 
ed, replaced or removed. 


Section 26. Temporary toilet facilities. When 
temporary toilet facilities are required to be 
provided for the use of workmen during the 
construction of any building, these toilet faci- 
lities shall be maintained in a sanitary condi. 
tion. 


Section 27. Excavations within street limits. 
It shall be unlawful for any person, firm or 
corporation doing plumbing work to begin any 
excavation or pavement cut or to place any 
obstructions within the limits of any street, 
avenue, alley or publie place within the cor- 
porate limits of the City of Ames, Iowa, with- 
out first having made application for, and re- 
ceived, a permit therefor. 


Section 28. Responsibility of master plumber 
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for protecting the publie. The Master Plumber - 
shall without further or other order, provide, 
erect, and maintain at all times during the pro- 
gress and suspension of his work and until final 
completion thereof, and removal of all obstrue- 
tions occasioned by his work within the street 


limits, suitable and requisite barriers, signs, or 


other adequate protection and shall maintain 
such red lights, danger signals or watchmen 
as may be necessary, or as may be ordered by 
the City Manager, or his authorized representa- 
tive, to insure the. safety of the publie and shall 
assume full responsibility for all damages sus- 
tained by any person or property due to carry- 
ing on of his work. 


Section 29. Backfilling house service ditches 
within street limits. The City will backfill all 
house service ditches and excavations within 
the limits of all streets, avenues, and public 
places within the corporate limits of the City. 

The Master Plumber shall notify the City 
Manager's office when such ditches, or exeava- 
tions, are ready for backfilling and the City 
will fill the same as promptly as possible there- 
after. The responsibility of the Master Plumb- 
er for the maintenance of red lights, barricades, 
or other protection shall cease when the City 
begins the work of backfilling the diteh or not 
later than 48 hours from the time of the receipt 
of written notification by the City Manager 
that the ditch is ready for backfilling. 

The City will charge the Master Plumber the 
sum of twenty-five cents (25¢) per lineal foot 
of ditch for such backfilling work. 


ARTICLE IIT 


GENERAL REGULATIONS ON PLUMBING 


INSTALLATION 


Section 30. Installation of piping. Horizontal 
drainage piping shall be run in practical alien- 
ment and shall be supported at intervals not 
exceeding eight (8) feet. The minimum slopes 
shall be as follows: Not less than 14 inch fall 
per foot for 114 to 2 inch diameters, inclusive; 
not less than 1% inch fall per foot for 215 to 4 
inch diameters, inclusive; not less than 1/16 
inch fall per foot for 5 to 8 inch diameters, in- 
elusive; and a slope that will maintain a velo- 
city of at least 2.0 feet per second in a pipe 
of 10 inch diameter or larger. Stacks shall 
be supported at their bases and shall be rigidly 
secured. Piping shall be installed withour 
undue stresses or stains, and provision made 
for expansion, contraction, and structural set- 
tlement. No structural member shall be weak- 
ened or impaired beyond a safe limit by cut- 
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ting, notching or otherwise, unless provision 
is made for earrying the structural load. 


Section 31. Changes in direction. Changes 
in direction in drainage piping shall be made 
by the appropriate use of cast-iron 45° wyes, 
half wyes, long-sweep quarter bends, sixth, 
eighth, or sixteenth bends, or by combinations 
of these fittings, or by use of equivalent fittings 
or their combinations; except that sanitary 
tees may be used in vertical sections of drains 
or stacks, and short quarter bends may be 
used in drainage lines where the change in 
direction of flow is from the horizontal to the 
vertical. Tees and crosses may be used in vent 
pipes and in water-distributing pipes. No 
change in direction greater than 90° in a single 
turn shall be made in drainage pipes. 


Section 32. Prohibited fitiings. No double 
hub, double T, or double sanitary T branch, 
twin ell, cast iron eloset bend, St. ell, or St. 
45° ells shall be used on soil or waste lines. The 
drilling and burning of holes in, or the tap- 
ping of house drains, soil, waste or vent pipes, 
the use of saddle hubs and bands and the weld- 
ing or brazing of parts into pipes to make 
fittings are prohibited. Sanitary crosses hav- 
ing at least twice the diameter of the branch 
opening may be used in a vertical position. 


Section 33. Dead ends. In the installation 
of any drainage system dead ends shall be 
avoided. 


Section 34. Protection of material. Ali 
pipes passing under or through walls shall be 
protected from breakage. Pipes shall not be 
run under or through chimneys. All pipes 
passing through or under cinder, concrete or 
other corrosive material shall be protected 
against external corrosion. 


Section 35. Protection of water tank, ice 
tank, and special equipment. Exposed drain- 
age pipes shall not pass directly over water 
supply tanks, reservoirs, prepared food re- 
ceptacles, operating tables, surgical equipment 
and special areas easily contaminated unless 
either the area or drainage line is amply pro- 
tected by means of covers, guards or shields 
designed to receive or divert possible leakage. 


Section 36. Workmanship. Workmanship 
shall be of such character as to fully secure 
_ the results prescribed in all of the sections of 
this ordinance and shall be done in a neat and 
workmanlike manner. 


Section 37. Installation of plumbing. All 
plumbing installed shall comply with the re- 
quirements of this ordinance. 


ARTICLE LV 


QUALITY AND WEIGHTS OF MATERIALS 

Section 38. Materials, quality of. All ma- 
terials used in any drainage or plumbing sys- 
tem, or part thereof, shall be free from defects 
and shall meet accepted standards, as specified 
in this ordinance. 


Seciion 39. Label, cast or stamped. Each 
ieneth of pipe, fitting, trap, and fixture or de- 
vice used in a plumbing drainage system shall 
be indelibly stamped or marked with the 
weight, quality and the maker’s mark or name. 
Septic tanks shall be marked with effective 
capacity and gauge of metal. 


Section 40. Vitrified clay pipe and concrete 
pipe. All vitrified clay pipe shall conform to 
ihe A.S.T.M. “Standard Specifications for Clay 
Sewer Pipe" (Serial designation, C 13-40). 
All concrete pipe shall conform to the A.S.T.M. 
“Standard Specifications for Conerete Pipe”” 
(Serial designation C 14-40). 


Section 41. Cast-iron pipe. (a) Quality— 
All east iron pipe and fittings shall conform 
to the A.S.A. ‘‘American Standard for Cast 
Iron Soil Pipe and Fittings’’ (Serial designa- 
tion, A 40.1-1935). 


(b) Coatine—All cast iron pipe and fittings 
shall be coated with asphaltum or coal tar 
pitch. 


Section 42. Wrought-iron pipe. All wrought- 
iron pipe shall conform to the A.S.T.M. ““Stand- 
ard Specifications for Welded Wrought Iron 
Pipe”” (Serial designation, A 72-39) and shall 
be galvanized. 


Section 43. Mild-steel pipe. All steel pipe 
shall conform to the A.S.T.M. “Standard Speci- 
fications for Welded and Seamless Steel Pipe”” 


(Serial designation, A 53-36) and shall be 
ealvanized. 


Section 44. Brass and copper pipe. Brass 
and copper pipe shall conform, respectively, 
to the standard specifications of the A.S.T.M. 
for ‘‘Brass Pipe, Standard Sizes," and for 
"Copper Pipe, Standard Sizes’’ (Serial num- 
bers B 43-39 and B 42-39 respectively). 
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Section 45. Copper tubing. Copper tubing 
for use with flared or soldered fittings shall 
conform to Federal ¡Specification WW-T-799, 
Tubing; Copper, Seamless (for use with solder- 
ed or flared fittings), or with A.S.T.M. “Stand- 
ard Specifications for Copper Water Tube" 
(Serial designation B 88-39). 


Section 46. Lead pipe, diameter, weights. 
All lead pipe shall be of best quality of drawn 
pipe, of not less weight per linear foot than 
shown below. 


(a) 
(light) : 


Internal Diameter 
Wts. per ft. 


Lead soil, waste, vent, or flush pipes 


Internal Diameter 
Wts. per ft. 


Inches lbs. OZS. Inches lbs. OZS. 
IAE 2 8 ÓN 5 = 
AAA 3 N qr mor 3 
Thee + Au. er 8 

(b) Lead water-supply pipe under ground 


(extra strong): 


Internal Diameter Internal Diameter 


Wts. per ft. Wts. per it. 

Inches lbs. OZS. Inches lbs. OZS. 
Ve omen 2 8 AMES, 3 8 
AXE 3 4: LS it 4 12 
(e) Lead water-supply pipe under ground 


(double extra strong) : 


Internal Diameter 
Wts. per ft. 


Internal Diameter 
Wts. per ft. 


Inches lbs. OZS. Inches lbs. OZS. 
ae 6 12 T34; 1.9 8 
E coh: 9 2 O 14 

(d) All lead bends and traps shall be of 


a quality known to the trade as “extra heavy.” 


Section 47. Sheet lead. Sheet lead shall 
weigh not less than four pounds per square 
foot. 


Section 48. Sheet copper or brass. Sheet 
copper or brass shall be not lighter than No. 
18 B and S. gauge, except that for local and 
interior ventilating pipe it shall not be lighter 
than No. 26 B and S. gauge. 


Section 49. Galvanized sheet iron. Galvaniz- 
ed sheet iron used for loeal vents shall be not 
lighter than the following B. and S. gauge: 


No. 26 for 2 to 12 inch pipe 
No. 24 for 13 to 20 inch pipe 


No. 22 for 21 to 26 inch pipe 


Section 50. Fittings. (a) Plain screwed. 
fittings shall be of cast iron, malleable iron. 
brass or copper of standard weight and dimen- 
sions. (b) Fittings for copper tubing shall 
conform to American Standards Association 
Standard for Soldered Joint Fittings. (e) 
Drainage fittings shall be of cast iron, malleable 
iron, brass or copper with smooth interior 
waterway, with threads tapped out of solid 
metal. (d) All cast iron screw fittings used for 
water-supply distribution shall be galvanized. 
(e) All malleable iron fittings shall be gal- 
vanized. 


Section 51. Calkine ferrules. Drive ferrules 
and combination lead and iron ferrules are 
prohibited. Brass ealking ferrules shall be of 
the best quality red cast brass, with weights 
and dimensions in accordance with the fol- 
lowing table: 


Actual 


Pipe Size (Inches) Inside Length Weight 
Diameter 
Inches Inches Lbs Ozs 
IA A A C ERE 2% 4la 1 — 
+, PAR IR IS pe 3% 41% 1 12 
e A ee eee 4% 41 2 8 


Section 52. Soldering nipples and bushings. 


(a) Soldering nipples shall be of brass pipe of 
iron-pipe size, or of heavy cast red brass not 
less than the following weights: 


Diameter Weights Diameter Weights 
Inches OZS. Inches lbs. OZS. 
Ip PR Me 6 215 2% 1 6 
it eee ak 8 3 => 0 
DN re 14 d iu ce 3 8 

(b) Soldering bushings shall be of brass 


pipe of iron-pipe size, or of heavy, east red 
brass. 


Section 53. Floor flanges for water-closets. 
Floor flanges for water-closets shall not be less 
than three-sixteenths of an inch thick, and of 
brass, weighing not less than one pound. Cast- 
iron flanges are prohibited. 


ARTICLE V 
JOINTS AND CONNECTIONS 
Section 54. Water and air tight joints. All 
joints and eonneetions mentioned under this 


artiele shall be made permanently air and 
water tight. 
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Section 55. Vitrified pipe. All joints in 

vitrified clay or conerete pipes or between 
_ vitrified clay or concrete pipes and metal pipes 
- shall be made of Portland cement and clean 
- sand, asphalt or other approved material finish- 
- ed in a workmanlike manner. The interior of 
the pipe shall be wiped clean and smooth. 
Joints shall be made in the following manner: 
A closely twisted hemp or oakum gasket of 
suitable diameter, in no case less than 34 inch, 
and in one piece of sufficient length to pass 
around the pipe and lap at the top, shall be 
solidly rammed into the annular spaces be- 
tween the pipes with a suitable calking tool. 
When cement joints are used, the gasket shall 
first be saturated with neat cement grout. The 
remainder of the space shall then be complete- 
ly filled with the jointing materials. 


Section 56. Calked joints. All calked joints 
shall be firmly packed with oakum or hemp, 
and shall be secured only with pure molten 
lead, not less than one (1) inch deep, weli 
ealked and no paint, varnish, or putty will be 
permitted until after the joint is tested. 


Section 57. Serew joints. All screw joints 
shall be American standard serew joints, and 
all burrs or cuttings shall be removed. Lubri- 
eant or pipe dope shall be used on the male 
thread only. 


Section 58. Cast iron pipe joints. Cast iron 
pipe joints shall be calked and made in the 
approved manner as specified in Section 56. 


Section 59. Copper tubing joints. Copper 
tubing joints shall be made in accordance with 
approved practice. Solder fittings shall be of 
such size that joints will be completely filled 
with solder. 


Section 60. Wrought iron, steel, or brass to 
cast iron. The joints may be either screwed or 
calked joints made in the approved manner 
as specified in Sections 56 or 57. Calked joints 
between 114 and 115 inch pipe to cast iron 
pipe shall be made with calking spigots. 


Section 61. Lead pipe. All lead pipe shall 


be adequately supported throughout its length. 
Joints in lead pipe or between lead pipe and 
brass or copper pipe, ferrules, soldering nipples, 
bushings, or traps, in all cases on the sewer 
side of the trap and in concealed joints on the 
inlet side of the trap, shall be full-wiped joints. 
with an exposed surface of the solder to each 
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side of the joint of not less than three-quarters 
of an ineh and a minimum thickness at the 
thickest part of the joint of not less than 
three-eights of an inch. No trimming or filing 
of joints after wiping shall be done. 


Section 62. Lead to cast iron, steel or 
wrought iron. The joints shall be made by 
means of a ealking ferrule or soldering nipple. 


Section 63. Slip joints. Slip joints or ground 
joint unions will be permitted only in trap seals 
or on the inlet side of the trap. 


Section 64. Roof joints. The joint at the 
roof shall be made water-tight by use of lead 
or copper roof flashings. 


Section 65. Closet, pedestal urinal and trap 
standard slop sink, floor connections. A brass 
floor connection shall be wiped or soldered to 
lead pipe and the floor connection bolted to 
an earthenware trap flange. A metal to earth- 
enware, a metal to metal union, or a lead or 
asbestos gasket or washer shall be used to 
make a tight joint. 


Section 66. Increasers and reducers. Where 
different sizes of pipes or pipes and fittings are 
to be connected, proper size inereasers or re- 
ducers pitched at an angle of 45° between the 
two sizes shall be used, except where prohibited 
by Section 67. 


Section 67. Prohibited joints and connec- 
tions. Any fitting or connection which has an 
enlargement chamber, or recess with a ledge 
shoulder or reduction of the pipe area in the 
direction of the flow on the outlet or drain 
side of any trap is prohibited. 


Section 68. Support bolts. Connections of 
wall hangers, pipe supports, or fixture settings 
with the masonry, stone or concrete backing 
shall be made with expansion bolts without 
the use of wooden plugs. 


ARTICLE VI 


TRAPS AND CLEANOUTS 


Section 69. Traps, kind. Every trap, except 
grease interceptors, shall be self-cleaning. 
Traps for bathtubs, lavatories, sinks and other 
similar fixtures shall be of lead, brass, cast 
iron or of malleable iron galvanized or por- 
celain enameled inside, Galvanized or porce- 
lain enameled traps shall be extra heavy, and 


120 


shall have a full bore smooth interior water- 
way with threads tapped out of solid metal. 
Brass tubing and brass tubing traps shall be 
seamless drawn and not less than 17 gauge. 


Section 70. Traps prohibited. No form of 
trap which depends for its seal upon the action 
of movable parts or concealed interior parti- 
tions shall be used for fixtures. Running traps 
on main house drains are prohibited. No fix- 
ture shall be double trapped. 


Section 71. Traps, where required: Hach 
fixture shall be separately trapped by a water- 
seal trap placed as near to the fixture as pos- 
sible, except that a set of not more than three 
laundry trays or lavoratories or a set of two 
laundry trays and one sink, cast or made as 
one fixture, may connect with a single trap. 
provided that no horizontal arm shall exceed 
three (3) feet in developed length from the 
trap to fixture. 


Section 72. Water seal. Each fixture trap 
shall have a water seal of not less than 2 inches 
and not more than 6 inches. 


Section 73. Trap cleanouts. Each trap, ex- 
cept those in combination with fixtures in which 
the trap seal is plainly visible and accessible, 
shall be provided with an accessible brass 
cleanout plug of ample size, protected by the 
water seal. Drawn brass tube traps which have 
a union connection protected by the trap seal 
may be used. 


Section 74. Trap levels and protection. All 
traps shall be set true with respect to their 
water seals and protected from frost and 
evaporation. 


Section 75. Pipe cleanouts. The bodies of 
cleanout ferrules shall be made of standard 
pipe sizes, conform in thickness to that requir- 
ed for pipe and fittings of the same metal, and 
extend not less than one-quarter inch above 
the hub. The cleanout or plug shall be of 
heavy red brass, standard iron pipe thread and 
be provided with raised nut or recessed socket. 
of an approved pattern, for removal. 


Section 76. Pipe eleanouts— where required. 
Cleanouts shall be provided where necessary 
and a cleanout easily aceessible shall be pro- 
vided at the foot of each vertical waste or soil 
stack at least 21% feet above floor level. Clean- 
outs shall be placed in the houre sewer at in- 
tervals not exceeding 75 feet. Branch lines to 
fixtures shall have accessible eleanouts. There 
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shall be at least two eleanouts in the house 
drain—one at or near the base of the stack 
and the other a Y branch brought above the 


floor level inside the wall near the connection | 


between the house drain and house sewer ex- 
cept where the base of the stack is less than 
> feet distant from the point where the sewer 
enters the building, the cleanout at the base of 
the stack will be sufficient. Cleanouts shall be 
of the same nominal size as the pipes up to 
four inches and not less than four inches for 
larger pipes. The distance between cleanouts 
in horizontal soil lines shall not exceed 50 feet. 


Section 77. Manholes. All underground 
traps and cleanouts of a building, except where 
cleanouts are flush with the floor, and all ex- 
terior underground traps shall be accessible 
by manholes with proper covers. 


Section 78. (Grease interceptors. When a 
erease interceptor is installed, it shall be plae- 
ed as near as possible to the fixture from which 
it receives the discharge and must be of ap- 
proved type. Grease interceptors cooled by 
the house water supply shall be prohibited ex- 
cept when an approved air gap as specified in 
Section 102 is provided on the water supply. 
The capacity of grease traps installed shall be 
not less than those specified in the following 
table. 


CAPACITY OF GREASE TRAPS 


Net Capacity! Waste 


Number of | Grease Flow Approx. 
Meals per | Capacity Water Water Inlet & | Weight 
Day Pounds | Per Hour Retained Outlet | Pounds 
Gallons Gallons 
55 15 300 3!4 1% 85 
75 24 420 41 1% 100 
110 36 740 6 2 110 
185 50 935 8 2 125 
260 65 1130 10 2 140 
160 55 1020 10 2 210 
250 75 1200 13 3 240 
385 110 1700 18 3 270 
525 152 2300 23 3 300 


Section 79. Sand interceptors, garage sumps. 
Sand interceptors, garage sumps and similar 
devices, when installed, shall be readily acces- 
sible for cleaning and be of an approved design. 


Section 80. Bu ement floor drains. A cellar 
or basement floor drain shall connect into a 
trap so constructed that it can be readily clean- 
ed and of a size to serve efficiently the purpose 
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for which it is intended. The drain inlet shall 
be so located that it is at all times in full view. 
When subject to back flow or back pressure, 
such drains shall be equipped with adequate 
backwater valves. Connections will be per- 
mitted only where they ean be made through 
a trap in which a permanent water seal can 
be maintained. Basement floor drains shall 
| not be less than three inches in size and shall 
connect to the sewer at least five feet from the 
base of the stack unless vented. Clean out 
plugs shall be provided for branch lines to 
floor drams if more than 12 feet in length. 


Section 81. Backwater valves. Backwater 
valves shall have all bearing parts or ball of 
non-corrodible metal and so constructed as to 
insure a mechanical seal. The area of the valve 
seat shall be equal to the cross section area of 
the pipe connection. Backwater valve shall be 
of open seat type with accessible hand hole 
cleanout to service mechanical working parts. 
Provide suitable installation pit with cover, or 


hand operated bell and spigot gate valve with. 


eurb box. 


ARTICLE VII 
WATER SUPPLY AND DISTRIBUTION 


Section 82. Quality of water. The quality 
of water supply shall meet accepted standards 
of purity. Development of private water sup- 
plies shall be in accordance with the recom- 
mendations of the State Department of Health. 


Section 83. Protection of water supply. The 
water supply shall be distributed through a 
piping system not directly connected to a non- 
potable supply, entirely independent of any 
piping system conveying another water supply. 

Water supply pipe connections to any fix- 
ture, appliance, device, or system of piping 
shall be made in a manner so as to prevent the 
return of any water, liquid, waste or foreign 
substanee into the water supply system by 
pressure, gravity or siphonage, unless such ap- 
pliance or device is approved or used for treat- 
ing or purifying the water in such manner so 
as to maintain its quality and potability. 

Every water closet or urinal shall be flushed 
by means of an approved back-siphonage proof 
tank or flushing device of at least 4 gallons 

— flushing capacity for water closets and at least 
- 2 gallons for urinals, and shall be adjusted to 
- prevent the waste of water. The flush pipe 
Tor water closet flush tanks shall be not less 
_ than 114 inches in diameter. 

After January 1, 1942, an approved type flush 
4 tank shall have a ball cock constructed and in- 


stalled in accordance with the following con- 
ditions: 


(a) When the tank is filled to its overflow 
level and the supply valve is fully open, there 
will be no backflow from the tank into the ball- 
cock valve or supply pipe under a vacuum of 
15 inches of mercury in the supply pipe. 


(b) Ball cock shall be elevated so that 
water cannot flow by gravity from the tank 
into the ball cock valve or supply pipe when 
the tank is filled to one (1) inch above the over- 
flow level, with the valve open and the supply 
pipe open to the atmosphere. 


(e) In ease the supply discharges below the 
overflow level through a hush tube or other 
enclosed or partially enclosed passage, the ball- 
eock assembly shall be equipped with an ap- 
proved backflow preventer, elevated so that its 
eritical level is at least one (1) inch above the 
overflow level. 


(d) In ease the supply discharges into the 
tank above the overflow level through one or 
more supply openings, the ball-cock assembly 
shall be elevated so that there is a clear air 
gap of at least one (1) inch between the lowest 
point of any supply opening and the overflow 
level of the tank. 


(e) Ball eoek for low tank shall be provided 
with a refill tube and shall fill the fixture trap 
to its overflow weir. Float shall be of spun 
copper not less than 0.021 inch thick, or of 
non-absorment molded composition, or of glass, 
and shall have a brass stem connected to float 
and cock by setserews or screw threads. Cock 
shall be constructed so it can be taken apart 
readily for repair. Pins or thumbscrews form- 
ing bearings for levers shall be not less than 
3/16 inch in diameter. Support for ball cock 
and lever fulerum on high tank shall be seeur- 
ed with through bolts and nuts to brackets 
bolted to or cast on the tank; lead washers 
shall be provided between the tank lugs and 
supports. Pipe connection to ball cock shall 
be 3 inch.. 


(f) Each ball cock shall bear the manufac- 
turer's name and sufficient information to 
identify it from ball cocks of any other model 
or construction made by the manufacturer. 

No water closet or urinal bowl shall be sup- 
plied directly from a water supply system 
through a flushometer or other valve unless 
such valve is provided with an approved type 
backflow preventer (vacuum breaker or back- 
siphonage preventer). 


Section 84. Backflow preventers. Backflow 


preventers (vacuum breakers or baek-siphon- 
age preventers) shall be of the moving part 
and air vent type which shall be of such size 
and proportions as to allow an ample flow of 
water to the fixture. Backflow preventers 
shall be a complete functioning unit, installed 
separately or contained wholly within the flush 
valve body, between the flush valve mechanism 
and the fixture. When water is not flowing from 
the flush valve, the moving part or parts shall 
normally rest in a position that effectively 
closes the water passage through it to a de- 
finite extent and in a position that leaves the 
vent fully open. When water starts flowing 
from the flush valve, the moving part or parts 
shall be actuated by the flowing water and 
moved into a position that opens the water pass- 
age and closes the air vent tightly; and when 
flow of water stops the moving part or parts 
shall return automatically to the normal posi- 
tion of rest. The cycle of motion shall be com- 
pleted in full with each completed operation 
of the flush valve, and without the aid of 
springs or other elastic or flexible part. The 
operation shall be positive and dependable. 
The device shall prevent a reduction of pres- 
sure in the flush pipe greater than one (1) inch 
of water when the outlet end of the flush pipe 
is closed or submerged in water and a vacuum 
of 15 inches of mereury is applied on the sup- 
ply side. The eritical level shall in no case 
be below the outlet connection, and when the 
eritical level is above that point it shall be 
shown by a horizontal line not less than 14 
inch long accompanied by appropriate symbols 
C-L or C/L, clearly east or stamped on the. body 
of the device. When not indicated by the 
prescribed mark, the eritieal level shall be 
considered as being at the level of the outlet 
end of the device. The critical level of back- 
flow preventers when installed shall be located 
at least 4 inches above the flood level of the 
fixture except that where existing supplies. 
which do not permit an elevation of 4 inches, 
must be accommodated, the elevation of the 
eritical level may be placed not less than 2 


inches above the flood level of the fixture. Each 


backflow preventer shall be clearly marked 
with the manufacturer’s name and sufficient 
additional information to identify it from any 
other model or construction that is made or 
has been made by him. 


Section 85. Automatic floor drain primers 
or trap seal valves. All automatic floor drain 
primers or trap seal valves shall be prohibited. 


Section 86. Waste water disposal. Ade- 
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quate provision for waste water disposal, either — 


by public sewer or private sewage disposal 
works designed and constructed as recom- 


mended by the Iowa State Department of — 


Health, shall be provided for all buildings with 
connections to the publie water supply or pri- 
vate water supply under pressure. 


Section 87. Size of water supply pipes. All 
plumbing fixtures shall be provided with a suf- 
ficient supply of water to maintain trap seals 
and to keep them in a sanitary condition. 

The water service pipe in any building shall 
be of sufficient size to permit a continuous 
ample flow of water to the building under the 
average daily minimum service pressure in 
the street main. 

The minimum size of water service pipe from 
the main (or curb where the stub has already 
been installed) to and ineluding the third 
branch opening in the building, shall be 34 
inch, or 1 inch if flush valves are installed, and 
to fixture supplies as follows: 


Inch Inch 
SAMA 1%, Lavatories ..........38 
Hot water ............ l5 Bathinbs I 
Laundry trays ... l5 Water-closet 
PINES pce eee 1% tanke voc RES 38 
Shower bath ........... 1% Urinal tanks .........% 


Flush valves 


Section 88. Water supply control. A main 
shutoff on the water supply line shall be pro- 
vided near the curb. Accessible shutoffs shall 
be provided on the main supply line just in- 
side the foundation wall, on the house side of 
the meter ahead of any connection, on each 
riser line in buildings over three floors, and 
for each sill cock. 


Section 89. Water supply pipe from main 
to meter. All water supply pipes from the 
water main to the consumer’s meter shall be 
of copper, lead, or cast iron. 


Section 90. Water-supply pipes, valves and 
fittings. All water-supply pipes for a plumb- 
ing system shall be of lead, copper, galvanized 
wrought-iron or steel, brass, or cast iron, with 
brass, galvanized cast iron, galvanized malle- 
able iron or wrought copper fittings. When 
cast iron fittings are used on cast iron water 
mains, they shall be of the same material as 
the water main. No pipe or fittings that have 
been used for other purposes shall be used for 
distributing water. All pipes, valves and fit- 
tings shall be designed for the maximum work- 


ing pressure of the water supply to which 
they are connected. 


Section 91. Water supply, protection. All 
concealed water pipes and storage tanks, sub- 
ject to freezing temperatures, shall be protect- 
ed against freezing. All water pipes shall be 
installed so that they may be easily drained 
and are to be hung or laid without trapping 
— if possible. If trapping is unavoidable, tees 


\ 


— and drainage plugs shall be installed. 
YA 
— Section 92. Hot water storage tanks and 
— relief valves. All hot water storage tanks and 
— range boilers shall be of the type known as 
“extra heavy”? and designed for a working 
— pressure of not less than 150 pounds per square 
inch. On all range boilers and hot water stor- 
- age tanks, and/or wherever any check valve 
- ijs installed in the cold-water supply pipe be- 
— tween the street main or private water supply 
and any existing or replaced hot-water tank 
_ there shall be installed a suitable heat or tem- 
— perature relief valve set and sealed to actuate 
at a temperature of not more than 212°F. and 
_ of a type, construction, and size approved by 
- the State Department of Health. The relief 
valve shall be placed within 12 inches of the 
— top of the tank or not to exceed 6 inches above 
- the tank developed length and shall not be 
- placed on a line by which the storage tank 
- is fed from any heater, and shall be piped to 
- discharge over a suitable fixture. Where a 
fixture is not available the discharge shall be 
— piped to the floor. There shall be a drain 
eoek on the bottom of every hot water tank. 
— No valve shall be permitted in any flow pipe 
= between tank and heater. An approved pres- 
sure relief valve set to actuate at a pressure 
not exceeding 150 pounds, except industrial 
installations in which case the valve shall be 
set to actuate at a pressure not exceeding 50 
pounds above the average static pressure in 
the tank, shall also be installed in or near the 
storage tank and no valve or stop shall be in- 
stalled between the tank and the pressure re- 
hef valve. 
Whenever a hot water storage tank or range 
_ boiler or heater for such storage tank or range 
- boiler is replaced, the above mentioned heat 
= and pressure relief valves and safety device 
shall be installed. 


i Section 93. Pilot safety devices. All auto- 
- matie or semi-automatic water heaters using a 
- burner having a pilot flame or low flame burn- 

er shall be provided with a suitable safety de- 
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vice which will prevent the escape of fuel in 
event the pilot flame is extinguished or fails. 


Section 94. Hydrants. Yard hydrants to fur- 
nish water for human consumption are pro- 
hibited. Boe 


Articte VIII 


PLUMBING FIXTURES 


Section 95. Materials. All plumbing fix- 
tures shall be made of smooth, non-absorbent 
material, and free from concealed fouling 
surfaces. Receptacles used as water-closets, 
urinals, or otherwise for the disposal of human 
excreta, shall be vitrified earthenware, or cast 


iron porcelain enameled on the inside. (Also 
see Sec. 99). e 
Section 96. Drinking fountains. Drinking 


fountains shall comply with the following re- 
quirements : 


(a) The fountain shall be constructed of 
impervious material, such as vitreous china, 
porcelain, enameled cast iron, other metals, or 
stoneware. 


(b) The jet of the fountain shall issue from 
a nozzle of non-oxidizing impervious material 
set at an angle from the vertical, and at an 
elevation to provide an air gap as specified in 
the table in Section 102. 


(e) The end of the nozzle shall be protected 
by non-oxidizing guards to prevent the mouth 
or nose of persons using the fountain from 
coming into contact with the nozzle. 


(d) The inelined jet of water issuing from 
the nozzle shall not touch the guard, thereby 
causing splattering. 


(e) The bowl of the fountain shall be so 
designed and proportioned as to be free from 
corners which would be difficult to clean or 
which would collect dirt. 


(f) The bowl shall be so proportioned as 
to prevent unnecessary splashing at a point 
where the jet falls into the bowl. Self-cleans- 
ing anti-splash rims are recommended. l 


(2) The water supply pipe shall be pro- 
vided with an adjustable valve fitted with a 
loose key or an automatic valve permitting the 
regulation of the rate of flow of water to the 
fountain so that the valve manipulated by the 
users of the fountain will merely turn the 
water on or off. 
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(h) The waste opening and pipe shall be 
of sufficient size to carry off the water prompt- 
ly. The opening shall be provided with a 
strainer, 


Section 97. Obsolete fixtures. Fixed wooden 
wash trays or sinks shall not be installed in 
any building. No copper lined wooden bath- 
tub shall be installed, and an old fixture of 


this elass taken out shall not be reconnected. 


Pan and valve plunger, offset washout and 
other water-elosets having invisible seals or 


unventilated spaces or walls not thoroughly 
washed at each flush shall not be used. Long 
hopper closets or similar appliances shall not 
hereafter be installed. 


Section 98. Fixtures—how installed. All 
plumbing fixtures shall be installed in a man- 
ner to afford access for cleaning. Where prae- 
tical, all pipes from fixtures shall be run to 
the wall, and no lead trap or pipe shall extend 
nearer to the floor than 12 inches unless pro- 
tected by a casing. 


Section 99. Water-closet bowls. Water- 
closet bowls and traps shall be made in one 
piece and of such form as to hold sufficient 
quantity of water, when filled to the trap over- 
flow, to prevent fouling of surfaces, and shall 
be provided with integral flushing rims con- 
structed so as to flush the entire interior of 
the bowl. 


Section 100. Frost-proof closets. Frost proof 
closets are prohibited. 


Section 101. [Fixtures prohibited. Fixtures 
with submerged water supply inlets and any 
fixture or appliance which does not have an 
adequate complete air break or gap between 
the water supply inlet and the highest water 
level in the fixture are hereby specifically pro- 
hibited, except flushometer toilets and urinals 
and other fixtures where the use (not the de- 
sign) of the fixture necessitates a submerged 
inlet, in which ease an approved back flow 
preventer (vacuum breaker or back-siphonage 
preventer) must be properly installed so as to 
safeguard the water supply, 


Section 102. Air gaps. The minimum re- 
quired air break or gap when not affected by 
near walls shall be twice the diameter of the 
effective opening and when affected by near 
walls shall be at least three times the diameter 
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of the effeetive opening, but in no ease shall 
the air break or gap be less than specified in 
the following table: 


MINIMUM AIR GAPS FOR GENERALLY USED 
PLUMBING FIXTURES 
Minimum Air Gaps 
When Not 


Fixtures When 
(See Note 3) Affected b Affected b 
Near Wal Near Wal 
(See Notes | (See Notes 
1 & 2) 1 & 2) 
Lavatories with effective openings not 
greater than !% inch diameter.................. 1.0 1.50 
Sinks, laundry trays, and gooseneck bath 
faucets with effective openings not 
greater than % inch diameter.............. 1.5 2.25 
Drinking fountain nozzles........................... 0.75 — 
Effective openings ias than 1 inch 
iameter.. Si e (a) (b) 
All dimensions are given in inches. 
(a) 2 times effective opening. 
(b) 3 times effective opening. 
Note 1—Spout near wall —If any vertical 


wall extending to or above the horizontal plane 
of the spout opening is closer to the nearest 
inside wall of the spout opening than four times 
the diameter of the effective opening, the air 
eap shall be as specified above for spout near 
wall, column 3. 


Note 2—Spout set at an angle—Should the 
plane of the end of the spout be at an angle to 
the surface of the water, the mean gap is to 
be taken as the basis for measurement, except 
for drinking fountain nozzles, in which case the 

eap to the lowest point of the nozzle opening 
shall be taken. 


Note 3—For ball cocks and flush valves see 
sections 83 and 84. 

Tanks or vats with inlets below the flood 
level rim shall be fitted with an overflow con- 
nection and piping of sufficient capacity to 
keep the water level from rising more than halt 
of the minimum required air gap distance, as 
in above table, above the top of the overflow 
when water is entering the tank at the maxi- 
mum rate of flow. In such case the minimum 
air gap shall be measured from the lowest point 
of any supply outlet to the top of the overflow 
opening and shall be inereased 50 per cent 
above the minimum air gap specified in above 
table, to provide a similar factor of safety. 
There shall be a safe air gap or break in the 
overflow piping as close to the tank as pos- 
sible to allow overflow water a free discharge 


to atmosphere even though the waste pipe line 
is clogged. 


Section 103. Floor drains and shower drains. 

floor drain or a shower drain shall be con- 
sidered a fixture and provided with a strainer. 
Shower or other floor drains located above the 
eround floor level shall be provided with seep- 
age drains and approved pans or flashings to 
prevent leakage of wastes to lower floors. 


Section 104. Fixture strainers. All floor 
drains, shower and similar drains shall be pro- 
vided with fixed strong metallic strainers with 
outlet areas not less than that of the interior 
of the trap outlet. 


Section 105. Fixture overflow. The over- 
"flow pipe from a fixture shall be connected 
‘on the house or inlet side of the trap and be 
so arranged that it may be cleaned. 


ARTICLE IX 


VENTILATION OF ROOMS AND FIXTURES 


Section 106. Location of fixtures. No trap- 
ped plumbing fixture shall be located in any 
room or apartment which does not contain a 
dow placed in an external wall or is not 
otherwise provided with proper ventilation 
affording at least one air change every seven 
minutes. The required provisions for ventila- 
tion shall be in place before such fixture is 
installed. 


- Section 107. Ventilating pipe, how connect- 

ed. (a) Ventilation pipes from toilet rooms 
shall be separate and distinct and have no con- 
nection whatever with the other ventilating 
— duets or pipes in the building. Such duets shall 
have a minimum area of twenty-four (24) 
- square inches. 


(b) All gas water heaters must have a vent 
pipe of approved material installed so as to 
— vent to the outside air; either through an 
established flue or independently through the 
roof. Rubber tubing shall not be used for 
gas supply lines. 


ARTICLE X 


SOIL, WASTE AND VENT PIPES 

= Section 108. Material. All main or branch, 
soil, waste, and vent pipes within the build- 
ing shall be of east iron, galvanized steel or 
wrought iron, lead, brass or copper, except that 
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no galvanized steel or wrought iron pipe shall 
be used for underground soil or waste pipes 
or for soil, waste, and vent pipes in buildings 
four stories or more in height. Concealed 
waste pipes under bathroom floors shall be of 
lead, brass, copper or cast iron soll pipe up to 
and ineluding the fixture opening. 


Section 109. Fixture units. The following 
table shall be employed to determine the mini- 
mum diameters of fixture traps, the minimum 
diameters of waste pipes from single fixtures, 
and the fixture unit values to be assigned to 
fixtures. 

In the classification of plumbing installations, 
class 1 (private) shall apply to fixtures in resi- 
denees and apartments and to fixtures in pri- 
vate bathrooms of hotels and similar installa- 
tions where the fixtures are intended for the 
use of a family or an individual. 


Class 2 (semipublic) shall apply to fixtures 
in office buildings, factories, dormitories, fra- 
ternity and sorority houses, and similar in- 
stallations where the fixtures are intended for 
the use of the occupants of the building. 

Class 3 (public) shall apply to fixtures in 
general toilet rooms of schools, gymnasiums, 
hotels, railroad stations, public comfort sta- 
tions, and other installations (whether pay or 
free) where a number of fixtures are installed 
so that their use is similarly unrestricted. 

Fixture unit ratings for all fixtures given a 
single rating shall apply to those fixtures in 
al classes of installations. 


MINIMUM TRAP DIAMETERS, MINIMUM DRAIN 
SIZES, AND FIXTURE UNIT VALUES 


Minimum | Minimum 


Nominal | Nominal Fixture 
Trap Diameter, Units 
Diameter | Individual 
Drain 
Inches Inches 
1 lavatory or washbasin, class 1...... 1M 1% 1 
1 lavatory or washbasin, cl. 2 or 3 1% 1% 2 
1 water-closet, class 1, 2, or 3........ 3 3 6 
1 bathtub, DIR IR, 1% 1% 2 
1 bathtub, dasa2 qe -- — 0-7 1% 1% 3 
1 shower stall, shower head only... 
Clase ESA he ee tad de 1% 1% 2 
1 shower stall, multiple spray, class f , 
Jus ee a NO A ferie 2 2 
1 shower stall, shower head only 
(QU CEP Qu) Jd ori p 2 2 3 
1 shower stall, multiple spray, class 
D. d ened ema ON 3 3 6 
Gang shower, for each shower 
A niavcisseciocencsvvents — — 5 
1 urinal, lip, or each 3 feet of 
trough or gutter... : 1% 1% 2 
1 urinal, stall or wall hung with | 
tank or flush valve supply...... 2 2 4 
1 urinal, pedestal or blow-out 3 3 5 
1 sink, residence or apartment 
kitchen sink, dishwasher, 
butler's or pantry, sink, class 1 1% 1% 2 
1 sink, hotel or restaurant.............. 1% 1% 3 
1 sink, hotel or restaurant vege- 
table sink... OS E 1% 1% 


(Continued on next page) 
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MINIMUM TRAP DIAMETERS, MINIMUM DRAIN 


SIZES, AND FIXTURE UNIT VALUES 
Minimum | Minimum 
Nominal | Nominal Fixture 
Trap Diameter, Units 
Diameter | Individual 
Drain 
Inches Inches 
I sink, hotel or restaurant glass 
Sines tee te ee ee E 1% 1% 3 
1 sink, hotel or restaurant silver 
AAA ene. | 1% 1% 3 
1 sink, lunch counter bar sink...... 1% 1% 3 
1 sink, soda fountain bar sink....... 1% 11% 1.5 
1 sink, ordinary slop sink.............. 2 2 3 
1 sink, siphon jet slop sink, flush 
TIN OT MOD ee: 3 3 6 
1 dish T R 47-5 2 2 4 
1 sink, bedpan sink or bedpan 
MA peti AUI EIU SE 3 3 6 
1 sink, laboratory, surgeon's 
or medical sınK.......................... 1% 1% 1.5 
1 sterilizer, instrument, utensil 
On wa tare meee teers cick 144 1% 0.5 
listeulizerbednhpunc c ase 3 3 6 
PAM ae hee RU ER 1% 114 3 
1 combination fixture...................... 1% 1% 3 
1 foot bath or sitz bath.................. 11$ 1% 2 
1 infant's or baby's slab bath......... 1M 1X 0.5 
INDIO TRAMA A TOR 115 1% 3 
ATINKIN OUNLA ee ae 1% 114 0.5 
1 euspidor, fountain or dental........ 114 1% 0.5 
1 floor drain, ordinary...................... 2 2 1 
1 floor drain, basement or ground 
oor ye sen. eor ter E lea 3 3 3 


1 floor drain, receiving overflow 
from tanks or discharges from 
unrated fixtures shall be rated 
on the estimated maximum 
flow, for each gallon per 


1 sewage ejector, for each 25 
gallons per minute discharge 
capacity. ee ee — — 30 


Note: Waste lines and traps to be not less 
than the diameter of the waste openings of fix- 
tures served. 

One hundred and eighty (180) square feet 
of roof or drained area in horizontal projection 
shall count as one fixture unit. Sump pumps, 
ejecting storm or seepage water, shall be 
counted as drainage area, 600 square feet for 
each 25 gallons per minute discharge capacity. 

A floor drain receiving regular or inter- 
mittent discharges from fixtures shall be count- 
ed as the total of the fixtures drained into it. 


Section 110. Soil and waste stacks. Every 
building in which plumbing fixtures are in- 
stalled shall have a soil or waste stack or 
stacks extending full size through the roof. 
Soil pipe and fittings shall be ‘‘ Extra Heavy” 
‘ast iron. Additional vent stacks need not be 
the size of the main stack providing the ad- 
ditional vent stacks are within 30 feet of the 
full size stacks and that all waste or soil pipes 
within one building discharge into the same 


house drain within one building. The required 
sizes of soil and waste stacks shall be deter- 
mined from the distribution and total of all 
fixture units connected to the stacks in accord- - 
ance with the following table. 


MAXIMUM FIXTURE UNITS ON ONE STACK 


With With all 45? Y or 
“Sanitary T” "Combination Y 
A Inlets and one-eighth 
Diameter Bend” Inlets Total on 
(Inches) any One 
Stack 
In One Branch In One Branch 
Interval Interval 
114 1 1 1 
1% 3 + 5 
au 9 15 16 
3 24 45 48 
4 144 240 256 
5 324 540 680 
6 672 1122 1380 
8 2088 3480 3600 


Restrictions: No water-eloset shall discharge 
into a stack less than 3 inches in diameter. Not 
more than two water-closets shall discharge 
into a 3 inch branch, and not more than two 
branches may connect to a 3 inch stack at the 
same point or level. 


Section 111. Soil and waste stacks—fixture 
connections. All soil and waste stacks, and 
branches shall be provided with correctly faced 
inlets for fixture connections. Base stack fit- 
tings for 3 inch soil waste stacks shall be one 
size larger and when long sweep base fittings 
are used the hub end shall be one size smaller 
than the fitting itself. The same principle shall 
govern in using Ys and bends. 


Section 112. Changing soil and vent pipes. 
In existing buildings where the soil or waste 
vent pipe is not extended undiminished through 
or above the roof, or where there is a sheet- 
metal soil or waste vent pipe, and the fixture is 
changed in style or location or is replaced, a 
soil or waste vent pipe of the size and material 
preseribed for new work shall be installed. 


Section 113. Prohibited connections. No 
fixture connection shall be made to a lead bend 
or branch of a water closet or similar fixture. 
No soil or waste vent, eireuit or loop vent above 
the highest installed fixture on the branch or 
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main shall thereafter be used as a soil or waste 
pipe. 


Section 114. Soil and waste pipe supported 
and protected. All soil pipes in horizontal runs 


shall be hung with substantial iron hangers at 


intervals not to exceed eight (8) feet. Soil 
and vent lines in vertical runs shall be rested 
on the first floor with an iron pipe rest and 
every twenty (20) feet above. All other waste 
and vent lines shall be hung at intervals not 
to exceed ten (10) feet. No soil, waste or vent 
stack shall be installed outside a building, un- 
less adequate provision is made to protect it 
from frost. 


Section 115. Roof extension. All roof ex- 
tensions of soil and waste stacks shall be in- 
creased as follows and when the roof is used 
Tor other purposes than weather protection 
such extension shall be not less than 7 feet 
above the roof. 


114 inches increased to 215 inches 
115 inches inereased to 215 inches 
2 inches increased to 4 inches 
215 inches increased to 4 inches 
3  inehes increased to 5 inches 
315 inches increased to 5 inches 
4 inches increased to 6 inches 
415 inches inereased to 6 inches 
5 inches increased to 6 inches 


Change in diameter shall be made by use of 
a long increaser beginning at least one (1) foot 
below the roof. Inereasers shall be not less 
than thirty (30) inches in length. 


Section 116. Terminals. The roof terminal 
of any stack or vent, if within 12 feet of any 
door, window, seuttle, or air shaft, shall extend 
at least 3 feet above the same, except when 
such roof extension terminates on a roof at 
right angles to a window, at least 6 inches back 
from the face of the wall of such window: or 
2 feet back of the face of a dormer window, a 
distance less than 12 feet may be permitted 
by the plumbing inspector. 


Section 117. Terminals adjoining high build- 
ings. No soil, waste, or vent pipe extension of 
any new or existing building shall be run or 
placed on the outside of a wall, but shall be 
carried up in the inside and through the roof. 

In the event that a new building is built 
higher than an existing building, the owner of 


the new building shall not locate windows 
within 12 feet of any existing vent staek on 
the lower building unless the owner of such 
new building shall defray the expenses or shall 
himself make such alteration to eonform with 
seetion 116. 

It shall be the duty of the owner of the lower 
or existing building to make such alteration 
therein upon the receipt in advance of money 
or security therefor, sufficient for the purpose, 
from the owner of the new or higher building 
to permit, at the election of the owner of the 
new or higher building, the making of such 
alteration by the owner of said new or higher 
building. 


Section 118. Traps protected, vents. Every 
fixture trap shall be protected against siphon- 
age and back pressure, and air circulation as- 
sured by means of a properly installed vent. 
No crown vent shall be installed. 


Section 119. Distance of vent from the trap 
seal. No trap shall be placed more than 5 feet, 
horizontal developed length, from its vents, ex- 
cept that a 6 foot horizontal developed length 
for a bathtub trap and 12 feet for a floor drain 
will be permitted. The distance shall be mea- 
sured along the central line of the waste or soil 
pipe from the vertical inlet of the trap to the 
vent opening. The vent opening from the soil 
or waste pipe, except for water-closets and 
similar fixtures, shall not be below the dip of 
the trap. Not more than one fixture shall be 
placed on an arm unless such openings are 
vented. 


Section 120. Main vents to connect at base. 
All main vents or vent stacks shall connect full 
size at their base to the main soil or waste 
pipe at or below the lowest fixture branch and 
shall extend undiminished in size above the 
root or shall be reconnected with the main soil 
or waste vent at least 3 feet above the highest 
fixture branch. All vent pipes shall connect 
to soil, waste, or vent stacks or shall extend 
through the roof. 


Section 121. Vents, required sizes. The re- 
quired size of main vents or vent stacks shall 
be determined from the size of the soil or waste 
stack vented, the total number of fixtures drain- 
ed into it, and the developed leneth of the vent, 
in accordance with the following table, inter- 
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polating when necessary between permissible 
lengths of vent given in the table: 


MAXIMUM PERMISSABLE LENGTH OF VENTS 
FEET ) FOR SOIL AND WASTE STACKS 


(IN 


Diameters Number of Diameter of Vent (In Inches) 
of Soil or Fixture -— -— j — 1 1 i 11 
Waste Stack Units 

(Inches) 14110641 2 |21 (| 3 | 4| 5| 6 | 8 | 10 
1M 1 EA A ioe nd end fa e| roto d Ens a Iac ber 
1% Up to8 ..| 60 
2% Ds) ERS 4814751081 A a ee 
3 12 „| 841120|18012121......1.-....1......1......1..... 
3 18 IBIS PON S0i212 3 er 
3 24 2171217501180 1212 1 2 EA E 
3 36 A MS by ee 
3 AR" elise 7| 32) 801212\............ E 
4 24 cas nn) 25/110|200|3001|340]|......]......]...... 
4 ARI) TIER, 16} 65/115/300/340]......|......]...... 
4 CBF ae O 12| 45| 84/3001340|......]......]...... 
4 144* 54117 at 9} 36| 72|3001340]......]......]....-. 
4 102 Bel NP 8| 30| 64|2821340]|......]......]...... 
4 2581 MATIE 7| 20| 56/245|340]......]......]...... 
5 vé al 2 os. 40| 65|250/390/440]......].... 2. 
5 1447 ul re 30| 47/180/390/440]......|...... 
5 288%, e eel 20| 321124/390/440]|......]...... 
5 E LV A Kr bcc 16| 24| 94/320/4401...... I 
5 680 e| lessimOalM,I]UP25d40I I 
6 E A A O kr 27|108/340/510]......|...... 
6 288 15| 70|220/510/630|...... 
6 576 10| 43|150/425/630....... 
6 864 7| 331125/320/630|...... 
6 1,380 6| 25| 92/240/630.1...... 
8 320 1... 1... 1.....] 421144 400 75018C0 
8 640 iR; .| 30| E6/260/720/900 
8 960" ¿ET a 22) 60/1€0/750|900 
8 15800, “Adel SS te | BOE Irt 16| 40/120/525/900 
8 3,600 ce | ee Y 12| 28| €0|370/|900 


Section 122. Branch, individual, group vents, 
and wet vents. No vents shall be less than 114 
inches in diameter. For 1144 and 11% inch 
wastes the vent shall be of the same diameter 
as the waste pipe, and in no case shall a branch 
or main vent have a diameter less than one- 
half that of the soil or waste pipe served, and 
in no case shall the length of a branch vent of 
given diameter exceed the maximum length 
permitted for the main vent serving the same 
soil or vent stack. 

A group of fixtures located on the same floor 
level may be group vented, providing that the 
highest fixture trap of such a group is not 
more than four (4) feet above the lowest fix- 
ture trap, but such installations shall be sub- 
ject to the following limitations: 


(a) One fixture of two or less units may 
drain into the vent of a 3 inch closet branch. 


(b) One fixture of two or less units may 
drain into the vent of a 11% inch bathtub waste 
pipe. 

(e) 


Two fixtures of two or less units may 
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drain into the vent of a 2 inch bathtub waste 
serving two or less tubs providing that they 
drain into the vent at the same level. . 


(d) Where bathrooms or water-closets or 
other fixtures are located on opposite sides of 
a wall or partition or are adjacent to each 
other within the preseribed distance, such fix- 
tures may have a common soil or waste pipe 
and common vent. Water closets having a 
common soil and vent stack shall drain into the 
stack at the same level. Lavatories, sinks or 
similar fixtures having a common waste and 
vent pipe shall drain into the pipe at the same 
level. 

Wherever possible all vents shall be con- 
tinuous vents, that is, a continuation of the 
vertical waste line. 

Basement closets or floor drains whose con- 
nection to the house drain is 5 feet or more 
from the base of the stack may be vented by 
a wet vent from a Ist floor sink or lavatory 
having a 11% inch vent pipe for a 3 inch closet 
branch or a 2 inch vent for a 4 inch closet 
branch. 


Section 123. Vent pipe grades and connee- 
tions. All vent and branch vent pipes shall be 
free from drops and sags and be so graded and 
connected as to drip back to the soil or waste 
pipe by gravity. Whenever possible, where 
dry vent pipes connect to a horizontal soil or 
waste pipe the vent branch shall be taken off 
above the center line of the pipe, and the vent 
pipe rise vertically or at an angle of 45° to 
the vertical to a point 6 inches above the fix- 
ture it is venting before offsetting horizontally 
or connecting to the braneh, main waste, or 
soil vent. 


Section 124. Circuit and loop vents. A cir- 
cuit or loop vent will be permitted as follows. 
A branch soil or waste pipe to which two and 
not more than eight water-closets, pedestal 
urinals, trap standard slop sinks or shower 
stalls are connected in series may be vented 
by a cireuit or loop vent, which shall be taken 
off in front of the last fixture connection. Where 
fixtures discharge above such branch, each 
branch shall be provided with a relief vent one- 
half the diameter of the soil or waste stack, 
taken off in front of the first fixture connec- 
tion. 


Section 125. Vents not required. No vents 
will be required on a down spout or rain leader 
trap, a back-water valve, a subsoil eateh basin 


a Momm ow 


rap, or on a cellar floor drain, provided the 
eellar floor drain branches into the house drain 
on the sewer side at a distance of 5 feet or more 
from the base of the stack and the branch 
line to such floor drain is not more than 12 
f eet. 


| Section 126. Future vents. A 11% inch vent 
pipe shall be extended below the basement 
ing line for future fixtures. 


ARTICLE XI 
HOUSE DRAINS AND SEWERS 


Section 127. Independent system. The drain- 
age and plumbing system of each new building 
and of new work installed in an existing build- 
— ing shall be separate from and independent of 
i that of any other buildins, except as provided 
- below, and every building shall have an inde- 
BP endent connection with a publie or private 
- sewer when available. | 

Exception: Where one building stands in 
the rear of another building on an interior lot 
under the same ownership and no private sewer 
is available or ean be eonstrueted to the rear 
— building through an adjoining alley, court, 
- yard, or driveway, the house drain from the 
— front building may be extended upon approval 
of the City Couneil to the rear building and 
the whole will be considered as one house drain. 


Section 128. Old house sewers and drains. 

— Old house sewers and drains may be used in 

connection with new buildings or new plumb- 

img only when they are found, on examination. 

- to conform to the requirements governing new 

= sewers or drains, as prescribed in this ordin- 
ance. 


Section 129. Connections with private dis- 
— posal works. When a sewer is not available, 
drain pipes from buildings shall be connected 
= with private sewage disposal works designed 
- and constructed as recommended by the Iowa 
| State Department of Health. No private sew- 
age disposal works shall be constructed where 
the publie sewer is available to the first floor 
of a building. A plan showing the location 
and design of the septic tank and secondary 
treatment and also the location of any and 
all wells within 75 feet of the site shall be 


mit. 

The minimum distance between any part of 
a private septic tank and any part of an oc- 
 eupied building shall be twenty-five (25) feet. 
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- filed with the application for a plumbing per- 


Tap 
Section 130. Excavation new and recon- 
structed sewers and water supply pipes. Ex- 


cept as hereinafter provided water service and 
house sewer pipes shall be separated ten (10) 


feet horizontal distance throughout their 
lengths. 


Where conditions render such separation in- 
feasible sewer and water pipes may be laid 
in the same trench. 

The minimum vertical and horizontal dist- 
ances stated above shall also apply to the loca- 
tion of the eurb cock or curb stop valve. 

Wherever possible the house sewer shall be 
laid at a depth of not less than 9 feet below 
street grade from the main sewer to a point 
not less than 8 feet from the property line. 
Renewals may be replaced at existing depth 
or lower if desired. 

All excavations required to be made for the 
installation of a house-drainage system, or any 
part thereof within the walls of a building, 
shall be open trench work. All such trenches 
and tunnels shall be kept open until the piping 
has been inspected, tested, and approved by 
the Plumbing Inspector. 

Gas pipes shall not be laid in the same trench 
as the sewer or water service pipes. 

Sanitary and surface house drains may be 
laid in the same trench. 


Section 131. House drains underground. 
Whenever possible all house drains shall be 
brought into the building below the basement 
or cellar floor. 


Section 132. Material. The house sewer” 
beginning 5 feet outside of the inner face of 
building wall shall be of ‘‘Standard”’ or “Extra 
Heavy’’ cast iron bell and spigot pipe joints 
ealked with molten lead not less than 12 oz. per 
inch diameter of pipe. The house drain shall 
be of lead, brass, copper, or ‘‘Extra Heavy” 
cast iron. Cast iron to have bell and spigot 
joints calked with molten lead not less than 
12 oz. per inch diameter of pipe. 


Section 133. Depth of drains and sewers. 
No house sewer or underground house drain 
shall be paid parallel to or within 3 feet of any 
bearing wall, which might be thereby weaken- 
ed. The house sewer and drains shall be laid 
at depths of not less than five (5) feet to pro- 
teet them from frost. 


Section 134. Connection of house sewer to 
sanitary sewer. The house sewer shall be con- 
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nected to the sanitary sewer by means of a 
vitrified collar. The house sewer shall be 
cemented to the vitrified collar by means of 
a well cemented and troweled joint. The house 
sewer shall not be connected to the side of 
the sanitary sewer or to a sewer manhole with- 
out specific permission of the Plumbing In- 
spector. 


Section 135. Size of house sewers, house 
drains and horizontal branches. The required 
size of a sanitary house sewer, sanitary house 
drain, or branch of the sanitary house drain 
not receiving the discharge from fixtures on 
the same floor or level as the drain, shall be 
determined in accordance with the following 
table except that no main house drain or sewer 
shall be less than four (4) inches in diameter. 


TABLE A 


HOUSE DRAINS AND HOUSE SEWERS 
(SANITARY ONLY ) 


Maximum Number of Fixture Units For 


Diameter of Pipe —— —————— 
14 Inch Fall | % Inch Fall 


Ys Inch Fall 


Per Foot Per Foot Per Foot 
1Miinchea o ne ee 0 1 1 

LINO e 2 3.0 4.5 
2 inches r 9 o AN 7 11 14 
CA y IR ee 17 21 27 
3 inches (no water closets) 33 45 72 

3 inches (not more than 2 

water-closets)................ 27 36 48 
A inchen od ae 114 150 210 
bunchesm- -— e e ETA 270 370 540 
6nnchess—. 5. = aa 510 720 1,050 
Anches. ^c ace i oe 1,290 1,860 2,640 
10 /InChes: ei sch 2,520 3,600 5,250 
ER A eet 4,390 6,300 9,300 
101nche8 —— ree 8,300 11,600 16,800 


*No water-closet shall discharge into a drain less than three (3) 
inches in diameter, and no main house drain receiving discharges from 
water-closets shall be less than four (4) inches in diameter. 


Note: The table for sanitary drains only is 
based on gravity flow in drains one-half full, 
it having been found that full practical capacity 
is reached at approximately that point on ac- 
count of air trapped in sanitary house drains. 

The required size of a sloping sanitary drain 
receiving the discharge from fixtures on the 
same floor or level as the drain (termed a hori- 
zontal branch) shall be determined in aceord- 
ance with the following table, except that no 
main house drain or sewer shall be less than 
four (4) inches in diameter. 
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TABLE B 


HORIZONTAL BRANCHES, HOUSE DRAINS, AND 
HOUSE SEWERS (SANITARY ONLY) 


Maximum Number of Fixture Units For — 


Diameter of Pipe amc _ 
!/a Inch Fall | 4% Inch Fall | % Inch Fall 


Per Foot Per Foot Per Foot 
EI A E A 0 1 1 
14$3nch68:...... ctus 2 8 4 
ZINGHEBE. ou oou 5 8 10 
DANI a A 12 15 13 
3 inches (no water closets) 24 27 36 
8 inches (not more than 2 
_ water-closets)................ 15 16 21 
MUNCH e IA EA PE 34 96 114 
OTTO TARA A 180 234 280 
COC cee ee 330 440 580 
SAI in Re 870 1,150 1,680 
¿BI ESA CE 1,740 2,500 3,600 
1[2inchés = a 3,000 4,200 6,500 
TT) TS RA es 6,000 8,500 13,500 


.*No water-closet shall discharge into a drain less than 3 inches in 
diameter. 


The required size of a sloping storm drain 
shall be determined from the horizontal pro- 
jection of the total area drained by it in accord- 
ance with the following table. 


TABLE C 
STORM DRAINS ONLY 


Maximum Drained Area For 
1/s Inch Fall 


Diameter of Pipe 


Per Foot Per Foot Per Foot 

Sq. Ft Sq. Ft Sq. Ft 

14 CHA ee 140 210 
2uncheH.-— een 300 440 620 
21% inches.. : 545 790 1,100 
3 inches.. 865 1,250 1,750 
4 inches.. 1,860 2,650 3,800 
5 inches.. 3,300 4,700 6,650 
6unches- — — —— Xm 5,250 7,900 10,700 
Baünches.....— ——— o 11,000 16,000 22,200 
IO inche8 .———-————— 19,500 27,500 ,000 
PAYA TS 7 RA 32,500 45,500 65,500 
EPI 5. O 58, 81,000 115,000 

Note: The table for storm drains only is 


based on gravity flow in a full pipe, and a maxi- 
mum rate of rainfall of four (4) inches per 
hour. 


Section 136. House sewer in made ground. 
The house sewer when laid in made or filled-in 
eround shall be laid on bed of approved grill- 
age or conerete, or of extra heavy cast iron 


pipe. 


Section 137. Drainage below sewer level. In 


1% Inch Fall | 14 Inch Fall 


A ae. AS 
| je . 


— all buildings in which the whole or part of the 
house drainage and plumbing system thereof 
lies below the erown level of the main sewer, 
— sewage or house wastes below the sewer level 
shall be lifted by approved artificial means 
and discharged into the house sewer. 


— Section 138. Sumps and receiving tanks. 
— All sub-house drains shall discharge into an 
— air-tight properly vented sump or receiving 
— tank so located as to receive the sewage by 
— gravity, from which sump or receiving tank 
— the sewage shall be lifted and discharged into 
- the house sewer by electric pumps or air eject- 
- ors, or any other approved method. Such 
sumps shall be automatically operated and each 
discharge line shall be provided with a suitable 
check valve. Water or steam operated ejectors 
or water primed pumps connected to the water 
supply conveying sewage. or waste water shall 
be prohibited. 


Section 139. Sump vented. All sumps and 
receiving tanks used for receiving sewage or 
other wastes shall be provided with a separate 

vent extending through the roof. Such vent 
shall be not less than 4 inches in diameter when 
sump receives water closet discharge, and when 

- sump receives wastes other than water closet 
discharge the vent shall be the same diameter 

— asthe waste pipe. Sumps serving single family 
"^ dwellings may connect to other vents of the 
= plumbing system providing that the other vent 
- is adequate in size on the basis of the sump 

- pump or ejector being rated as a fixture ac- 
eording to Seetion 109. In single family dwell- 
ings sumps of approved construction to which 
no fixtures, except one floor drain, are con- 

| nected and which receive only laundry wastes 
| or basement drainage need not be air tight nor 
|J vented. 


Section 140. Motors, compressors, ete. All 
motors, air compressors and air tanks shall be 
located where they are open for inspection and 
repair at all times. The air tanks shall be so 
proportioned as to be of equal cubical capacity 
to the ejectors connected therewith, in which 
there shall be maintained an air pressure of 
not less than 2 pounds for each foot of height 

the sewage is to be raised. 


| Section 141. Ejectors for subsoil drainage. 
When subsoil catch basins or sumps are in- 
stalled below the sewer level, eleetrieally operat- 
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ed pumps or ejeetors or other approved sump 
pumps shall be used. Such pumps raising sub- 
soil water shall discharge in properly trapped 
fixture, or storm water drains except where 
the house sewer is connected to a private septic 
tank, when the discharge may be to the ground 
surface, Water or steam operated ejectors or 
water primed pumps connected to the water 
supply conveying sewage or waste water shall 
be prohibited. 


ARTICLE XIT 


STORM WATER DRAINS 


Section 142. Drainage of yards, areas and 
roofs. All roofs and paved areas, yards, courts, 
and courtyards shall be drained into the storm- 
water sewerage system and not into the sani- 
tary sewer system. Where there is no sewer 
accessible, such storm sewer connections shall 
be discharged into the public gutter or other 
means of disposal as is permitted, by the City 
Manager, and in such case traps may not be 
required. 


Section 143. Size of gutters and leaders. No 
eutter or inside leader shall be of less size than 
the following: 

Area of Roof (in sq. ft,) | Gutter | Leader 
| Inches | Inches 
(353 9110) e echo hate c Pd | Su 1 
AMICS UN rare | 4 215 
811 to 1,800 5 
MENA OCH e ake | 6 
DIE ccc | 8 
0 


| 
| 
| 
| 
| 
5.501 to 9,600 | 


DD Ol CO 


Outside leaders to the frost line shall be one 
size larger than required in the above table. 

tutters 8 inches or over in width on new 
buildings shall be hung with wrought-iron 
hangers of approved type. 

The above sizes of rain leaders are based on 
diameter of circular rain leaders, and gutters 
based on semicircular sheet-metal gutters with 
the top dimension given and other shapes shall 
have the same sectional area. 


Section 144. Inside conductors. When plac- 
ed within the walls of any building or run in 
an inner or interior court or ventilating pipe 
shaft, all conductors or roof leaders shall be 
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constructed of cast iron or of galvanized 
wrought iron or galvanized steel pipe. 


Section 145, Outside conductors. When out- 
side conductors or down spouts of sheet metal 
are permitted with the house drain, they shall 
be so connected by means of not less than one 
length of cast iron pipe extending vertically at 
least one (1) foot above the grade line. 

Along publie driveways without sidewalks 
they shall be placed in niches in the walls, 
protected by wheel guards, or enter the build- 
ing through the wall at a 45° slope at least 12 
feet above the grade. 

Outside conductors shall not extend within 
the limits of any street or alley without ap- 
proval of the City Council. 


Section 146. Defective conductor pipes. 
When an existing sheet-metal conductor pipe 
within the walls of any building becomes de- 
fective, such conductor shall be replaced by 
one which conforms to this ordinance, 


Section 147. Vent connections with conduet- 
ors prohibited. Conductor pipes shall not be 
used as soil, waste or vent pipes, nor shall any 
soil, waste or vent pipes be used as conductors. 


Section 148. Overflows. Overflow pipes 
from cisterns, supply tanks, expansion tanks. 
and drip pans shall not connect directly with 
any house sewer, house drain, soil or waste pipe 
and shall be so constructed to provide a com- 
plete air gap at least one (1) diameter of the 
waste pipe opening between the waste line and 
the overflow pipe. 


Section 149. Subsoil, foundation, clear water 
and absorption tile drains. Subsoil drains so 
placed as to intercept surface water around or 
within a building, shall be made of open jointed 
drain tile or earthenware pipe not less than 
four inches in diameter and may discharge into 
a storm sewer, street gutter or ravine, or into 
a water tight sump, and pumped through a 
pump operated by other means than steam or 
water to a level above the basement floor into 
an open trapped plumbing fixture, or into the 
soil pipe through a properly connected sani- 
tary fitting with a check valve placed in the 
discharge line of the pump. 

Where the foundation drain has sufficient 
height to permit, the discharge therefrom may 


be over the basement floor into a floor drain 
which is flush with the basement floor. 


ARTICLE XITI 


INDIRECT, REFRIGERATOR, ACID AND 
SPECIAL WASTES 


Section 150. Indirect waste. No waste pipe 
from a refrigerator, ice box or cold room, any 
receptacle where food is stored, or sterilizer, 
autoclave, sterile water tank or any receptacle 
used to treat, process or store surgical or hos- 
pital supplies and equipment or receptacle for 
storing or dispensing drinking water shall con- 
nect directly with any house drain soil or waste 
pipe, except drinking fountains which are pro- 
perly trapped and vented. Such waste pipe 
shall in all cases empty over an open sink, floor 
drain, or other fixture that is properly supplied 
with water, connected, trapped and vented the 
same as any other fixture, and an air gap of 
at least twice the diameter of the waste pipe 
shall be provided between the waste pipe and 
the receiving receptacle or waste pipe except 
that an open waste fitting or back flow pre- 
venter having an air gap equal to one (1) dia- 
meter of the waste pipe and air vent area equal 
to 100 percent of the waste pipe area will be 
permitted on lines from rooms or receptacles 
not subjected to a vacuum or directly connected 
te the water supply. (See also See. 153.) 


Section 151. Acid waste. The waste pipes, 
vent pipes and traps for acid tanks, sinks and 
other receptacles receiving the discharge of 
acids in chemical laboratories, electrotyping, 
lithographing and other similar establishments 
shall not be connected with soil or waste pipes 
in buildings, but shall be constructed of acid 
proof earthenware or acid proof pipe with bell 
and spigot joints, bells to be at least 3 inches 
deep and with annular space not less than one- 
half inch, or material of equal quality, lines to 
be properly trapped ‘at fixtures and carried to 
the house drain or house sewer. / 


Section 152. Bar and soda fountain wastes. 
A bar or soda fountain may be drained in- 
directly over a sink or other receptacle and 
such sink or receptacle shall be located in full 
view on the same floor level as the bar or foun- 
tain it serves, and shall connect directly to the 
sewer and be properly vented. All such bar 
or soda fountain connections shall be installed 


T es. 
1 J 
uL e 


‘under the approval of the Plumbing Inspector. 
x 

- Section 153. Refrigerator wastes, Refrig- 
erator waste pipes shall be trapped and of a 
size not less than 144 inches for one or two 
traps, li$ inches for three to six traps, and 2 
inches for six to twelve traps. Clean-out plugs 
"shall be placed at points to afford easy access 
to lines for cleaning. When such waste lines 
extend more than one floor above the fixture 
they discharge over, they must be vented full 
size through the roof. 


Section 154. Drinking fountain wastes. 
Drinking fountain wastes may discharge over 
_ open fixtures and when so installed shall have 
the same installation requirements as for in- 
~ direct wastes, (See sections 150 and 153.) 


Section 155. Overflow pipes and motor ex- 
- hausts, air conditioning systems, water soft- 
 emers, and similar equipment. (a) Pipes from 
- a water-supply tank or exhaust from a water 
‘lift or discharge from air conditioning units, 
compressors, water softeners, or similar deviees 
connected to the water supply shall not be 
direetly eonneeted with any house drain, house 
_ sewer, soil or waste pipe. Such pipe shall dis- 
| charge upon the roof or be drained over an 
- open fixture properly trapped and shall end 
at a distance of at least twice the diameter of 
the discharge pipe above the maximum over- 
flow level of such fixture. 


(b) No high pressure steam or blow off ex- 
haust shall be direetly eonneeted to the house 
drain or sewer except when directed through 

- an approved and properly vented e::pansion 
= chamber, condenser, or device so constructed 
© as to reduce the pressure to a safe limit. 


- 


ARTICLE XIV 
MAINTENANCE 


Section 156. Defective plumbing. All in- 
| stalled plumbing systems and fixtures attached 
| thereto found defective or in an unsanitary 

condition shall be repaired, renovated, re- 
_ placed or removed within 10 days upon written 
notice from the plumbing inspector. When 
defective plumbing is found to be dangerous 
to the health of the occupants of a building or 
to the patrons of a food establishment, the 


E 
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Plumbing Inspector shall notify the City Health 
Officer, and said Health Officer shall take im- 
mediate steps to protect the health of such oc- 
eupants or patrons. In the event the Plumbing 
Inspector is of the opinion the defect found 
endangers the publie water supply, the defeet 
shall be immediately corrected or the plumbing 
system disconnected from the public water 
supply. 


ARTICLE XV 
VALIDITY, PENALTY FOR VIOLATION AND REPEAL OF 
CONFLICTING ORDINANCES 


Section 157. Validity of ordinance. Should 
any provision of this ordinance be held by any 
court of competent jurisdietion to be invalid, 
such decision shall not affeet the validity of 
the remainder of the ordinance. 


Section 158. Violation of ordinance. Any 
person, firm or corporation violating any pro- 
vision of this ordinance shall, upon conviction 
thereof, be fined a sum not exceeding One 
Hundred Dollars and costs, and in default of 
payment thereof shall be committed to the 
city or county jail until such fine and costs 
are paid, not exceeding thirty days. Each day 
of the continuance of such violation shall eon- 
stitute a separate offense. 


Section 159. Repeal of conflicting ordin- 
ances. That all ordinances or parts of ordin- 
ances in conflict herewith are hereby repealed; 
provided that such repeal shall not in any way 
affect any act heretofore committed in viola- 
tion of such ordinance so repealed, or any pro- 
ceedings now pending thereunder, but all such 
offenses heretofore committed against the pro- 
visions of such ordinances, or any of them, 
may be prosecuted and punished the same as 
if said ordinances were in full force and effect, 


Section 160. Ordinance in effect. This ordin- 
ance shall take effect and be in force from and 
after its passage and publication as required 
by law. 


Passed the 17th day of November, 1941. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published the 25th day of November, 1941. 
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ORDINANCE NO. 476 


AN ORDINANCE REQUIRING CHURCHES, SCHOOLS, LIBRARIES, MUSEUMS, SOCIAL 


CENTERS, COMMUNITY BUILDINGS, HOSPITALS AND SIMILAR BUILDINGS TO 
CONPORM TO BUILDING REQUIREMENTS AS SET FORTH IN ORDINANCE NO. 584, 
SAID ORDINANCE NO. 584 BEING COMMONLY KNOWN AS “FIRE LIMITS" ORDIN- 


ANCE. 


Be It Ordained by the City Council of the 
City of Ames, Iowa: 


Section 1. That all churches, schools, libra- 
ries, museums, social centers, community build- 


- ings, hospitals, and similar buildings hereafter 


erected in the City of Ames, Iowa, shall con- 
form to the building requirements as set forth 
in Ordinance No. 584, said Ordinance No. 584 
being commonly known as the ‘‘Fire Limits’’ 
Ordinanee. 


Section 2. This requirement is intended to 
guide the City Council in passing upon the 


3 plans submitted for such buildines, and noth- 


ing in this Ordinance shall prevent the City 


A Council from permitting the construction of 


one or more story buildives with walls of less 
thickness or other construction than provided 


in said Ordinance No. 584. 


Section 3. Any such building, or addition 
thereto, erected or repaired or altered in vio- 


- lation of the provisions of this Ordinance, or 


erected, repaired or altered without a building 
permit having been first ob:ained, shal! be sub- 
jeet to removal or destruetion upon the order 


of this Council; and the owner of such build- 
ing or buildings shall pay the costs and ex- 
pense of such removal or destruetion, the same 
to be especially assessed against the real estate 
upon which the said building or buildings are 
located, or the same may be collected by action 
in Court. 


Section 4. All ordinances or parts of ordin- 
ances in conflict herewith are hereby repealed. 
Such repeal, however, shall not exempt from 
prosecution any person guilty of violating any 
provisions of such repealed ordinances, nor 
shall it exempt buildings erected or repaired 
in violation of such ordinances from removal 
or destruction, upon orders of the City Council. 


Section 5. This ordinance shall be in full 
force and effect upon its passage and publica- 
tion as provided by law. 


Passed this 6th day of July, 1937. 
W. L. Allan, Mayor 


Attest: J. W. Prather, City Clerk 
Published this 8th day of July, 1937. 


¿E 


* 
* 
"^ 


po 


- 
fd: 
"dls 
Y 


a ar 
IR NA |: 


7 
7 


Wit the 
A 
V^ 

Fm 
"4 
4 


Auris 
fs 
+ 
"4 


QuVvmMmAVH 


dE A. e 
yo 
Y 


EN EN , e Ne ee PIN ot 


ES * OR: ... le q... 


a a E ADIS LET LEID 


hy TAH 


Pe Er 
de... ....q EEE 


= FT u dm za“ i > 7? 
ata d TEEN £ 
oe N Le aes , Mosen 
P } : , 
> n 
. 


Ne 


THE ORDINANCES OF THE Crry or Ames, Iowa, 1943 137 


ORDINANCE NO. 585 


_ AN ORDINANCE REGULATING THE SIZE OF BUILDINGS AND OTHER STRUCTURES, 
THE SIZE OF YARDS, COURTS, AND OTHER OPEN SPACES, THE PORTION OR PER- 
CENTAGE OF LOT THAT MAY BE OCCUPIED, THE DENSITY OF POPULATION, THE 
LOCATION AND USE OF BUILDINGS, STRUCTURES, AND LAND FOR TRADE, IN- 
DUSTRY, RESIDENCE OR OTHER PURPOSES, ESTABLISHING THE BOUNDARIES 
OF DISTRICTS DEEMED BEST SUITED TO CARRY OUT THE PROVISIONS OF THIS 
ORDINANCE, REQUIRING THE ISSUANCE OF BUILDING PERMITS BEFORE THE 
ERECTION, CONSTRUCTION, RECONSTRUCTION, CONVERSION, ALTERATION, EN- 
LARGEMENT, EXTENSION, RAISING OR MOVING OF ANY BUILDING OR STRUC- 
TURE, DEFINING CERTAIN TERMS, PROVIDING FOR A BOARD OF ADJUSTMENT, 
PROVIDING FOR A MANNER OF AMENDMENT OF THIS ORDINANCE, REPEALING 
ALL CONFLICTING ORDINANCES, AND PROVIDING PENALTY FOR A VIOLATION 


OF ITS PROVISIONS. 


Whereas, the City Council of the City of 
Ames, Iowa deems it necessary in order to 
lessen congestion in the streets; to secure 
safety from fire, panic and other dangers; to 
promote health and general welfare; to provide 
adequate light and air; to avoid undue crowd- 
ing of population; to facilitate the adequate 
provisions of transportation, water, sewage, 
schools, reereational facilities and other public 
requirements; to conserve the value of pro- 
perty and encourage the most appropriate use 
of land throughout the City in accordance 
with a comprehensive plan; 


Now, Therefore, Be It Ordained by the City 
Council of the City of Ames, Iowa: 


Section 1. Short title: This ordinance shall 
be known and may be cited and referred to as 
the **Zoning Ordinance”” to the same effect as 
if the full title were stated. 


Section 2. Definitions: For the purpose of 
interpreting this ordinance, . certain words, 
terms, and expressions are herein defined. 
Words used in the present tense include the 
future; the singular number ineludes the plural 
and the plural includes the singular; the word 
. “building”” ineludes the word “structure” and 
the word ‘‘shall’’ is always mandatory. 


Accessory Building: (See Building, Acces. 
sory). 
Alley: A publie thoroughfare not more than 


= twenty (20) feet in width, for the use of ve- 
. hieles. 


Alteration, structural: Any change in the 
supporting members of a building, such as bear-- 
ing walls, partitions, columns, beams, or girders. 
The enlargement of the size or height of a build- 
ing shall be construed to be a structural altera- 
tion. 


Attic: A space under a gable, hip or gamb- 
rel, or other roof, the finished floor of which is, 
or would be, at or entirely above the level of 
the wall plates of at least two (2) exterior walls, 
and the height of which, from the floor level 
to the highest point of the roof, does not exceed 
ten (10) feet. 


Basement: A ''basement'" is a story partly 
underground but having at least one-half (15) 
of its height above the curb level, and also one- 
half (14) of its height above the highest level 
of the adjoining ground. A basement shall be 
counted as a story under the provisions of this 
ordinance. 


Block Frontage: The frontage of lots facing 
the street under consideration which are com- 
prised between two (2) adjacent streets or be- 
tween a street and the adjacent corporation line. 


Boarding or Lodging House: A building, 
other than a hotel, fraternity house or sorority 
house, where meals are regularly served or lodg- 
ing furnished for compensation to more than 
five (5) persons not members of the family there 
residing. 


Building: A structure having a roof sup- 
ported by columns or walls for shelter, support 
or enclosure of persons, animals or chattels. 
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When separated by division walls from the 
ground up without openings, each portion of 
such structures shall be deemed a separate 
building. 

Building, Accessory: Any building which is 
subordinate to the main building on the lot, not 
attached thereto and used for purposes eustom- 
arily incidental to those of the main building. 
Private garages are accessory buildings. 


Building, Height of: The perpendicular dis- 
tance measured in a straight line from the curb 
level to the highest point of the roof beams in 
the case of flat roofs, and to the average of the 
height of the roof in the case of pitched roofs, 
the measurement in all cases to be taken through 
the center of the front of the house. Where 
a dwelling is situated on ground above the curb 
level such height’ shall be measured from the 
level of the adjoining ground, provided the 
distance from the building to the street line is 
not less than the height of adjoining ground 
above the curb level. Where a dwelling is on 
a corner lot and there is more than one grade 
or level, the measurements shall be taken from 
the main entrance elevation. 


Building Line: A building set back line shall 
be a line as established under the provisions of 
Section 5757, Code of Iowa, 1939. 


Building Wall: The wall of the principal 
building forming a part of the main structure. 
The foundation walls of unenelosed porches or 
piazzas, steps, walks and retaining wall or simi- 
lar structures shall not be considered as build- 
ing walls under the provisions of this Ordinance. 


Court: An open, unoccupied space on the 
same lot and fully enclosed on at least three (3) 
adjacent sides by walls of the building. An 
outer court is any court facing for its full re- 
quired width on a street, or on any other re- 
quired open space not a court. 


Cellar: A story having more than one-half 
(14) of its height below the curb level, or be- 
low the highest level of the adjoining ground. 
A cellar shall not be considered as a story for 
the purposes of this Ordinance. 


Curb Level: The mean level of the curb or 
the established curb grade in front of the lot 
or building. 


Dwelling, Single Family: A detached build- 
ing arranged, designed or intended to be oc- 
eupied as the residence of a single family and 
having no party wall in common with an ad- 
jacent house or houses. 


Dwelling, Two-Family: A detached build- 


ing that is arranged, designed or intended to 
be oeeupied as the residence of but two (2) 
families or housekeeping units living indepen- 
dently of each other. 


Dwelling, Multi-Family: An apartment house 
or dwelling used or intended to be used or 
occupied as a residence of three (3) or more 
families or housekeeping units living inde- 
pendently of each other. 


Family: A group of individuals living and 
cooking together on the premises as one (1) 
housekeeping unit, but a family shall not in- 
clude a group of more than five (5) individuals 
not related by blood or marriage. 


Fraternity or Sorority House: A building, 
other than a hotel that is arranged. intended or 
designed to be oceupied as a residence for a club 
of more than five (5) members there residing. 


Garage, Private: An accessory building or 
portion of a building in which one (1) or more 
motor vehicles are housed, but in which no busi- 
ness service or industry connected with motor 
vehicles is carried on other than leasing of space 
as is permitted under the provisions of Section 
11 of this Ordinance. 


Garage, Public: A building or portion of a 
building in which motor vehicles are equipped 
for operation, repaired, stored or kept for re- 
muneration, hire or sale. 


Gasoline Station: A building or portion of a 
building used chietly, in connection with tanks, 
pumps and other appliances, for supplying motor 
vehicles with gasoline, oil, compressed air, water 
and similar supplies, but not for the purpose of 
making repairs. 


Hotel: A building occupied as the more or 
less temporary abiding place of individuals who 
are lodged with or without meals and in which 
there are more than twenty-five (25) sleeping 
rooms usually occupied independently. 


Lodging House: (See Boarding House). 


Lot: A lot is a parcel of land under one (1? 
ownership on which a principal building and 
its accessories are placed, together with the re- 
quired open spaces, having its frontage upon 
one (1) or more streets or on an officially ap- 
proved place. 

Lot, Corner: Lots conforming to the require- 
ments of the following specified conditions shall 
be considered as corner lots under the provisions 
of this ordinance: 

1, A lot fronting on two (2) intersecting 
streets which form an interior angle of one 
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hundred and thirty-five degrees (135°) or less 


and which lot has a frontage of not less than 


25 feet on each of such streets. 


2. A lot located at the angle in a street where 
the interior angle formed by the intersection of 
the street lines is one hundred and thirty-five 
degrees (135°) or less and which lot has a front- 
age of not less than 25 feet on each leg of such 
angle. 


Lot Depth: The distance from the front line 
to the rear lot line. In the case of a lot of ir- 
regular shape, the mean depth shall be the lot 
depth. 


Lot Width: The distance between the side 
lot lines. In the case of a lot of irregular shape, 
the mean width shall be the lot width. 


Lot, Interior: An interior lot is any lot other 
than a corner lot. 


Lot, Through: A lot running through the 
bloek from street to street. 


Lot Line, Front: Im the case of an interior 
lot, abuttine on only one street, the front lot 
line is the street line of such street. In the case 
of any other lot, it may be such street line as 
is elected by the owner to be the ‘‘front lot 
line" for the purpose of this ordinance, provid- 
ed that the principal entrance to such building 
shall be on the street so selected. 


Lot Line, Rear: That boundary line which is 
opposite and most distant from the front line. 


Lot Line, Side: Any boundary line not a 
front lot line or a rear lot line. 


Non-conforming Use: A use that does not 
comply with the regulations of the district in 
which it is situated. 


Official Map: The official map shall be that 
map on file in the office of the City Clerk of 
the City of Ames and all references hereafter 
to said official map shall mean the map just 
referred to. Said map by this reference thereto 
being made a part of this ordinance. 


Place, Public: An open or unoccupied publie 
space more than twenty (20) feet in width which 
is permanently reserved for the purpose of 
aceess to abutting property. 


Porch, Open: A roofed structure, open on 
two (2) or more sides, projecting from the front, 
side or rear wall of the building. An open porch 
may be enclosed by removable storm windows 
for periods not exceeding seven months in any 
twelve months period. 


Public Notice: The publication of the time 


and place of any public hearing not less than 
fifteen (15) days prior to the date of said hear- 
ing in one (1) newspaper of general circulation 
in the municipality. 


Story: A story is that part of any building 
comprised between any floor and the floor or 
attie next above; the first story of a building is 
the lowest story having at least one-half (14) 
of its height above the curb level and also one- 
half (1%) of its height above the highest level 
of adjoining ground. 


Street, Public: A public thoroughfare more 
than twenty (20) feet in width. 


Street Front: The street or publie place upon 
which a plot abuts. If a plot abuts upon more 
than one street or public place it shall mean the 
street designated as the front street in the own- 
er’s application for a building permit. 


Street Line: The dividing line between a lot 
and a public street, alley or place. 


Street Wall: The wall of the building near- 
est the street under consideration. 


Structural Alteration: 
tural). 


Yard Front: The required space, unobstruct- 
ed to the sky, open for the whole width of the 
lot extending from the nearest part of any build- 
ing on the lot to the front lot line excluding 
cornices, eaves, gutters or chimneys projecting 
not more than thirty (30) inches, steps, bay win- 
dows or similar features not extending through 
more than one story and which do not aggregate 
more than one-third (14) of the width of the 
frontage of the building, and vestibules not 
more than one story in height and extending 
more than three (3) feet beyond the front wall 
of the prineipal building, one story open porches 
eight (8) or less feet in width. 


Yard, Rear: The required open space, un- 
obstructed to the sky, extending along the rear 
lot line (not a street line) throughout the whole 
width of the lot to the rear of the principal 
building, excluding cornices, eaves, gutters, 
chimneys projecting not more than thirty (30) 
inches, uncovered steps, open porches, not more 
than one story in height and eight (8) feet in 
width and accessory buildings. 


Yard, Side: The required open space, un- 
obstructed to the sky, extending along the side 
lot line from the front yard to the rear yard, 
excluding cornices, eaves, gutters, chimneys, bay 
windows, and open porches not exceeding three 
(3) feet in width, or similar features extending 
not more than one story in height which pro- 


(See Alteration Struc- 
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ject into the side yard but are thirty (30) inches 
or more from the adjacent lot line. 


Section 3. Districts 


(a) For the purpose of this ordinance the 
City of Ames, lowa is hereby divided into five 
(5) classes of districts, as follows: 

' A" Distriets— (Residence) 

“B” Distriets— (Multiple Residence) 

“0” Distriets— (Local Business) 

“D” Distriets— (Business and Light Indus- 

try) 

“pr Distriate (Heavy Industry) 


(b) The various distriets and their bound- 
uries are hereby established as shown on the 
official Zoning Map of the City of Ames and 
which, with all its designations, is hereby de- 
elared to be a part of this ordinance. 


Section 4. District Boundaries. The bound- 
aries of the various districts established by this 
ordinance are street lines, alley lines, property 
lines, lot lines, or other lines shown on the of- 
ficial Zoning Map. Where boundaries are ap- 
proximately indicated as property or lot lines, 
the true locations of such lines shall be taken 
as the boundary lines. Where the distance to 
any boundary line from a street line, property 
line or lot line, is indicated by the official Zon- 
ing Map, such measurement shall control. 


Section 5. General regulations: 
(a) Except as hereinafter provided, no 


building or part thereof shall be erected, con- 
structed, reconstructed, converted, altered, en- 
larged, extended, raised, moved or used, and 
no land shall be used except in conformity 
with the regulations herein preseribed for the 
district in which such building or land may be 
situated and until a building permit has been 
issued by the Zoning Enforcing nz as pro- 
vided herein. 


(b) Unless otherwise specified, no use shall 
be permitted in any district which is prohibited 
in any less restricted district, and unless other- 
wise provided, no use permitted in a more re- 
stricted district shall be prohibited in a less 
restricted district. 


(c) The principal building on a lot shall 
front on a street or a public place. 


(d) No yard, or other open space provided 
about any building for the purpose of comply- 
ing with the provisions of this ordinance shall 
be considered as providing a yard or open space 
for any other building, nor shall the lot area 
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per family be reduced in any manner except 
in conformity with the area regulations herein 
established for the district in which such build- 
ing is located. 


(e) The depths of front or rear yards and 
the width of side yards shall in all cases be 
measured from the lot line to the nearest point 
of the adjacent building wall of the building 
under consideration, except in such cases where 
building lines as provided by Section 5757 of 
the Code of Iowa, 1939, have been established 
and in such event the depth of yards shall be 
measured from said building line. 


(f) No lot shall hereafter be so reduced in 
area that any required yard, court or other 
open space will be smaller than is prescribed 
in this ordinance for the district in which it is 
located. 


(g) Not more than two (2) dwellings are 
permitted on any lot, tract, or parcel of land 
until the same has been subdivided in accord- 
ance with Chapter 321 of the Code of Iowa. 


(h) No building in the rear of any prin- 
cipal building on the same interior lot shall 
be used for residence purposes. 


(1) Each lot upon which a dwelling is to 
be erected or enlarged shall provide a lot area 
per family not less than those specified here- 
after: 

One family dwellings, 3,000 sq. ft. per family. 

Dwelling of two families, 2,000 sq. ft. per 
family. 

Three or more family dwellings, 1,500 sq, ft. 
per family. 

The above requirements shall not apply to 
hotels. 


(3) Any portion of a building which is cov- 
ered by a roof and which is enclosed on three 
(3) or more sides shall be considered as a part 
of the building. 


(k) The owner of a corner lot may elect to 
front the principal building on such lot on 
either of the two streets upon which the corner 
lot abuts, provided that the principal entrance 
to such building shall open on the street so 
selected. Where any such election is mani- 
festly contrary to the established character or 
welfare of the neighborhood, the enforcing of- 
ficer shall thereupon refer the case to the Board 
of Adjustment, herein established, for a de- 
cision, as provided in Section 19 of this ordin- 
ance. 


(1) No permit shall be issued for a dwell- 
ing in a residence district if the lot upon which 


SEE ere 


sa d dwelling is to be erected has less than a 
á ‘ont yard width of 40 feet. 


. Section 6. Use regulations for “A” dis- 
triets, (Residence). Within any “A” District, 
unless otherwise provided in this ordinance, 
mo building or land shall be used for other than 
one or more of the following purposes: 


(a) Single or two family dwellings: Nothing 
herein shall prevent the serving of meals to 
- five (5) or less persons not members of the fam- 
ilv there residing or the renting of rooms to 

- five (5) or less persons or both, provided there 
is no display of advertising. Not more than 
two (2) families may occupy one (1) principal 
building on a lot in an “A” District. 


(b) Offices or studios of professional per- 
sons, or space for home occupations not involv- 
ing in any ease the eonduet of a business on 
"the premises, provided that any such activity 
- may only be carried on in the building which 
- is used as the private dwelling of the proprietor, 

provided further that any such aetivity shall 
- not oeeupy more than fifty percent (50%) of 
the floor area of one (1) story of such build- 
ing, provided further that not more than one 
(1) person not a member of the family there 
m" residing shall be regularly employed in addi- 

- tion to the proprietor, provided further that 
there shall be no display of goods and no ad- 
vertisine on the premises other than a small 
| sign not to exceed one (1) square foot in area 
and carrying only the name and occupation of 
any oecupant of the premises, provided further 
- that the building or premises occupied shall 
not thus be rendered objectionable or detri- 
- mental to the residential charaeter of the neigh- 
| borhood due to the exterior appearance, the 
|. emission of odor, gas, smoke, dust, noise or 
~ in any other way, and provided further that 
= any such building shall include no features 
~ of design not customary in buildings for resi- 
- dential use. 


A 


^ (e) Churehes, sehools, elementary and high, 
publie libraries or publie museums, clubs, lodges, 
or social or community-center buildings, ex- 
eepting those, a chief function of which is a 
service or activity conducted or customarily 
- conducted for gain, provided, further, that bc- 
fore a permit is issued for such use by the zon- 
ing enforcing officer, he shall have on file in 
— his office the written consent of the owners of 
. 75% of all the privately owned land within 
. 300 feet of any part of the premises to be oc- 
. eupied by such use. 


(d) Playgrounds or parks not conducted as 
a business. 


TS 
% 

LE 

3 
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(e) Farms, 


truck gardens, orchards, and 
wood lots. | 


(f) Hortieultural nurseries and greenhouses 
for the propogation of plants only, provided 
there is no display of advertising or of plants 
other than growth, and provided further that 
before a permit is issued for such use by the 
zoning enforcing officer, he shall have on file 
in his office the written consent of the owners 
of ninety percent (90%) of all of the privately 
owned land within three hundred (300) feet 
of any part of the premises to be oceupied by 
such use. 


(ve) Real estate signs advertising for sale, 
rental or lease only the premises, lots or tracts 
on which they are located as provided in Sec- 
tion 12 of this ordinance. 


(h) 
boards. 


Announcement Signs and Bulletin 


(i) Private Garages, and Accessory Build- 
ings as provided in Section 11 of this ordinance. 


Section 7. Use regulations for ‘‘B’’ districts. 
(Multiple Residence). Within any ‘‘B’’ Dis- 
trict, unless otherwise provided in this ordin- 
anee, no building or land shall be used for 
other than one or more of the uses herein specl- 
fied as permissible in ‘‘A’’ Districts, or for 
other than one or more of the following pur- 
poses: 


(a) 
(b) Fraternity or Sorority Houses. 


(c) Boarding or Lodging Houses, provided 
that there be no conspicuous advertising signs. 


(d) Private garages and aecessory buildings 
under conditions as specified in Section 11 of 
this ordinance. 


(e) 


(f) Hospitals, elinies, sanitariums, dispens- 
aries and charitable institutions (except penal 
or correctional institutions). 


Multi-family Dwelling. 


Municipal, State or Federal Buildings. 


Section 8. Use regulations for **C”” Districts. 
(Local Business). Within any ‘‘C’’ District no 
buildine or land shall be used for other than 
one or more of the uses herein specified as 
permissible in ‘‘B’’ Districts or for other than 
one or more of the following purposes: 


(a) Milk processing plants, provided, such 
plants are located on a tract of land of not 
less than two (2) acres devoted exclusively to 
such use; provided, further, that such plant 
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be free from objectionable odors, smoke, or 
noise. 


(b) A retail store or trade shop where 
goods are stored or displayed for sale or ser- 
vices rendered, and where nothing is fabricat- 
ed, manufactured, converted, or altered, except 
for such retail trade. A portion of any store 
or shop may be arranged and used as a dwell- 


ing. 


Section 9. Use regulations for **D”” Districts. 
(Business and Light Industry). Within any 
“D” District no building or land shall be used 
for other than one or more of the uses herein 
specified as permissible in ‘‘C’’ Districts, ‚or 
for other than one or more of the following 
purposes : 


(a) Offices. 

(b) Financial institutions. 

(c) Amusement enterprises, such as dance 
halls, skating rinks, concert halls and theatres. 

(d) Studios. 

(e) Fire stations and public convenience 
stations. 


(f) Gasoline filling stations. 


(g) Freight and passenger stations and sta- 
tions grounds. 


(h) Bus depots 

(1) Telephone exchange. 
(3) Hotels. 

(k) Telegraph offices. 


(1) Restaurants and lunch counters. 


(m) Printing shops. 
(n) Publie Garages. 
(0) Any light manufacturing or light in- 


dustry which is carried on entirely within 
buildings, which is not noxious or offensive due 
to the emission of odors, gas, smoke, dust or 
noise, which is not a menace to public health 
and safety, and which will not substantially 
or permanently injure the appropriate use of 
neighboring property. 


(p) Fuel and building material on storage 
yards from which sales are primarily retail. 


Section 10, Use regulations for “B” Dis- 
tricts. (Heavy Industry). Within any “E” 
District no building or land shall be used for 
other than one or more of the uses herein 


specified as permissible in ‘‘D’’ Districts, or 
for other than any trade, industry or purpose 
which is not noxious or offensive due to the 
emission of odor, gas, smoke, dust or noise, or 
which is not a menace to publie health or 
safety. 


Section 11. Garages and accessory buildings: 


(a) In any “A” District a private garage 
is permitted in the side or rear yard on the 
same lot with a dwelling, either as a separate 
building or in a separate room within, or at- 
tached to the dwelling, provided that space 
for not more than three (3) motor vehicles is 
permitted on one lot. When wholly or par- 
tially within the limits of the side yard and 
attached to or a separate room with a prin- 
cipal building such garage shall be considered 
as a part of such principal building and shall 
conform to all yard and space requirements as 
specified in this ordinance for principal build- 
ings. When wholly or partially within the 
limits of a rear yard and attached to or a sepa- 
rate room within a principal building such gar- 
age, if one (1) story in height, may extend 
into the rear yard the distance its rear wall 
is beyond the rear wall of the principal build- 
ing. Space for three (3) or less motor vehicles 
may be leased to other than residents on the 
premises. 


(b) In any “B” District or any ‘°C’ Dis- 
trict, private garages, or accessory buildings 
are permitted under the regulations prescribed 
for ‘‘A’’ Districts, except that for private gar- 
ages a space for not more than ten (10) motor 
vehicles may be provided, and except that 
space for not more than three (3) motor ve- 
hicles may be leased to others than residents 
on the premises. 


(e) In any “D” District or any “E” Dis- 
triet, public or private garages, or accessory 
buildines are permitted on any part of the lot. 


(d) No public garage providing storage 
capacity for more than five (5) motor vehicles 
or in which motor vehicles are repaired for 
compensation shall have an entrance or exit 
for motor vehicles within fifty (50) feet of 
any ‘‘A’’ District or any ‘‘B”’ District, or with- 
in one hundred (100) feet of the entrance or 
exit of any previously existing publie or pri- 
vate school, playground, publie library, church, 
hospital or childrens institutions. 


(e) The following regulations and interpre- 
tations shall apply to paragraphs (a) and (b) 
Section 11: 


1. Each detached private garage or acces- 


me 


sory building shall be not less than two (2) 
feet from a party lot line or alley line except 
that when any part of such building is within 
fifty (50) feet of any street or public place 
upon which the lot abuts such building shall be 
not less than six (6) feet from any lot line 
which serves as the front portion of a side lot 
line to any adjoining property. 


2. No detached garage or accessory build- 
ing is permitted within the limits of a front 
yard. 


3. If any portion of a detached garage or 
- other accessory building is within a side yard 
of a principal building on the same lot such 
accessory building shall not be nearer to the 
side lot line than would be required for the 
building wall of a principal building on the 
same lot. In interpreting this regulation each 
- twelve (12) feet in height of the accessory 
- building shall be considered a story. 


4. A detached garage may be erected across 
a common lot line by mutual agreement of 
the adjoining lot owners. 


9. Accessory buildings within a rear yard 
- may not occupy more than one-third (14) of 
- such area. 


6. No detached garage or accessory build- 
- ing may be placed in any rear yard or any side 
- yard so that any part of such building is near- 
er a street line than is permitted for a wall 


— of a principal building on the same lot. 


Section 12. 
A bulletin boards. 


(a) In any “A” District, or any “B” Dis- 
trict real estate signs advertising for sale, 
rental or lease only, the premises, lots or tracts 
on which they are located are permitted, pro- 
vided such signs shall be distant as far as pos- 
sible from abutting property and at least twen- 
ty-five (25) feet from any street line, or not 
more than five (5) feet in front of any prin- 
cipal building which is set back less than thirty 
(30) feet from the street line. The area in 
- square feet of any such sign shall not exceed 
- one-tenth (1/10) of the continuous street front- 
age in feet of the lot or tract, except that a 
| sign not exceeding eight (8) square feet in 
- area shall be permitted in any case. 


(b) In any ''A" District or any ‘‘B’’ Dis- 
trict announcement signs or bulletin boards 
- are permitted, provided such signs or boards 
= do not.exeeed sixteen (16) square feet in area 
- and are erected upon the premises of a charit- 
able, religious or publie institution for its own 


Advertising signs, poster and 
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use, and are not ereeted within twenty-five 
(25) feet of a street line. 


(c) In any “*C” District one (1) advertising 
sien not exeeeding twenty (20) square feet in 
area may be displayed on eaeh loeal business 
house in such distriet. The requirements of 
paragraphs (a) and (b) Seetion 12, shall apply 
to other signs or bulletin boards ereeted in 
“£C”” Districts. 


(d) In ‘‘D’’ and “E”” Districts poster boards 
and advertising signs are permitted where such 
boards and signs conform to the ordinance re- 
quirements of the City of Ames. 


Section 13. Non-conforming uses. 


(a) The lawful use of a building existing at 
the time of the passage of this ordinance, al- 
though such use does not conform to the pro- 
visions hereof, may be continued, but if such 
non-conforming use is discontinued, any future 
use of said premises shall be in conformity with 
the provisions of this ordinance. 


(b) The lawful use of a building existing at 
the time of the passage of this ordinance, may 
be extended throughout the building, provided 
such building was so arranged or designed for 
such non-conforming use on the date this ordin- 
ance became effective. 


(e) Nothing in this ordinance shall prevent 
the reconstruction of a non-conforming build- 
ing destroyed by fire or other calamity or pre- 
vent the continuance of the use of such build- 
ing or part thereof as such use existed at the 
time of such destruction; or prevent a change 
of such existing use in accordance with the pro- 
visions of this section; provided that any re- 
construction of such building shall be begun 
within six (6) months after such destruction 
and shall be diligently prosecuted thereafter. 


(d) Nothing in this ordinance shall prevent 
the restoration of any wall or other portion 
of a building declared unsafe by an authorized 
publie official. 


Section 14. Front yards: 


(a) In any “A” District a front yard not 
less than twenty-five (25) feet in depth is re- 
quired on each lot. 


(b) In any “B” District or any ‘‘C’’ Dis- 
trict a front yard not less than twenty (20) 
feet in depth is required on each lot. 


(e) No principal building on a lot shall be 
required to have a front yard depth exceeding 
fifty (50) feet. 
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(d) No detached private garage or acces- 
sory building may occupy any portion of a 
front yard in any “A” Distriet, “B” District 
or any ''C"' District. 


(e) The front yard depth for a church, 
school, library, museum, club, social center or 
community building, hospital or similar insti- 
tution erected or structurally altered in any 
“A” District or any ‘‘B’’ District shall be 
thirty (30) per cent in excess of those specified 
in this ordinance for principal buildings in 
sueh districts. 


(f) The following exceptions and interpreta- 
tions shall apply to the provisions of Section 
14, as noted: 


1, The front yard depth for a principal 
building located on a lot within seventy (70) 
feet measured alone the street line from the 
nearest corner of the lot under consideration, 
to any portion of two (2) or more lots in the 
same block and which lots are oceupied by 
dwellings that front on the same street as the 
proposed principal dwelling, shall be the aver- 
age front yard depth of such existing dwell- 


ings. In computing such front yard depth 
existing buildings with front yard depths 


greater than fifty (50) feet shall be assumed 
to have a front yard depth of fifty (50) feet. 
and a building with a front yard depth less 
than twenty-five (25) feet shall be assumed to 
have a depth of twenty-five (25) feet. 


2. In any “A”” District, any ''B"' District 
or any **C*” District, where the rear lot line 
of any corner lot forms the front part of the 
side lot line of an adjacent lot, a buildine on 
such adjacent lot shall not be required to have 
a front yard depth of more than three-fourths 
(34) of the depth required by the provisions 
of this ordinance for a lot fronting on the same 
street and in the same block; provided that this 
reduced depth shall not be less than the re- 
quired side yard depth (on the street side) of 
a principal building on the corner lot. 


3. In any ''A"' District or any “B” Dis- 
trict where a lot adjoins a “D” District or 
an “E” District, the front yard of such lot, 
for a distance of fifty (50) feet from the dis- 
trict boundary line, shall not be required to 
have a depth of more than one-half (14) the 
depth required by Section 14, for the residence 
portion of the same block frontage, provided, 
however, that the front yard depth of a build- 
ing as determined by this paragraph shall be 
not less than ten (10) feet in any individual 
case, 


Section 15. Rear yards: 


(a) In any “A” Distriet, any **B" District 
or any “0” District, a rear yard not less than 
twenty-five (25) feet in depth is required on an 
interior lot and twenty (20) feet on a corner 
lot. 


(b) In any “D” Distriet or any “E” Dis- 
trict a rear yard not less than twenty (20) 
feet in depth is required where any portion of 
a principal building on such lot is used as a 
dwelling. An additional two (2) feet in depth 
of rear yard is required for each story above 
the second, any portion of which is used as a 
dwelling. 


(e) In any ‘D’’ District or any “E” Dis- 
trict no rear yard is required for a hotel or for 
a building not used as a dwelling which is two 
(2) stories or less in height and which abuts 
on a rear alley twelve (12) or more feet in 
width. Where the lot upon which such build- 
ing is located does not abut upon a rear alley 
twelve (12) or more fect in width, a rear yard 
not less than ten (10) feet is required for build- 
ings two (2) stories or less in height, which 
minimum width shall be increased two (2) feet 
for each additional story in height above two 
(2). Buildings more than two (2) stories in 
height which abut on rear alleys twelve (12) 
or more feet in width shall have rear yard 
requirements conforming to the provisions of 
Paragraph (b) of this Section. 


(d) The following exceptions and interpre- 
tations shall apply to the provisions of Section 
15 as noted: 


1. In computing the required depth of rear 
yards in paragraphs (a) and (b) Section 15, 
one-half (14) of the width of an alley in the 
rear of the lot shall be assumed to be a por- 
tion of the rear yard. 


2. Where a portion of a building included 
in paragraphs (b) and (e) See ion 15, above 
the first floor is used as a dwelling a space not 
less than ten (10) feet in width shall be pro- 
vided above the highest story so occupied open 
and unobstructed for the whole width of the 
lot, and on irregular lots an equivalent: area 
is to be so provided, 


3. The provisions of paragraphs (b) and 
(e) Section 15, rear yard requirements may be 
waived for buildings on through lots extend- 
ing from street to street where an equivalent 
open space on the lot is provided in lieu of 
the minimum rear yard required therein. 


4. The provisions of paragraph (a) Section 


> shall be construed to restrict the erection 
or structural alterations of any principal or 
pomnory building on a through lot so as to 
ace any prineipal wall of such building near- 
er the rear lot line of the through lot than is 
permitted by this ordinanee were sueh rear lot 
line eonsidered as a front lot line. 


Section 16. Side yards: 


(a) In any “A” or “B” District there shall 
be a side yard on each side of each principai 
"building. The side yard for a principal build- 
ing one (1) story in height shall be not less 
than four (4) feet in width, two (2) stories 
- im height not less than six (6) feet in width and 
for three (3) or more stories in height not less 
"than eight (8) feet in width. One (1) side 
yard may be omitted where two (2) semi- 
detached houses, on adjacent lots, are built at 
the same time with a common party wall, pro- 
vided that the side yard of each house op- 
posite the common party wall shall be of a 
- width fifty per cent (50%) in excess of the 
minimum side yard widths specified in this 
paragraph. 


(b) In any “C” District, any ‘‘D’’ District 

or any “‘E”’ District no side yards are requir- 

L ed. Side yards if provided shall be not less 
than five (5) feet in width. 


(e) In any “A” District, any ''B"' District 
or any ''C"' District on any corner lot no street 
wall of a principal building other than its 

front wall shall be required to be further from 

- the side street than one-half (15) of the dis- 
tance that would be required by the provisions 
of Section 14 were sueh side street line the 
front lot line. 


(d) The required minimum width of side 
yard for a church, school, library, museum, 
club, social center or community building, hos- 
| pital or similar institution on an interior lot 
| in any “A” District or any ‘‘B’’ District shall 
| be twenty (20) feet. For such buildings on 
corner lots in “A” Districts and ‘*B’’ Districts 
- the side yard nearest the side street shall be 
not less than fifty per cent (50%) in excess of 
the requirements specified in Section 16 for 
- principal buildings on such corner lots. The 
side yard adjacent to an interior lot for such 
- buildings on corner lots shall be not less than 
twenty (20) feet. 


Section 17. Fences, walls and vision clear- 
poe 


(a) In any “A” District, any ‘‘B’’ District 
or any “C” District fences and walls not ex- 
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ceeding six (6) feet in height are permitted 
within the limits of side and rear yards. <A 
fence or wall not exceeding four (4) feet in 
height is permitted within the limits of front 
yards. The portion of fences and walls over 
four (4) feet in height shall be sixty-five per- 
cent (65%) open. In the case of retaining 
walls supporting embankments the above re- 
quirements shall apply only to that part of 
the wall above the ground surface of the re- 
tained embankment. 


(b) On any corner lot in any ““A”” District, 
any ''B"' District or any ‘‘C’’ District no fence, 
wall or other strueture shall be erected to a 
height of more than three (3) feet above the 
elevation of the established curb grade at the 
intersection of the streets on that part of any 
yard which is bounded by the street lines of 
the intersecting streets and a line connecting 
two (2) points on said street lines twenty (20) 
feet from their point of intersection and no 
planting of foliage which will obstruct the view 
of drivers of vehicles approaching the street 
intersection shall be placed or maintained with- 
in such area. 


Section 18. Enforcing officer. The provi- 
sions of this ordinance shall be enforced by the 
City Manager. Appeal of any decision of the 
enforcing officer may be made to the Board 
of Adjustment as provided in Section 19 of 
this ordinance. 


Section 19. Board of adjustment: 


(a) A Board of Adjustment is hereby estab- 
lished. Where the word ‘‘Board’’ is used in 
this section it shall be construed to mean the 
‘‘ Board of Adjustment.’’ The Board shall con- 
sist of five (5) members appointed by the 
Mayor, subject to confirmation by the City 
Couneil, and shall be appointed for terms of 
1, 2, 3, 4 and 5 years respectively. At the ex- 
piration of the term of office of any board 
member, his successor shall be appointed for 
a term of five years. Any vacancy shall be 
filled in the same manner for the unexpired 
portion of the term. In the event of the ab- 
sence from the City or the incapacity of a mem- 
ber, the Mayor may appoint a substitute who 
shall serve as a member of the Board, with the 
same powers and authority as the regular mem- 
ber, until such regular member has returned or 
has become capacitated for further service, All 
members shall serve without compensation. 


(b) The City Clerk shall serve as the Seere- 
tary of the Board. In the absence of the Seere- 
tary, the chairman of the Board may appoint 
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one of the members of the Board to aet as 
Secretary pro tem for the meeting. The Board 
shall have the power to call on any City Depart- 
ment for assistance in the performance of its 
duties, and it shall be the duty of such depart- 
ment to render such assistance as may reason- 
ably be required. 


(e) The Board shall adopt, from time to 
time, subjeet to the approval of the City Coun- 
eil, sueh rules and regulations as it may deem 
necessary to carry into effect the provisions 
of this ordinance. 


(d) The Board shall annually elect its own 
chairman at the first meeting on or after April 
first of each fiscal year. Such chairman, or in 
his absence, the acting chairman, may admin- 
ister oaths and compel the attendance of wit- 
nesses. "There shall be a fixed place of meet- 
ing and all meetings shall be open to the pub- 
lic. The presence of four (4) members shall 
be necessary to constitute a quorum. The Sec- 
retary of the Board shall keep minutes of its 
proceedings, showing the vote of each member 
upon each question. If a member is absent or 
fails to vote, the minutes shall indicate such 
fact. The Board shall keep records of its ex- 
amination and other offieial actions, which 
shall be on file in the office of the City Clerk 
as a publie record. 


(e) Appeals to the Board may be taken by 
any person aggrieved, or by any officer, De- 
partment, or Board of the City affected by any 
decision of the enforcing officer. Such appeal 
shall be taken within a reasonable time, as 
provided by the rules of the Board, by filing 
with the Secretary of the Board a written 
notice of appeal specifying the grounds thereof. 
The Secretary of the Board shall give notice 
of such appeal to the enforcing officer who 
shall forthwith transmit to the Board all papers 
constituting the record upon which the action 
appealed from was taken. An appeal stays all 
proceedings in furtherance of the action ap- 
pealed from, unless the enforcing officer certi- 
fies to the Board after the notice of the appeal 
shall have been filed with him, that by reason 
of faets stated in the certificate a stay would 
in his opinion cause imminent peril to life or 
property. In such case proceedings shall not 
be stayed otherwise than by a restraining order 
which may be granted by a court of record on 
application on notice to the enforcing officer 
and on due cause shown. The final disposition 
of any appeal shall be in the form of a resolu- 
tion either reversing, modifying or affirming 
the decision or determination appealed from. 
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(f) The Board of Adjustment in specific 
cases Shall have the following powers: 


1. To hear and decide appeals where it is - 
alleged there is error in any order, require- 
ment, decision or determination made by the — 
enforcing officer in the enforcement of the 
provisions of this ordinance. 


2. To authorize upon appeal in the follow- 
ing specific cases such variance from the terms 
of the ordinance as will not be contrary to the 
public interest, where, owing to special eondi- 
tions a literal enforcement of the provisions of 
the ordinance will result in unnecessary hard- 
ship, and so that the spirit of the ordinance ^ 
shall be observed and substantial justice done. 
However, nothing herein shall be construed as 
giving the Board the right, power, or authority 
to change the limits or extent of any district, 
or to grant permission for the erection or use 
of any building or the use of any land for a 
purpose which is specifically prohibited herein. 


(a) The erection and use of any accessory 
building on a lot in any “A” District or any 
“B” District before the erection of a prin- 
cipal building on such lot as provided herein; 
provided such use is temporary and for a per- 
iod of time not to exceed one (1) year. 

| 
| 
i 


(b) The extension of an existing building 
or use into a more restricted district immediate- 
ly adjacent, under such conditions as will safe- 
euard the character of the more restricted dis- 
triet, provided that such extension shall not 
be permitted more than fifty (50) feet beyond 
the boundary line of the district in which sueh 
building or use is authorized. 


(c) "The extension or enlargement of an 
existing use loeated in a distriet restrieted 
against such use, either by the extension or 
enlargement of an existing building or use of 
land, or by the erection of an additional build- 
ing where such extension or enlargement is 
necessary incident to the trade, business or 
industry existing on the Ist day of June, 1925, 
provided that such extension or enlargement 
will not prove detrimental to or tend to alter 
the character of the neighborhood. 


(d) The erection of buildings or the use 
of land not in accordance with the requirements 
of this ordinance, in the ease of an undeveloped | 
seetion of the City for a period not to exceed 
one (1) year in any ease, where such building | 
or uses are clearly incidental to and necessary 
for residential development, or are temporary l 
enly and will not tend to permanently alter the 
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character of such section or any adjoining or 
. nearby section. 


(e) The erection and use of a building or 

- the use of land in any district by a publie ser- 

vice corporation or for publie utility purposes, 

which the Board considers reasonably neees- 
sary for the public convenience or welfare. 


> (f) To permit any use in a district that is 
- mot specifically prohibited in such district, and 
that is in keeping with and appropriate to the 
uses authorized in such district by the provi- 
sions of this ordinance. 


| (g) In specific cases upon appeal to permit a 
— variance in the literal interpretation and ap- 
— plication of the following specified provisions 
L of the ordinance: 


1. Section 5—General Regulations, Para- 
graphs (g) (k) and (1). 


2. Section 11—Garages and Accessory Build- 
ings, Paragraphs (a) to (e) inclusive. 


1 3. Section 12—Advertising Signs, Posters 
- and Bulletin Boards, Paragraphs (a), (b) and 
E (c). 

i 


4. Section 14—Front Yards. The minimum 
depth requirements for front yards as speci- 
fied in Paragraphs (a), (b), (e) and (f) of 
this Section may not be decreased in amount 
more than twenty-five percent (25%) in any 
individual case upon appeal unless there is on 
file with the Board the written consent of the 
owners of all contigous property within a dis- 
tance of 100 feet from the nearest lot line of 
the lot in question, and provided further that 
in no event shall the Board decrease the re- 
quired minimum front yard depth by more 
than 50%. 


5. Section 15—Rear yards. The minimum 
requirements for rear yards as specified in 
Paragraphs (a), (b), (e) and (d) of this sec- 
tion may not be decreased in amount more than 
twenty-five per cent ((25%) in any individual 
ease upon appeal unless there is on file with 
the Board the written consent of the owners 
of all property abutting on the rear yard of 
the lot under consideration. 


6. Section 16—Side yards. The minimum 
requirements for side yards as specified in 
Paragraphs (a), (b), (ec) and (d) in this sec- 
— tion may not be decreased in amount more than 
_ twenty-five per cent (25%) in any individual 
¿ase upon appeal unless there is on file with 
|. the Board the written consent of the owners 
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of all property abutting on the side yard of 
the lot under consideration, 

7. Section 17—Fences. walls and vision 


clearance. Paragraphs (a) and (b). 


Section 20. 
tions therefor: 


Building permits and applica- 


(a) It shall be unlawful to commence or to 
proceed with the erection, eonstrue'ion. recon- 
struction, conversion, alteration, enlargement, 
extension, raising or moving of any building 
or structures, or of any portion thereof, with- 
out first having applied in writing to the City 
Manager for a building permit to do so. 


(b) Every application for a building per- 
mit shall be in writing and delivered to the 
Enforcing Officer, and shall be accompanied 
by a detailed set of plans, in duplicate, show- 
ing the size of the proposed building or struc- 
ture, its location on the lot, the materials of 
which it is to be constructed and the details 
and type of construction to be used. On the 
issuance of a permit one set of said plans shall 
be retained by the Enforcing Officer as a per- 
manent record and one set shall be returned 
to the applicant. In case of any building or 
structure to be located outside the fire dis- 
tricts, the Enforcing Officer may, at his own 
diseretion, permit the substitution of a written 
statement covering the essential information 
required in place of said plans. 


(e) Blank forms shall be provided by the 
Enforeing Officer for the use of those applying 
for permits as provided for in this ordinance. 
Any permits issued by the Enforcing Officer 
shall be on standard forms for such purpose 
and furnished by the City. 


(d) A careful record of all such applications, 
plans, and permits shall be kept in the office 
of the Enforcing Officer. 


(e) The fees to be charged for building per- 
mits from and after the passage of this ordin- 
ance shall be as follows: 

For work costing $500 or less ................ $ .25 
For work costine over $500 but not over 


EEE RE Sk Fa acm 50 
For work costing over $l, 000 but not over 

BET A: kann a een 1.00 
I or work costing over $2. 500 but not over 

CEO SM eer ecd. Demum MR SON 
For work costing over $5,000 but not over 

a (0010) |S ok SN Qu, VES Cl RN ae 300 
For work costing over 410, 000 but not 

UG IS 5.00 
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For work costing over $15,000 but not 


over $25,000 7.00 
For work costing over $25 ,000 but not 

over $50,000 9.00 
l'or work eosting over $50, 000 — 12.00 


(f) Any building permit, under which no 
construction work has been commenced within 
six (6) months after the date of 1ssue of said 
permit or under which the proposed construe- 
tion has not been completed within two (2) 
years of the date of issue shall expire by limita- 
tion; and no work or operation shall take place 
under such permit after such expiration. Upon 
payment of ten cents (10€) per month on each 
one thousand dollars ($1,000.00) of the con- 
struetion eost on which the original permit was 
issued, but not less than one dollar ($1.00) per 
month in any case, a building permit may be 
once extended for a period not exceeding six 
(6) months by the Zoning Enforcing Officer. 


Section 21. Interpretation and purpose: In 
the interpretation and application, the pro- 
visions of this ordinance shall be held the 
minimum requirements, adopted for the pro- 
motion of the publie health, safety, comfort, 
convenience, and general welfare. It is not 
intended by this ordinance to repeal, abrogate, 
annul or in any way impair or interfere with 
any existing provisions of law or ordinance, 
or with any rule, regulation or permit previous- 
ly adopted or issued, or which shall be adopted 
or issued pursuant to law, relating to use of 
buildings or premises; nor is it intended by 
this ordinance to interfere or to abrogate or 
annul any agreement between parties; provid- 
ed, however, that where this ordinance imposes 
a greater restriction upon the use of buildings 
or premises or upon the height of buildings, 
or requires larger yards, courts or other open 
spaces than are required by any such existing 
provision of law or ordinance, or by any such 


rule, regulation or permit, or by any such ease- 
ment, covenant or agreement, the provisions 


of this ordinance shall govern. 


Section 22. Amendments: 


(a) The City Council may, from time to 
time, on its own initiative, on petition or on 
recommendation by the City Plan Commission, 
after publie notice and hearings provided by 
Ordinance, and after a report by the City Plan 
Commission or after thirty (30) days written 
notice to said Commission, amend, supplement, 
or change in the regulations or districts here- 
in or subsequently established, 

(b) 


Whenever the owners of fifty per cent 
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(50%) or more of the area of the lots in any 
district or part thereof desire any amendment, 
supplement or change in any of the provisions 
of this ordinance applicable to such area, they 
may file a petition with the City Clerk re- 
questing the City Council to make such amend- 
ment, supplement or change. Such petition 
shall be accompanied by a map or diagram 
showing the area affected by the proposed 
amendment, supplement or change, together 
with the boundaries of the said area and the 
names and addresses of all the owners on record 
in the office of the County Recorder of Story 
County, Iowa, of lots therein and within a 
distance of two hundred (200) feet outside of 
the boundaries of said area; and such petition 
shall immediately be transmitted to the City 
Plan Commission for an investigation and re- 
port. The City Plan Commission shall file its 
recommendations approving, disapproving or 
modifying the proposed amendment, supple- 
ment, or change with the City Council within 
thirty (30) days thereafter. 


(c) If a written protest against any pro- 
posed amendment, supplement, or change shall 
have been presented to the City Council, sign- 
ed by the owners of twenty per cent (20%) or 
more, either of the area of the lots ineluded 
in such proposed change, or of those immediate- 
ly adjacent in the rear thereof, extending the 
depth of one lot or not to exceed two hundred 
(200) feet therefrom, or of those directly op- 
posite thereto, extending the depth of one lot 
or not to exceed two hundred (200) feet from 
the street frontage of such opposite lots, such 
amendment shall not become effective, except 
by the favorable vote of at least three-fourths 
(34) of all the members of the City Council. 


(d) Whenever a petition requesting an 
amendment, supplement, or change of any re- 
eulation prescribed by this Ordinance has been 
denied by the City Couneil such petition can- 
not be renewed for oue year thereafter unless 
it be signed by the owners of at least fifty per 
cent (50%) of the property owners who pre- 
viously objected to the change; this provision, 
however, shall not prevent “the City Council 
from acting on its own initiative in any case 
or at any time as provided in this section, 


Section 23. Violations and penalties: Any 
person, firm, co-partnership, corporation, or 
other association of persons, whether acting 
directly or through employees or agents, that 
violates, disobeys, omits, neglects, refuses to 
comply with, or resists the enforcement of any 
provision of this ordinance shall be deemed 
guilty of a misdemeanor and upon conviction 


Si us 
| Wes T for eaeh offense be fined a sum 
not one hundred dollars ($100.00) 
"IS nent in the City or County jail for 
m not to exeeed thirty (30) days. 


> aunn 24. Validity: Should any part or 
provision of this ordinanee be held by any 
s ies t of competent jurisdietion to be invalid, 
Bp" | decision shall not affect the validity of 
e remainder of the ordinance. 


| tiva 25. Conflicting ordinances : That 
om No 490. EnGHed “An ordinance 
peeulating size of buildings and other strue- 
rt ; the size of yards, eourts, and other open 
‘spaces; the density of population; the location 
and use of buildings, struetures and land for 
trade, industry, residence or other purposes, 
establishing the boundaries of districts deemed 
best suited to carry out the purpose of this 
_ ordinance; requiring the issuance of building 
permits before the erection, construction, re- 
Eunsiruetiun eonversion, alteration, enlarge- 
ment, extension, raising or moving of any 
e: or strueture, and providing penalties 
for Be violation of the same,’’ adopted by the 
r Council on the 13th day of March, 1939, 


E 


bu TES "SIA ar. 
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be and the same is hereby repealed, and all 
ordinanees or parts of ordinanees in conflict 
with any of the provisions of this ordinanee 
shall give way to and be superseded by this 
ordinanee, providing, however, that sueh re- 
peal shall not in any way affeet any aet here- 
tofore committed in violation of such ordin- 
ance or ordinances so repealed, or any pro- 
ceedings now pending thereunder, but all such 
offenses heretofore committed against the pro- 
visions of such ordinance or ordinances may 
be prosecuted and punished the same as if said 
ordinanee or ordinances were in full foree or 
effect. 


Section 26. When effective: This ordinance 
shall be in full force and effect from and after 
its passage and publication as provided by law. 


Passed this Ist day of February, 1945. 
H. B. Manning, Mayor 


Attest: J. W. Prather, City Clerk 
Published in book of ordinances entitled, 


“The Ordinances of the City of Ames, Iowa, 
1943,” 


TITLE VII 
LICENSED BUSINESSES 
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1 Be lt Ordained by the City Council of the 
| City of Ames, Iowa: 


Section 1. From and after the passage of 
this ordinance and its publication as provided 
by statute, it shall be unlawful for any holder 
of a beer or malt liquor permit to sell, give or 
“serve to a person beer or malt liquor, who is 
known to have taken treatment for the liquor 
habit, known to be in the habit of becoming 
intoxicated, or to a person already under the 
influence of intoxicating liquor. 


Section 2. The Chief of Police shall deliver 
to the holders of such permits a written list 
of those persons, who from the records of the 
Commissioners of Insanity of Story County 
_have taken treatment for the said liquor habit, 
or, who, from the records of the Municipal 
"Court, are in the habit of becoming intoxicated. 
And, from and after such delivery the said 


ORDINANCE NO. 467 


AN ORDINANCE PROHIBITING THE HOLDERS OF BEER AND MALT LIQUOR PERMITS 
FROM SELLING, GIVING OR SERVING BEER OR MALT LIQUOR TO PERSONS 
KNOWN TO HAVE TAKEN TREATMENT FOR THE LIQUOR HABIT, KNOWN TO BL 
IN THE HABIT OF BECOMING INTOXICATED, OR TO PERSONS ALREADY UNDER 
THE INFLUENCE OF INTOXICATING LIQUOR, AND PROVIDING PENALTIES THERE- 


holders shall be conclusively presumed to have 
the information therein contained. 


Section 3. Any holder of the said permits 
who shall violate the provisions of section one 
shall be subject to a fine not exceeding one 
hundred dollars, or to imprisonment in the City 
or County jail for a term not exceeding thirty 
days. And, in addition to such penalties, the 
city council may consider the said violation a 
sufficient cause for revoking the permit of the 
holder. 


Section 4. This ordinance shall be in full 
foree and effect from and after its passage and 
its publication as provided by law. 


Passed the 20th day of April, 1936. 
W. L. Allan, Mayor 
Attest: J. W. Prather, City Clerk. 


Published the 23rd day of April, 1936. 
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ORDINANCE NO. 538 


AN ORDINANCE REGULATING THE LICENSE AND SALE OF BEER, FIXING THE AN- 
- NUAL PERMIT FEES, PROVIDING FOR THE REVOKING OF CLASS “B” AND “C” 
X PERMITS AND HEARINGS IN CONNECTION THEREWITH UNDER CERTAIN CIR- 
- CUMSTANCES, PROVIDING FOR FORFEITURE OF BOND GIVEN BY LICENSEES AND 
_ SURETIES, PRESCRIBING PENALTIES FOR THE VIOLATION THEREOF, AND RE- 


| PEALING ALL ORDINANCES OR PARTS THEREOF CONTRARY TO OR INCONSISTENT 


HEREWITH. 


- Be It Ordained by the City Council of the 
City of Ames, Iowa: 


—  Sectionl. For the purpose of this ordinance, 
E the definitions are adopted as set out in Sec- 
— tion 1921.096 of the Code of Iowa, 1939, and 
amendments thereto. 


Section 2. Permit required. It shall be un- 
- lawful to manufacture for sale, or sell beer 
- unless a permit is first obtained as provided by 
— the laws of the State of Iowa, and this Ordin- 
ance. 


- Section 3. Fees to the general fund. All 
- permit fees collected under the provisions of 
this ordinance shall be allocated to the general 
- fund. 


N aad 


- Section 4. Notification to state board. Upon 
the issuance or revoking of a permit by the 
- Council, the Clerk shall forthwith certify to 
the State Permit Board the action so taken. 


cd un 


Section 5. Expiration. All permits shall ex- 
pire at the end of one (1) year from date of 
- jssuanee, and may be renewed for a like period 
- upon application being made therefor to the 
proper authorities. 


; mn 


Section 6. Bond. No permit shall be grant- 
- ed by the Council until the applicant furnishes 
| a bond in the form prescribed and to be fur- 
| nished by the State Tax Commission, with good 
- and sufficient sureties to be approved by the 
- Council, conditioned upon the faithful observ- 
- ance of the state laws and this ordinance, in 
- the sum of Five Hundred Dollars ($500.00), 

or in such other sum as shall be fixed by state 
law, said bond being further conditioned to 
- the effect that the permittee and his surety, 
- as a part of the permit granted hereunder, shall 
consent to forfeiture of the principal sum of 
said bond in event of cancellation of permit as 
. a result of charges filed and hearing had there- 
on as provided in this ordinance. 


— 


Section 7. Class ‘‘B’’ permits. A Class “B” 


permit shall be issued to any: 


A. Individual (which, for the purpose of 
this section, includes a ‘‘corporation’’ organiz- 
ed and existing or permitted and authorized to 
do business under the laws of this state, but 
not including clubs) who 


1. Submits a written application for a per- 
mit which application shall state under oath: 


(a) The name and place of residence of 
the applicant, and the length of time he has 
lived at such place of residence. 


(b) That he is a citizen of the state of 
Iowa. 
(ec) The place of birth of the applicant, 


and if the applicant is a naturalized citizen, 
the time and place of such naturalization. 


(d) The location of the place or building 
where the applicant intends to operate. 


(e) The name of the owner of the build- 
ing and if such owner is not the applicant, 
that such applicant is the actual lessee of the 
premises. 


(f) That the place of business for which 
the permit is sought is and will continue to 
be equipped with sufficient tables and seats 
to accommodate twenty-five persons at one 
time, and is wholly within the corporate 
limits of the City of Ames and within the 
limits of the area described under Section 
8 of this ordinance. 


2. Establishes: 


(a) That he is a person of good moral 
character and a citizen of the State of Iowa. 


(b) That the place of building where he 
intends to operate conforms to all laws, 
health and fire regulations applicable there- 
to, and is a safe and proper place or building. 


3. Furnishes a bond in the form preserib- 
ed and to be furnished by the state tax com- 
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mission with good and sufficient sureties to 
be approved by the authorities to which ap- 
plication is submitted, conditioned upon the 
faithful observance of this chapter, in the 
sum of Five Hundred Dollars ($500.00). 


B. Club who 


1. Submits a written application there- 
for, exeeuted by its president and attested 
by its secretary or other similar officers per- 
forming the duties usually performed by 
a president or seeretary which application 
shall state under oath: 


(a) The name of the club and the loca- 
tion of the premises occupied by it. 


(b) The names. of the officers of said 
elub. 
(e) That the buildings oceupied by said 


elub are wholly within the corporate limits 
of the City of Ames and within the limits of 
the area described under Seetion 8 of this 
ordinance, 


(d) The purposes for which such elub 
was formed and is maintained, and the num- 
ber of bona fide members thereof regularly 
paying dues. 

(e) That the application for such permit 
was approved by a majority of the bona fide 
members of such club present at a regular 
meeting or at a special meeting called to 
consider the same. 


2. Establishes: 


(a) That the buildings oceupied by suen 
club are wholly within the territorial limits 
of the City of Ames. 

(b) That it is not a proprietary club or 
operated for pecuniary profit. 

(e) That it is incorporated under the 
laws of the State of Iowa, and its charter is 
in full force and effect, or it is a regular 
chartered branch of a nationally incorporat- 
ed organization. 

(d) That it has a permanent local mem- 
bership of not less than fifty adult members. 

(e) That the application for such permit 
was approved by a majority of the bona 
fide members of such club who were present 
at a regular meeting, or a special meeting 
called to consider the same. 

(f) That it was in operation as a elub on 
the first day of January, A. D., 1948, or be- 
ing thereafter formed, was in continuous 
operation as a club for at least two years im- 
mediately prior to the date of its applica- 
tion for a Class ''B'' permit. 
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3. Furnishes a bond as prescribed byi 
Section 6. 


Section 8. 


permittees. 
Es B DE 


Location of premises of Class “B 

The places of business of all Class. 
permittees shall be located only. within 
the boundaries of the following deseribed area 
or distriet, to-wit: 

Beginning at a point 200 feet east of the. 
center line of Duff Avenue and 200 feet north 
of the center line of Fifth Street, thence west 
on a line 200 feet North of the center Jine of 
Fifth Street and parallel thereto to the center 
line of Douglas Avenue, thence south along 
center line of Douglas Avenue to the center 
line of the alley between Main Street and Fifth 
Street, thence west along the center line of said 
alley and of said alley extended to the center 
line of Clark Street, thence south along center 
line of Clark Street and Clark Street extended 
to a point 200 feet south of the center line of 
Lincoln Way, thence east along a line 200 feet 
south of the center line of said Lincoln Way 
and parallel thereto to a point 200 feet west 
of the center line of Duff Avenue, thence south 
along a line 200 feet west of the center line 
of South Duff Avenue and parallel thereto to 
a point 4.56 chains south of the south line of 
South Third Street, thence east to a point 200 
feet east of the center line of Duff Avenue, 
thence north along a line 200 feet distance from 
the center line of Duff Avenue and parallel 
thereto to the point of beginning and excepting 
therefrom any property within 175 feet of any 
school or church property located within or 
adjacent to said tract. 


Section 9. Fees Class **B”” permits. The 
annual permit fee for a Class ''B"' permit, ex- 
ceptine those issued to hotels and clubs, shall 
be $200.00 per year, payable in advance. The 
annual permit fee for Class ‘‘B’’ permits is- 
sued to hotels and clubs shall be as follows: 


(a) Hotels, having two hundred fifty guest 
rooms or more, shall pay an annual permit fee 
of two hundred fifty dollars. 


(b) Hotels, having more than one hundred 
and less than two hundred fifty guest rooms 
shall pay an annual permit fee of one hundred 
fifty dollars. 


(e) Hotels, having one hundred guest rooms 
or less shall pay an annual permit fee of one 
hundred dollars. 


(d) Clubs shall pay an annual permit fee 
of one hundred dollars. 


Section 10, Hotel privilege. Hotels holding 


Class "B" permits may serve beer to their 
enests either in the dining room or dining rooms 
or to any guest duly registered at such hotel 
the rooms of such guests. 


Section 11. Hours: Class ‘‘B’’. It shall be 
anlawful to sell, deliver or consume beer in 
the places of Class **B”” permittees from 12:00 
O'clock midnight to 6:00 o’clock a. m. the 
following morning, on week days, and between 
à the hours of 12:00 o'eloek midnight on Satur- 
day and 7:00 o'eloek a. m. the following Mon- 
| day morning. 


Section 12. Liquor prohibited. No liquor 
for beverage purposes having an aleoholie con- 
tent greater than four per cent (4%) by weight, 
: P shall be used or kept for any purpose in the 

place of business of a Class «p» permittee or 

on the premises of such permittee at any time, 

but this provision shall not apply in any man- 

ner or in any way to drug stores, regularly 

and continuously employing a registered phar- 
—maecist from having alcohol in stock for medi- 
tinal and compounding purposes. 


— Section 13. Dancing. Dancing is prohibited 
in any place where beer is sold. 
i 


Section 14. Games of chance. It shall be un- 
- lawful to keep or allow on the premises of any 
Class ** B" permittee, any machine, slot machine 
or device whereby any persons, by inserting 
[| coins or tokens in said devices, receives or is 
liable to receive a reward of money or mer- 
i ehandise or anything of value, or to possess any 
punch board or any device involving a game 
E of chance. 


in 


Section 15. Seating capacity. It shall be 
— unlawful to sell beer for consumption on the 
- premises, unless the place where such service 
| is made is equipped with tables and seats to 
accommodate twenty-five (25) persons at one 
| fime. 


Section 16. Food required. It shall be un- 
- Jawful to sell any beer for eonsumption on the 
premises unless food is served and consumed 
_ therewith. 


Section 17. Gift of beer or lunch prohibited. 

- It shall be unlawful for any permittee, his agent 

or servant, to give away beer, or to promote 

the sale of beer by the gift of any lunch, meal 

or articles of food, except pretzels, cheese or 
- crackers. 


. Section 18. Booths and lights. 
A. No booths shall be permitted or used in 
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connection with the operation of a beer busi. 
ness under any Class ** D'' license issued in the 
State of Iowa, unless the same are entirely 
open at one side with an unobstructed view 
therein from the rest of the room. The total 
height of any booth structure shall not exceed 
forty (40) inches, provided, however, that any 
person who is the holder of a Class “Br per- 
mit on the date when this ordinance shall be- 
come effeetive, and whose place of business is, 
on said date, equipped with booths of a greater 
height than forty (40) inches, but not to ex- 
ceed fifty (50) inches, shall be permitted to 
continue the use of the same for such period 
of time as said business is operated by him. 
In no event, however, shall any booth structure 
be of greater height than fifty (50) inches and 
no booths installed in the place of business of 
any Class “B” permit holder on or after the 
date when this ordinance shall become effect- 
ive shall exceed forty (40) inches in height. 


B. The place of said business shall be light- 
ed so that all objects are plainly visible at all 
times, and all parts of such place of business 
shall be illuminated to a minimum of two foot 
candles as measured by a foot candle meter 
at a plane of thirty inches above the floor line. 


‘Section 19. Class “ 


A. No class “©” permit shall be issued to 
any person except the owner or proprietor oi 
a grocery store or pharmacy. For the purpose 
of this ordinance ‘‘grocery store’’ means and 
ineludes any retail establishment, the principal 
business of which consists of the sale of food 
or food products for consumption off’ the pre- 
mises and ‘‘pharmacy’’ shall mean a drug store 
in which drugs and medicines are exposed for 
sale and sold at retail, or in which prescriptions 
of licensed physicians and surgeons, dentists 
or veterinarians are compounded and sold AN 
a registered pharmacist. : 


B. No Class “C” permit shall be issued to 
any person who is the owner or proprietor of 
a grocery store or pharmacy, as herein defined, 
unless said owner or proprietor: 


C” Permits: 


1. Submits a written application for a per- 
mit which application shall state under oath: 


(a) The name and place of residence of the 
applicant and the length of time he has lived 
at such place of residence. 

(b) That he is a citizen of the State of Iowa. | 


(e) The place of birth of the applicant and 
if the applicant is a naturalized citizen, the time 
and place of such naturalization. 
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(d) The loeation of the place of building 
where the applicant intends to operate, 


(e) The name of the owner of the building 
and if such owner is not the applicant that such 
applicant is the actual lessee of the premises, 


2. Establishes: 


(a) 


acter, 


That he is a person of good moral char- 


3. Furnishes a bond in the form and con- 
ditioned as prescribed and to be furnished by 
the state tax commission, with good and suf- 
ficient sureties to be approved by the authori- 
ties to which such application is submitted, 
conditioned upon the faithful observance of 
this chapter, in the sum of Five Hundred Dol- 
lars ($500.00). 


Section 20. Fees Class ‘‘C’’ permit. The 
annual permit fee for a Class ‘‘C’’ permit shall 
be $25.00 per year, payable in advance. 


Section 21. Original containers. It shall be 
unlawful for any person holding a Class ‘‘C’’ 
permit to sell beer for consumption off the 
premiscs except in the original containers. 


Section 22. Beer labeled. It shall be un- 
lawful to sell beer unless the bottle, keg, or 
other original container in which the beer is 
sold shall bear a label on the outside stating 
as follows: ‘‘This beer does not contain more 
than four per centum (4%) of alcohol by 
weight.’’ 


Section 23. Posters prohibited. It shall be 
unlawful for any holder of any permit to ex- 
hibit or display or permit to be exhibited or 
displayed on the premises any signs or posters 


containing the words ‘‘bar,’’ ‘‘barroom,’’ 
‘‘saloon’’ or words of like import. 
Section 24. Hours: Class ‘‘C’’. It shall be 


unlawful for any Class ‘‘C’’ permittee to sell 
or deliver any beer between the hours of 12:00 
o'clock midnight and 6:00 o'clock a. m. the 
following morning on week days, or between 
the hours of 12:00 o'clock midnight on Satur- 
day and 7:00 a. m. the following Monday 
morning. 


Section 25. Fitness of applicant. Before any 
permit is granted, the Council shall make, or 
cause to be made, a thorough investigation to 
determine the fitness of the applicant and the 
truth of the statements made in and accom- 
panying the application. 
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Section 26. Citizenship. Permits shall be 
issued only to persons who are citizens of the 
State of lowa and who are of good moral char: 
acter and repute, provided, however, that in 
the case of a corporation the word “citizen” 
in this section shall be construed to mean E 

'"'eorporation"' organized and existing or per- 
mitted and authorized to do business under the 
laws of this state. 


Section 27. False statements. It shall be 
unlawful to make a false statement concerning 
any material fact in submitting any applica- 
tion for a permit, or for a renewal of a permit 
or in any hearing concerning the revocation 
thereof. 


Section 28. Separate permits. Every per- 
son holding a permit having more than one (1) 
place of business wherein beer is sold, shall ob- 
iain and have a separate license for each 
separate place of business. 


Section 29. Persons interested. It shall be 
unlawful for any person engaged in the manu- 
facture, bottling or wholesaling of beer, or any 
jobber, or any agent of such person, to directly 
or indirectly supply, furnish, give, or pay for 
and furnishings, fixtures or equipment used in 
the storage, handling, serving or dispensing of 
beer or food within the place of business of 
another permit holder, nor shall such persou 
direetly or indireetly pay for any sueh per 
mit or be interested in the ownership, conduc 
or operation of the business of another permit 
holder authorized to sell beer at retail. | 

| 

Section 30. Transfer of permits. No per 
mits for selling beer shall be transferred fon 
one permittee to another, and no refund shall 
be made to any permittee in case of revocation 
of permit. 


Section 31. Transfer of location. The caudi 
cil may authorize the transfer of the bus 
of a permittee from one location to another, 
upon proper showing that the new location 
meets all the requirements of the ordinance, 
and state laws, and on condition that the per- 
mittee files with such application, for change 
in location, the written consent of the surety 
on his bond, and upon the payment in advance 
of a fee of Ten Dollars ($10.00) to cover the 
cost of the inspection of the new location. 


Section 32. Minors. It shall be unlawful 
for any minor to serve beer in the place o 
business of any permit holder in which the 


bus siness of selling beer constitutes more than 
y per cent (50%) of the gross business trans- 
acted therein. 


"Section 33. Sale or gift to minors: It shall 
be unlawful for any person to sell, give or make 
available to any minor or to permit any minor 
3 purchase or consume any beer on the pre- 
mises of a Class “B” or Class “C” permit 
holder, or for any minor to buy or attempt to 
buy or to seeure or attempt to secure beer from 
y person, and it shall further be unlawful 
for any person to offer beer, with or without 
consideration, to any minor, except within a 
— private home and with the knowledge and con- 
_ sent of the parent or guardian of said minor. 
_ A violation of the provisions of this section by 

any holder of a Class *B"' or Class ‘‘C’’ per- 
- mit or any of his agents or employees in con- 
 mneetion with the operation of a beer business 
| under said Class ‘‘B’’ or Class ‘‘C’’ permit 
- shall be a mandatory ground for revocation of 
— said permit, in addition to other mandatory 
grounds provided in this ordinance. 


os 


Section 34. Consumption upon s!rect pro- 

hibited. It shall be unlawful for any person 

to use or consume beer upon the public streets 

— or highways or in automobiles or other ve- 
hieles on said streets or highways. 


Section 35. Revocation: optional. The Coun- 
cil may revoke the permit of any permit holder 
for violation of any of the provisions of the 
State beer law or any ordinance adopted under 

- the provisions thereof, or for any cause which, 
- in the judgment of the Council, may be inimical 
— to or prevent the carrying out the intent and 
- purposes of the State Beer Law, and such per- 
mittee shall not be granted a new permit for 
a period of one year from the date of revoca- 

| tion. 


2 Section 36. Revocation: Compulsory. The 
_ Council shall revoke the permit of any permit 
- holder who is convicted of a felony, or is con- 
vieted of the sale of beer contrary to the pro- 
visions of the state law, or is convicted of 
bootlegging, or who is guilty of the sale or 
dispensing of wines or spirits in violation of 
the law, or who shall allow the mixing or add- 

- ing of alcohol to beer or any other beverage on 
- the premises of a Class ‘‘B’’ permittee, or who 
- shall be guilty of the violation of the State 
— Beer Law or any ordinance enacted in accord- 
ance with the State Beer Law, and such per- 
mittee shall not again be allowed to secure a 
permit nor shall he be in the employ of any 
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person engaged in the manufacture, distribu- 
tion or sale of beer. 


Section 37. Procedure and bond forfeiture. 
In addition to all other provisions of this ordin- 
ance for the revocation of Class ‘‘B’’ licenses, 
it is further provided that ten (10) or more 
citizens may join in filing, and it shall be the 
duty of every peace officer to so file with the 
council a complaint in writing, when such com- 
plainant or complainants shall have knowledge 
of any violations of this ordinance by any li- 
cense holder, setting forth the alleged acts of 
violation with reasonable accuracy. The said 
couneil shall, upon receipt of any such com- 
plaint, forthwith fix a date for hearing thereon 
and shall immediately thereafter cause a writ- 
ten notice of the date, time and place of said 
hearing, together with a copy of the complaint 
filed, to be served by any peace officer upon 
the permit holder complained against, and upon 
the surety, or the agent or representative of 
such surety, on his bond. Said date of hearing 
shall not be sooner than five (5) days and not 
later than fifteen (15) days after the filing of 
said complaint. Said hearing may be adjourn- 
ed or continued at the discretion of the coun- 
cil for good cause shown and the specific rea- 
sons therefor entered of record in the records 
of the couneil, but except for extraordinary or 
unusual circumstances, specifically stated in 
writing and placed in the minutes of such 
council, no more than two (2) continuances 
of not to exceed five (5) days each shall be 
eranted. At said hearing the person or persons 
filme the complaint may be represented by 
counsel and the permit holder may be repre- 
sented by counsel. The council, as the case 
may be, shall make full inquiry into the charges 
made in the complaint, being authorized to 
administer oaths and take testimony thereon, 
and if it appears that the permit holder has 
violated any provision of this ordinance for 
which mandatory revocation is provided, the 
council shall immediately revoke said license, 
and the bond of the permit holder provided for 
in Section 6 of this ordinance, shall be for- 
feited and its principal or penal sum shall be- 
come immediately due and payable to this city. 
A certification of such order of forfeiture shall 
forthwith be filed with the clerk of the district 
court of the county and when so filed the clerk 
of the court shall forthwith enter a judgement 
in favor of the city and against the permittee 
and the surety on his bond in the full amount 
of the principal sum of said bond. Either the 
complainant or the permittee may appeal to 
the district court of the county, or a judge 
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thereof in vacation, from the decision of the 
council by serving written notice of such ap- 
peal on the opposite party in the same man- 
ner as service of original notices of suits and 
filing said notice and return of service thereof 
with the council within ten (10) days after 
the entry of such decision. In the event the 
decision of the council provides for a revoca- 
tion of the permit, same shall stand revoked 
immediately and shall not be reinstated unless 
the district court or judge shall reverse the 
decision of the council. When notice of appeal 
has been served and filed, the council shall im- 
mediately certify all the original papers to the 
clerk of the district court together with a certi- 
fied copy of the order appealed from. 


Section 38. Refunds. Any Class '*B”” per- 
mittee or his executor, administrator or any 
person duly appointed by the Court to take 
charge of and administer the property or as- 
sets of such permittee for the benefit of his 
creditors, may voluntarily surrender any per- 
mit, issued under this ordinance to the City 
Clerk and when so surrendered the City Clerk 
shall refund to the person so surrendering 
the permit a proportionate amount of the per- 
mit fee paid for such permit as follows: if sur- 
rendered during the first three (3) months of 
the period for which said permit was issued 
the refund shall be three-fourths (84) of the 
amount of the permit fee; if surrendered more 
than three (3) months but not more than six 
(6) months after issuance the refund shall be 
one-half (144) of the amount of the permit fee; 
if surrendered more than six (6) months but 
not more than nine (9). months after issuance 
the refund shall be one-fourth (14) of the 
amount of the permit fee. No refund shall be 
made, however, for any permit surrendered 
more than nine (9) months after issuance. No 
refund shall be made to any permit holder, 


upon the surrender of his permit, if there is 
at the time of said surrender a complaint filed 
with the council charging him with a violation 
of the provisions of this ordinance. If upon 
hearing on any such complaint, so filed, his 
permit be not revoked, then said permit holder 
shall be eligible, upon surrender of his license, 
to receive a refund as herein provided. But 
in event his license is revoked upon such hear- 
ing then he shall not be eligible for the refund 
of any portion of his permit fee. 


Section 39. Number of permits. The num- 
ber of Class ‘‘B’’ permits is limited to sixteen 
(16) permits in the City of Ames, Iowa. 


Section 40. Penalties. Anyone violating any 
of the provisions of this ordinance, shall, upon 
conviction, be subject to imprisonment not ex- 
ceeding thirty (30) days, or to a fine not ex- 
ceeding One Hundred Dollars ($100.00). When- 
ever the fine and costs imposed for the violation 
of this ordinance are not paid, the person con- — 
victed may be committed to jail until the fine 
and costs are paid, not exceeding thirty (30) 
days. 


Section 41. That Ordinance No. 458 and all 
ordinances or parts of ordinances in conflict 
with the provisions of this ordinance are here- . 
by repealed. | 


Section 42. This ordinance shall be in force - 
and effect from and after its passage and 
publieation as provided by law. 


Passed the 7th day of July, 1941. | 
Frank D. Paine, Mayor 


Attest: J. W. Prather, City Clerk 


Published the 8th day of July, 1941. 
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ORDINANCE NO. 489 


4 AN ORDINANCE TO REGULATE THE LOCATION, ERECTION, MAINTENANCE OR PLAC- 


NAS : * 
E — 


ING OF SIGNS, AWNINGS, OR FIXTURES OVERHANGING 


THE SIDEWALKS OR 


WITHIN THE LIMITS OF THE STREETS, AVENUES, OR ALLEYS OF THE CITY ; THE 
LOCATION, ERECTION, MAINTENANCE OR PLACING OF SIGNS OR OBSTRUCTIONS 


ON PRIVATELY OWNED PROPERTY WITHIN THE 
REMOVAL OF EXISTING SIGNS OR OBSTRUCTIONS; 


CITY AND REQUIRING THE 
THE CONSTRUCTION, EREC- 


TION, MAINTENANCE AND LOCATION OF POSTER BOARDS, AND PROVIDING FOR 


THE LICENSING OF THE OWNERS THEREOF; 


AND PROVIDING PENALTIES FOR 


THE VIOLATION OF THE PROVISIONS OF THIS ORDINANCE. 


Be It Ordained by the City Council of the 
City of Ames, Iowa: 


Section 1. It shall be unlawful for any per- 
son, firm, or corporation to erect, re-erect, re- 
loeate, or maintain any sign, awning, fixture, 
or sign board or other obstructions within the 


_ limits of any street, avenue or alley or within 
— the limits of the parkings along the same, or 
- to eonstruet or maintain poster boards or signs 


as specified herein, in the City of Ames, with- 


ds » 


out first having made application therefor, and 
secured a license from the City Manager as 


. hereinafter provided. 


Section 2. All applications for permits as 


_ herein required shall be in writing, on forms 
| furnished by the City, and filed in the office 
of the City Manager. | 


Section 3. The City Manager shall issue 
permits for the ereetion and maintenance of 


signs, awnings or fixtures under such regula- 
tions and restrietions as specified herein. 


Section 4. Definitions: For the purpose of 
this Ordinance, the several terms and defini- 


- tions when used shall have the following mean- 


ing: 


(a) Sign: Any device or surface on which 


letters, illustrations, designs, figures or symbols 
- are painted, printed, stamped, pasted, raised, 


or in any manner outlined or attached. 


(b) Display sign: A structure that is ar- 


= ranged, intended, designed, or used as an ad- 


vertisement, announcement or direction; and 
includes a sign, sign screen, billboard and 


_ advertising devices of every kind. 


(e) Poster board: 


Any flat surface over 


_ twenty (20) square feet in area, erected on a 
= framework, or attached to posts, buildings, or 


other struetures, and used for the display of 
bills, posters or other advertising matter pro- 
duced on paper sheets, pasted, tacked or fasten- 
ed thereto. 


(d) Billboards: Any flat surface twenty 
(20) square feet or less in area, erected on a 
framework, or attached to posts, buildings or 
other structures, and used for the display of 
bills, posters or other advertising matter, past- 
ed, tacked or fastened thereto. 


(e) Ground sign: Any sign, except poster 
boards, the structure of which is erected upon 
or supported by the ground. 


(f) Roof sign: Any sign or poster board 
placed on or above the roof of any building 
or structure. 


(e) Wall sign: Any sign or poster board 
with its face parallel to and projecting not more 
than twelve (12) inches from the wall to which 
it is attached. 


(h) Projecting sign: A sign fastened to, 
suspended from, or supported by a building or 
structure so as to project therefrom at an 
angle. 


(i) Awnings: Awnings as specified herein 
shall refer to drop-awnines attached to build- 
ings by means of movable metal frames. 


(j) Area: Whenever the word ‘‘area’’ is 
used in this Ordinanee, it shall be construed to 
mean the display surface ineluded within the 
framework of any sign measured from outside 
to outside of such framework, ladders and 
scrollwork not included. 


Section 5. The following regulations shall 
apply to all signs, awnings, and poster boards 
hereinafter erected, re-located, rebuilt, or alter- 
ed within the City. The changing of movable 
parts of signs, awnings or fixtures, that are 
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designed for changes, or the re-painting of 
display matter shall not be deemed to be altera- 
tions within the meaning of this Ordinance. 
Nothing in this Ordinance shall require the 
removal or discontinuance of a legally exist- 
ing sign, awning, or fixture that is not altered, 
re-built, enlarged, or re-located. 


Section 6. Movable awnings: Movable 
awnings supported throughout on metal frames 
may extend over the sidewalk portion of a 
publie street a distanee not to exeeed two- 
thirds (24) of the width of the sidewalk space; 
provided that every such awning frame shall 
be not less than seven feet and six inches 
(7/6) above the sidewalk immediately below 
and that any curtain or fringe suspended from 
the frame of such awning shall be not less 
than seven feet (7’) above the highest point 
of the sidewalk grade immediately below. 


Section 7. Wall signs: 


(a) Display signs placed against the ex- 
terior walls of buildings shall not extend more 
than one (1) foot outside of the wall surface 
to which they are attached. 


(b) No wall sign constructed of wood and 
attached parallel to the face of a building shall 
exceed fifty (50) square feet in area, for any 
twenty-five (25) feet of frontage on such build- 
ing, nor shall more than one (1) such sign be 
attached to each face of the building. 


(c) Metal clad flat wood signs, attached 
parallel to the face of a building shall not ex- 
ceed seventy-five (75) square feet in area for 
any twenty-five (25) feet frontage of such 


building, 
(d) Wall signs shall not extend beyond the 


top or ends of the wall surface on which they 
are placed. 


(e) All wall signs shall be securely attached 
to structural members of buildings with metal 
brackets, expansion bolts, through bolts or lag 
screws. Nails and wire shall not be used for 
this purpose and no wall sign shall be depend- 
ent for support upon any cornice, window sill, 
window frame, parapet or other projection. 


(f) Permits are required for all wall signs 
within the limits of any street, avenue or alley 
within the City and for all wall signs contain- 
ing twenty (20) square feet or more of area. 
No permit is required for signs painted on 
the walls of buildings advertising the business 
or corporation of the oceupant of the building. 


(g) Cloth or banner wall signs are permitted 


THE ORDINANCES OF THE Crty or Ames, Iowa, 1943 


provided that such signs shall not exceed fon 
(4) feet in least dimension and not more thar 
one (1) sign shall be erected upon each buile 
ing. They shall be promptly removed if to 
or damaged and in any case within sixty (60 
days after erection. 


Section 8. 


(a) Display signs fastened to, suspended 
from or supported by a building or structure 
so as to project therefrom at an angle, shall not 
extend more than four (4) feet beyond the 
street line; provided that display signs not 
exceeding two (2) feet in height, supported 
directly on marquees may extend to the per- 
missible outer limits of such marquees. 


(b) Projecting signs may contain an ex- 


posed surface area on one side not to exceed 
thirty (30) square feet. 


Projecting signs: 


t 


(c ) Such signs shall have a clear space of 
not less than ten (10) feet below all parts of 
the sign; provided that signs which extend 
two (2) feet or less from the building and 
which contain three (3) square feet or less of 
exposed surface area on one side may have a 
clear space of not less than eight (8) feet be- 
low all parts of the sign. Projecting signs 
which extend within the limits of any alley 
shall have a clear space of not less than six- 
teen (16) feet above the alley grade. 


(d) The distance between the parallel sur- 
faces of a box or double faced sign shall not 
exceed one (1) foot. 


(e) All projecting signs shall be securely | 
supported by metal brackets attached to the ı 
walls of the building with through bolts, ex- 
pansion bolts or lag screws, and shall be firmly | 
braced and held in place by means of soft iron 
or steel cables, provided with turn buckles for . 
tightening when so required. No swinging signs | 
will be permitted. Projecting signs which are - 
permitted to extend above the parapet walls 
may be attached to brackets fastened to the | 
roof by means of through bolts but shall not - 
be attached to any part of a wall above the 
point of bearing of the roof joists or rafters. | 
Turnbuekles and connections in rods and eables | 
shall be provided with closed eyelets, welded 
or forged. 


(f) Projecting signs shall be erected, con- 
strueted and maintained in a safe and stable 
manner. All such signs shal be designed, con- 
strueted and maintained in such manner that 
they will safely support their own weight and 
in addition safely resist a horizontal wind. 


of thirty (80) pounds per square foot 
ae area. The unit stress values used 
Eo ^ desien of supporting members shall be 
per cent (50%) of the allowable unit 
ress values eommonly used for sueh material. 


Eo No display sign of any kind shall be 
attached to the walls or be placed upon the 
roof of any building in such a manner as to 
abs ruet any fire escape, or any door, window. 
or other passageway leading to a fire escape, 
nor shall such sign be fastened in any manner 
to a fire escape. No sign shall be erected so 
that any part of it, including cables, guys, ete., 
will be within four (4) feet of any electrolier, 
ES pole or other publie utility pole or stand- 
ard. 


— (h) Permits are required for all projecting 
signs, any part of which is within the limits 
-— of any street, avenue, or alley within the City, 
all pole signs erected on private property with- 
in three (3) feet of publie streets, alleys or 
sidewalks, and for all projecting signs which 
exceed twenty (20) square feet in area within 
the fire limits district of the City of Ames. 


. Section 9. Poster boards and ground signs. 


_ (a) Poster boards or ground signs exceed- 
ing twenty (20) square feet in area are speci- 
fieally prohibited in the following locations: 


(1) Closer to any street line or established 
building line than a distance equal to the 
height of such sign above the ground. 


(2) Within five hundred (500) feet of any 
railroad crossing where such sign or board 
will in any manner interfere with or obstruct 
the view of persons approaching such railroad 
crossing. 
(3) Within two hundred (200) feet of any 
street intersection when such sign or board 
— will in any manner interfere with or obstruct 
- the view of persons approaching such street 
intersection. 


(4) Within five (5) feet of any building or 
of the side or rear line of any lot or within 
two (2) feet of any other poster board or 
ground sign. 


— (5) In any location which will interfere 
with the lighting of any street, alley, or public 
plaee, or interfere with any publie utility ser- 
vice. 


(b) Poster boards, the supporting strueture 
of which rests upon the ground, or ground 
s ens, shall not exeeed twenty (20) feet in 
Punt above the ground on which they rest. 
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(c) An open space at least three feet high 
shall be maintained between the bottom of the 
poster boards or ground sign and the ground ; 
provided that necessary supports extending 
through such space, and the filling of such 
space with lattice or slats leaving at east fifty 
per cent (50%) of the space open is not pro- 
hibited. an 


(d) Poster boards or ground signs when 
more than thirteen (13) feet in height above 
the ground, or when. containing more than one 
hundred (100) square feet of surface area, shall 
be eonstrueted of ineombustible materials, pro- 
vided the moulding and eappings be made of 
wood. | 


(e) All poster boards and ground signs 
shall be constructed and supported to with- 
stand a horizontal wind pressure of thirty (30) 
pounds per square foot of surface and all 
structural parts, posts and braces, shall be pro- 
portioned to withstand all induced stresses 
using unit stress values of fifty per cent (50%) 
of the allowable unit stress values commonly 
used for such materials. 


(f) The name of the person, firm or cor- 
poration owning’ or controlling each poster 
board or ground sien shall:be maintained on 
such poster! board or sign so -as.-to be easily 
read. thts ) 


(g) Permits are read for all poster 
boards or ground signs exceeding twenty (20) 
square feet of area, erected within the cor- 
porate limits of the City of Ames, Iowa. 


Section 10. Roof signs: 


(a) Display signs or poster boards that are 
placed above or supported on the top of a 
building or structure shall be constructed. of 
incombustible materials, provided that Has 
ings and cappings may be of wood. | 


(b) Such signs or boards shall be set back 
not less than eight (8) feet from the street line 
or building line and shall be not more than 
sixteen (16) feet in height above that part of 
the roof on which they rest. 


(c) An open space of not less than four (4) 
feet shall be maintained below the bottom of 
the sign or board, except for necessary vertical 
supports. 


(d) No roof sign or board shall be support- 
ed by wooden beams, wooden braces, or other 
combustible construction, 


(e) No such sign or board shall. beso: lia] 
as to obstruct or interfere with a required door- 
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way, window, fire escape, passageway to a fire 
escape, or other means of egress. 


(f) Such signs or boards shall be so con- 
structed that they will support their own weight 
and in addition, withstand a wind pressure of 
not less than thirty (30) pounds per square 
foot of exposed surface with a factor of safety 
of four (4) and will be otherwise structurally 
safe. They shall be securely anchored, fasten- 
ed, and supported so that they will not be a 
menace 10 persons or property. 


(g) Permits are required for all roof signs. 

Section 11. Illuminated signs: Whenever 
any sign or board is illuminated by electricity 
or equipped in any way with electrical devices 
or appliances, such devices and appliances shall 
conform in all respects to the Ordinances of the 
City of Ames. Adequate provision shall be 
made for grounding metallic parts of roof signs 
exposed to lightning. 


Section 12. Utility service poles and traffic 
signs: Nothing herein shall be construed to 
prevent the erection, placing or maintenance 
of telephone, telegraph or other poles used for 
the transmission of electricity within the limits 
of said parkings which have been specifically 
permitted by action of the Council or by law, 
nor to prevent the erecting, placing or main- 
taining of highway traffic signs or signals, as 
specifically provided by law. 


Section 13. Bond. At the time a permit is 
issued under any of the provisions of this Ordin- 
ance, the person, firm or corporation making 
the application therefor, may, at the discretion 
of the City Manager, be required to file with 
the City a good and sufficient bond in a sum 
of not less than one hundred dollars ($100) 
nor more than twenty-five hundred dollars 
($2500), the amount of the same to be fixed 
by the City Manager in accordance with the 
application and with this Ordinance, with 
sureties thereon to be approved by the City 
Clerk, conditioned that the applicant shall pay 
all injuries or damages that may be sustained 
by the City or to any other person or property, 
either public or private, under and by virtue 
of the matters contained in and set forth in 
said application and permit or the negligence 
of the applicant in any matters relating thereto. 


Section 14. Bond required for poster boards: 
Every person, firm or corporation engaged in 
the business of constructing and maintaining 
poster boards shall file with the Citv Clerk a 
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bond with surety to be approved by the City 
Clerk, in the sum of one thousand dollars 
($1000), conditioned to hold the municipality 
free from all damages, loss, expense or decre 

that may be secured against the municipality 
on account of the construction or maintenance 
of any poster board, constructed or maintained 
by such person, firm or corporation. 


Section 15. Permits required: The person, 
firm, or corporation, before erecting a poster 
board, ground sign, or roof sign shall make ap- 
plieation to the City Manager of the City of 
Ames, Iowa for and secure an erection permit 
as required by this Ordinance. 


Section 16. Fees charged: The fees to be 
charged for erection permits and annual li-- 
censes issued from and after the passage of 
this Ordinance shall be as follows: 


l. Erection permits. 


(a) For each poster board for which a per- 
mit is required, an initial fee of Three Dollars 
($3.00) shall be charged. This Erection Per- 
mit shall constitute a license for a period of 
one year or part thereof until April 1st of the 
year following. 


(b) 


For each sign board or billboard for 


which a permit is required, an initial fee of 


One Dollar ($1.00) shall be charged. 
2. Annual license. 


(a) The annual license fee for poster boards ` 
shall be One Dollar ($1.00) for each twenty-five 
(25) linear feet of board or less. and the same 
shall be due and payable in advance on the 
first day of April each year. 


— 


Section 17. Zoning ordinance requirements: | 
Nothing herein shall be construed as supersed- — 
ing or eonflieting with the Zoning Ordinance 
of the City of Ames, and any permission for 
the ereetion or maintenance of any signs, awn- 
ings, or other fixtures extending over any side- | 
walk, street, avenue, or alley of the City, the 
construction or location of poster boards or 
billboards, or the erection, placing or main- 
tenance of signs or obstructions on parkings 
along the streets, avenues or alleys of the City, 
shall be granted only in accordance with the 
terms of said Zoning Ordinance. 


— 


Section 18. Inspection: The City Manager | 
is hereby authorized to make inspections of 
all signs and poster boards within the City | 
and to notify the owners thereof in writing of | 
such alterations, changes or repairs as are need- | 
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to Sigua N with the requirements of this 
rai nce. A failure to comply with the re- 
irements of such notice within the time limit 
spec fied therein, shall constitute a violation of 
: Ordinance and subject the owner of the 
Sign to the penalties set out herein. It shall 
also be the duty of the City Manager to order 
- removal or repair of any sign or poster 
board hereinafter not erected, constructed, or 
maintained in accordance with the provisions 
‘of the permit issued therefor and a failure to 
comply with such notice in writing shall be a 
violation of this Ordinance. 


Section 19. Revoking of permits: All per- 
“mits issued under and by virtue of the terms 
| of this Ordinance may be revoked, cancelled 
- end held for naught at any time by the action 
. of the City Council. 


— Section 20. Repeal: Ordinance 421 and all 
ordinances or parts of ordinances in conflict 
herewith are hereby repealed, except the pro- 
visions of the Zoning Ordinance and Fire 
Limits Ordinanee of the City of Ames. the pro- 
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visions of which shall in all cases take pre- 
cedence over the requirements as specified 
herein. 


Section 21. Penalty. Any one violating any 
of the provisions of this Ordinance, shall, upon 
conviction, be subject to imprisonment not ex- 
ceeding thirty (30) days, or to a fine not ex- 
ceeding One Hundred Dollars ($100.00), When- 
ever the fine and costs imposed by virtue of 
this Ordinance are not paid, the person con- 
victed may be committed to jail until the fine 
and costs are paid, not exceeding thirty (30) 
days, 


Section 22. This Ordinance shall be in full 
force and effect from and after its passage and 
publication as provided by law. 


Passed the 20th day of June, 1938, 
Frank D. Paine, Mayor 


Attest: J. W. Prather, City Clerk 
Published the 30th day of June. 1938. 
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THEREOF. 


Be It Ordained by the City Council of the 
City of Ames, lowa: 


- Section 1. License required. It shall be 
"mnlawful for any person, firm, corporation or 
unincorporated association to operate a bowl- 
| ing alley in the City of Ames unless a license 
is first obtained as provided by this Ordinance. 


— Section 2. Definitions. For the purpose of 
this ordinance, a bowling alley shall be defined 
| as a business operating any surface or sur- 
- faces upon which a ball or balls are propelled 
—by hand for the purpose of upsetting objects 
placed thereon. 


- Section 3. Fees. The annual license fee for 
a bowling alley shall be $25.00, payable in ad- 
vance, for any of said business operating five 
‚or less of said surfaces, and an additional fee 
of $5.00 for each surface in excess thereof. 


Section 4. Fees to the general fund. All 
license fees collected under the provisions of 
"this ordinance shall be allocated to the general 
- fund. 


Section 5. Expiration. All licenses shall ex- 
| pire at the end of one year from date of is- 
~ suanee and may be renewed for a like period 
— upon application being made therefor to the 
— proper authorities. 


- Section 6. Application. A license shall be 
| issued to any: 


| A. Individual (which, for the purposes of 
| this ordinance, includes a *'eorporation'' or- 
ganized and existing or permitted and author- 
< ized to do business under the laws of this 
- state, or any unincorporated association) who 


1. Submits a written application for a li- 
- eense, which application shall state under oath: 


(a) The name and place of residence of the 
applicant and the length of time he has lived 
- at such place of residence. 


(b) That he is a citizen of the State of Iowa, 
(fe) The place of birth of the applicant, and 
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ORDINANCE NO, 539 


\N ORDINANCE PROVIDING FOR THE LICENSING, OPERATION AND REGULA'TION 
OP BOWLING ALLEYS, FIXING THE ANNUAL LICENSE FEE, PROVIDING FOR THE 
- REVOKING OF SAID LICENSE, AND PRESCRIBING PENALTY FOR THE VIOLATION 


if the applicant is a naturalized citizen, the 
time and place of such naturalization, 


(d) The location of the place or building 
where the applicant intends to operate. 


(e) The name of the owner of the building 
and if such owner is not the applicant, that 
such applicant is the actual leasee of the pre- 
mises, 


2. Establishes: 


(a) That he is a person of good moral char- 
acter and a citizen of the State of Iowa. 


(b) That the place or building where he 
intends to operate conforms to all laws, health 
and fire regulations applicable thereto, and, 
in the judgment of the council, is a safe and 
proper place or building. 


Section 7. Fitness of applicant. Before any 
license is granted, the Couneil shall make, or 
cause to be made, a thorough investigation to 
determine the fitness of the applicant and the 
truth of the statements made in and accom- 
panying the application. 


Section 8. Conform to law. No license shall 
be granted until the applicant establishes that 
he is a person of good moral character and that 
the place or building where he intends to oper- 
ate conforms to all laws, health and fire regula- 
tions applicable thereto, and in the judgment 
of the council, is a safe and proper place or 
building. i 


Section 9. Citizenship. Licenses shall be is- 
sued only to persons who are citizens of the 
State of Iowa and who are of good moral char- 
acter and repute, provided, however, that in 
the case of a corporation or an unincorporated 
association the word ‘‘citizen’’ in this section 
shall be construed to mean a ‘‘corporation’’ 
organized and existing or permitted and auth- 
orized to do business under the laws of this 
state, or an unincorporated association. 


Section 10. False statements. It shall be 
unlawful to make a false statement concerning 
any material fact in submitting any applica- 


tion for a license, or for a renewal of a license 
or in any hearing concerning the revocation 
thereof. 


Section 11. Transfer of licenses. No licenses 
tor bowling alleys shall be transferred from one 
licensee to another, and no refund shall be made 
to any licensee in ease of revocation of license 
or otherwise discontinuance of the business. 


Section 12. Hours of operation, All bowl- 
ing alleys shall be operated only between the 
hours of 8:00 a. m. to 12:00 p. m. on week days 
and between the hours of 1:00 p. m. to 11:00 
p. m. on Sundays. 


Section 13. Revocation. The Council may 
revoke the license of any license holder for 
any violation of the provisions of this ordin- 
ance, or for any cause which, in the judgment 
of the council, may be inimical to the health 
or welfare of the citizens of the City of Ames, 
and such licensee shall not be granted a new 
license for a period of one year from the date 
of revocation. 


Section 14. Prohibitions. It shall be unlaw- 
ful to keep or allow on the premises of any 
licensee of a bowling alley any machine, slot 
machine or device whereby any persons, by 
inserting coins or tokens in said devices, re- 
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ceive or is liable to receive a reward of money 
or merchandise or anything of value ineludi 
free games, or to possess any punch board or 
device involving a game of chance. 


Section 15. Forfeiture of license fees. Re- 
vocation of any license granted hereunder shall 
not entitle any licensee to the full or pro rata. 
share of any license fee so paid in the first 
instance. 


Section 16. Penalties. Anyone violating any 
of the provisions of this ordinance shall, upon 
conviction, be subject to imprisonment not ex- 
ceeding thirty (30) days, or to a fine not ex- 
ceeding One Hundred Dollars ($100.00). When- 
ever the fine and costs imposed for the violation 
of this ordinance are not paid, the person con- 
victed may be committed to jail until the fine 
and costs are paid, not exceeding thirty (30) 
days. 


Section 17. This ordinance shall be in foree 
and effect from and after its passage and pub- 
lication as provided by law. 


Passed the 20th day of October, 1941. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published the 23rd day of October, 1941. 


HIBITION, CIRCUS, SHOW, 


Be It Ordained by the City Council of the 
City of Ames, lowa: 


Section 1. That it shall be unlawful for any 
person within the City of Ames, Iowa, to con- 
duet any moving picture show or exhibition, 
theater, theatrical exhibition, circus, show, 
menagerie, shooting gallery, miniature or other 
gof courses, skating rink, or other public ex- 
hibition of any kind without first having ob- 
tained a license therefor as hereinafter pro- 
vided. 


Section 2. That lectures on Scientific, His- 
torical or Literary subjects shall not come 
within the provisions of this ordinance. 


Section 3. Moving pictures. That the li- 
cense fee for the exhibition of moving pictures 
at any show or entertainment at which an 
admission is charged, shall be as follows: 


$2.00 for 
$5.00 for one week; 
$10.00 for one month; 
$15.00 for three months; 
$30.00 for six months; and 
$50.00 for one year. 


one day; 


Section 4. Theatrical exhibitions, ete. That 
the license fee for theatrical exhibitions, travel- 
ling concerts, operas or minstrel shows, and 
performances not otherwise enumerated, shall 
be: 

$10.00 for the first performanee or exhibition; 
$5.00 for each additional performance or ex- 
hibition. Said license fee shall not be exacted 
when the exhibition or performance is in a 
licensed theater or hall. 


Section 5. Circus. That the license fee for 
a circus shall be the sum of $50.00 per day. 


Section 6. Menagerie. That the license fee 
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ORDINANCE NO. 430 


AN ORDINANCE PROHIBITING ANY PERSON, FIRM OR CORPORATION FROM OPERAT. 
ING ANY MOVING PICTURE SHOW OR EXHIBITION, THEATER, THEATRICAL EX- 
MENAGERIE, SHOOTING GALLERY, MINIATURE OR 
OTHER GOLF COURSES, SKATING RINK, OR OTHER PUBLIC EXHIBITION OF ANY 
KIND IN THE CITY OF AMES, IOWA, WITHOUT FIRST HAVING 
CENSE THEREFOR; AND FURTHER PROVIDING FOR THE ISSUANCE AND AMOUNT 
OF SAID LICENSE AND FOR THE PUNISHMENT OF ANY PERSON, FIRM OR COR- 
PORATION VIOLATING THE PROVISIONS HEREOF. 


OBTAINED A LI. 


for a menagerie shall be the sum of $25.00 
per day. 


Section 7. Side show. That the license fee 
for each side show, or other small show ex- 
hibitine in a separate tent, whether traveline 
with a large show, cireus or menagerie, or 
alone, shall be not less than $5.00 nor more 
than $20.00 for each day, the amount of the 
license to be determined by the Mayor and to 
be in proportion to the size and character of 
the show. 


Section 8. Shooting gallery. That the li- 
cense fee for a shooting gallery shall be $25.00 
per year, provided that a license for less than 
one year may be issued at the rate of $10.00 
a month, and a license for less than one month 
may be issued at the rate of $1.00 per day. 


Section 9. Miniature or other golf courses. 
That the license fee for a miniature or other 
colf course shall be the sum of $50.00 per year, 
each license to expire the 31st day of Decem- 
ber of each year. 


Section 9a. Skatine rink. That the license 
fee for a skating rink shall be the sum of Fifty 
Dollars ($50.00) per year, each license to ex- 
pire on the 31st day of March of each year. 


Section 10. License to be issued by City 
Clerk. That the City Clerk of the City of 
Ames, Iowa, shall, upon application being made 
therefor, by any person and upon the payment 
of the license fee provided for herein, or on 
payment of the amount which shall be fixed 
at the time by the Mayor, when the same is 
subject to his action, for the license applied 
for, unless he shall have reasonable grounds 
for the opinion that the business to be carried 
on thereunder is an immoral or illegal one, 
issue to the person applying therefor such a 
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license as he may require, upon blanks which 
shall be kept for that purpose. 


Section 11. Parades. No cireus, menagerie, 
exhibition, company or aggregation of persons, 
specified or described in this ordinance, shall 
parade, march or exhibit on the streets, ave- 
nues, alleys or publie places of the City, with- 
out first having obtained from the Mayor a per- 
mit, which shall be issued without charge, in 
addition to the license fee, and which shall 
specify the line of march and the time, man- 
ner and conditions of such march, parade, or 
exhibition. No riotous, noisy or disorderly 
mareh, parade or exhibition shall be permitted. 


Section 12. Vulgar shows. No obscene, vul- 
ear, immoral, illegal, or disorderly show, ex- 
hibition or entertainment, or place shall be 
licensed or permitted and no person receiving 
a license or conducting or taking part in any 
show, exhibition or entertainment, shall con- 
duet, permit or take part in any obscene, vul- 
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‘violate any of the provisions of this ordinance 


gar, immoral, illegal, or disorderly show, ex- 
hibition or entertainment under such license or — 
at the place licensed. 


Section 13. Penalty. Any person who shall 


shall be guilty of a misdemeanor, and upon 
conviction thereof shall be fined not more than - 
$100.00, or be imprisoned not more than thirty 

days. | 


Section 14. Repeal. Ordinances 226, 230, 
330, 389, and 417 and all ordinances or parts 
thereof in conflict with any of the provisions 
of this ordinance are hereby repealed. 


Section 15. Effect. This ordinance shall be 
in full force and effect from and after its pub- 
lication as provided by law. 


Passed the 22nd day of September, 1930. 
F. H. Schleiter, Mayor 
Attest: A. B. Maxwell, City Clerk 


OS 


PRECIOUS STONES, WATCHES, 
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AN ORDINANCE PROVIDING FOR THE REGULATION 
—. AUCTION OF NEW AND USED GOLD, SILVER, PLATED WARI 


m 


ORDINANCE NO. 481 


AND LICENSING OF SALES BY 
Y, PRECIOUS OR SEMI- 


CLOCKS, OR ANY OTHER JEWELRY AND ESTAB- 


LISHING PENALTIES FOR A VIOLATION OF ITS PROVISIONS. 


Be It Ordained by the City Council of the 
City of Ames, Iowa: 


- Section 1. All sales by auction of new and 
. used gold, silver, plated ware, precious or semi- 
precious stones, watches, clocks, or any other 
- jewelry are hereby prohibited unless a license 
be obtained therefor as hereinafter provided 
for. 


Section 2. That hereafter, excepting sales 
- made by sheriffs, constables, coroners, mar- 
= shals, executors, guardians, assignees of in- 
F solvent debtors or bankrupts, or any other per- 
son required by law to sell real or personal 
. property, it shall be unlawful in the City of 
_ Ames, Iowa, for any person, firm or corporation 
either for himself, or itself, or for another, or 
for any firm or corporation, to sell or offer for 
- sale at publie or private auction any stock or 
. stocks of merchandise as above specified, in 
whole or in part, without first obtaining from 


_ the City Clerk of the City of Ames, Iowa, a 


permit in writing so to do; and that the said 
Clerk shall not issue a permit for any such 
sale or sales until he is satisfied that neither 
fraud nor deception of any kind is contemplat- 
ed or will be eontemplated and that neither the 
sale for reasons therefor nor the goods to be 
sold, have or will not thereafter, be fraudently 
or falsely advertised or in any way whatsoever 
have been misrepresented in so far as said 
auetion 1s concerned. 


Section 3. Any person, firm or corporation, 
either for himself, or itself, or for another, or 
for any firm or corporation desiring to sell or 
offer for sale at public auction any stock or 
stocks of merchandise above deseribed, in whole 
or part, shall file a written application for a 
license, said application setting forth the fol- 
lowing: 


(a) The name, residence, address, and busi- 
ness address of the applicant. 


(b) The character of business applicant 
has been engaged in during the two years prior 
_ to the application. 


(e) -Whether the proposed auction is to be 


held at the applicant’s existing regularly 
established place of business, and wherein his 
regular business has been operated for at least 
one year prior to the application, 


(d) The name and address of each person 
who will participate in condueting the said 
sale by auction. 


(e) Whether the applicant will be present 
at and in continuous attendance at said pro- 
posed sale by auction. 


(f) Whether any additions to the stock of 
merchandise proposed to be sold at said sale 
by auction have been made within a period of 
forty days prior to the date of said application, 
and if so, he shall furnish a separate inventory 
thereof containing all details as in the regular 
inventory required. 


(v) Whether, after filing said application 
and until the end of said sale, by auction ap- 
plicant will make any additions or permit any 
additions to be made to the said stock of mer- 
chandise described in the required inventory. 


(h) Whether he has conducted or caused to 
be held any sales by auction within a period 
of five years prior to said application. 


(i) Whether applicant has owned or con- 
dueted within one year prior to the said ap- 
plication, any other store or place of business 
than the one mentioned as his regular place of 
business in the application, and if so, where 
such store or stores or place or places of busi- 
ness were located and the character of business 
operated in each. 


(3) He shall state whether he will himself 
and whether he will require all others par- 
ticipating in the condueting of said proposed 
sale by auction to, truly and correctly, repre- 
sent at all times to all persons attending such 
auction, the actual facts in respect to quality. 


(k) Whether he has attached to said appli- 
cation a true and correct detailed inventory of 
the stock of goods, wares and merchandise pro- 
posed to be sold at said sale by auction. 
Whether he caused the articles in said inven- 
tory to be given a number, and whether he 
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agrees in case a license is granted, to attach 
to said articles a card or ticket with the num- 
ber of said articles endorsed thereon corres- 
ponding to the inventory number. 


(1) Whether the applicant or any person he 
proposes to use as auctioneer or other employee 
at the proposed auction sale has been convicted 
of any violation of any section of this ordin- 
ance within the two years prior to said ap- 
plication. 


Section 4. No such sale by auction shall be 
held or open for business between the hours 
of six o’clock in the evening and eight o'clock 
the following morning and under any circum- 
stances and no license shall permit any such 
thing to be done. 


Section 5. No such sale by auction shall be 
licensed or permitted except at the regularly 
existing established place of business and at 
the place wherein the regular business has been 
operated for a period of at least one year prior 
to the application. 


Section 6. Whenever any such licensed sale 
by auction is being conducted, the person to 
whom the license has been granted shall re- 
main in continuous attendance at all times 
while such sale by auction is being conducted, 
and shall be responsible for any violation of 
said ordinance. 


Section 7. During any such sale by auction 
no additions whatsoever shall be made to the 
stock or merchandise set forth in the inven- 
tory attached to the application for license, 
and nothing shall be offered for sale or sold at 
any such sale by auction which is in addition 
to the stock of merchandise deseribed in said 
inventory, or which has been added to the ap- 
plicant’s stock within a period of forty days 
prior to the date the applicant files application 
for license. 


Section 8. No person shall act at any such 
sale by auction as bidder, or what is commonly 
known as a “‘capper,’’ ‘‘booster,’’ or *'shiller,"' 
or offer to make any false bid, or offer any false 
bid to buy or pretend to buy any artiele sold 
or offered for sale at any sale by auction. 


Section 9. At all such sales by auction the 
applicant and all persons participating in the 
sale by auction must truly and correctly repre- 
sent at all times to the publie attending said 
auction the actual facts in respect to quality 
and condition of said stock of merchandise, 
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specifying whether the article is new, used, 
rebuilt, perfect or imperfect, the coloring and 
the cutting, as the case may be. 


Section 10. The applicant for a license shall 
attach to its or his application a true and cor- 
rect detailed inventory listing the articles pro- 
posed to be sold at said sale by auction and 
shall cause said articles deseribed in said in- 
ventory to be given a number. The applicant 
shall thereupon duly verify the said application 
by his personal oath or affirmation. In case 
the license is granted, he must, before the be- 
ginning of such sale by auction, attach to said 
articles a card or ticket with the said number 
of said articles endorsed thereon, so that the 
number of said articles described, and set op- 
posite the description of the respective articles 
correspond to the card or ticket number afore- 
said. 


Section 11. No license for any such sale by 
auction shall be granted to any person, firm 
or corporation, or to any agent or aftiliate or 
assignee of, or to any person acting for such 
person, firm or corporation, within a period of 
two years atter the termination of such a sale 
by auction by such person, firm or corporation 
held or conducted either under this ordinance, 
or any other law or otherwise. 


Section 12. No person who has been con- 
victed of violating any section of this ordin- 
ance shall be granted a license, or act as an 
auctioneer or be employed in any manner at 
or in connection with any sale by auction li- 
censed under this ordinance for a period of 
two (2) years after such conviction. 


Section 13. Every such permit or license as 
is contemplated by this ordinance shall be is- 
sued for a definite period of time, not exceeding 
thirty days from the date of issuance and the 
day and hour of expiration shall be stated in 
the permit or license, and before said license 
or permit be issued, the applicant shall pay 
the City of Ames the sum of $5.00 per day 
for each day that said permit or license desig- 
nates. 


Section 14. The duty of the Clerk of the City 
of Ames shall be to inspeet any and every such 
said stock or stocks of merchandise as above 
deseribed so as to definitely know whether or 
not the provisions of this ordinance as regards 
fraud or deception or fraudulent and false ad- 
vertisine apply or are likely to apply to said 
stock or stocks of merchandise. A finding by 
said Clerk of fraud or deception or fraudulent 


and false advertising is sufficient grounds for 
a refusal of said license. 


Section 15. No person, firm or corporation 
shall sell or offer to sell at any such sale by 
auction, any goods, wares, or merchandise 
which has been falsely deseribed or concern- 
ing which any untruthful statement has been 
- made as to character, quality, kind or deserip- 

tion. 


Section 16. The City Clerk is hereby vested 
- with authority to temporarily suspend said li- 
cense and the operation of said sale by auction 
whenever he may believe any ordinance is 
being violated, and thereupon forthwith ap- 
propriate proceedings shall be instituted in 
some proper Court and in the event the said 
proceedings resulted in conviction, the said 
license shall become permanently null and void. 
Otherwise the suspension shall be at an end 
and the license thereupon restored and said 
sale by auction may proceed until it has been 
open for the length of time allowed by said 
license, but in no event shall said length of 
time exceed thirty days. 


Section 17. Any person, firm or corporation, 
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who shall attempt to sell the above deseribed 
merchandise by auction without first obtaining 
the license providing for such sale, or without 
having complied with all the provisions of this 
ordinance, shall be deemed guilty of a mis- 
demeanor and upon conviction thereof shall 
be committed to the City or County jail until 
such fines or costs are paid, not exceeding 
thirty days. 


Section 18. The holding of any section in- 
valid, void, or uneonstitutional, shall not in 
any manner affect the validity of any other 
section of this ordinanee. 


Section 19. All ordinances or parts of ordin- 
ances contravening the provisions of this ordin- 
ance are hereby repealed, 


Section 20. This ordinance shall take effect. 
and be in full force from and after its passage 
and publication. 


Passed the 7th day of March, 1938. 
W. L. Allan, Mayor 
Attest: J. W. Prather, City Clerk 


Published the 18th day of March, 1938. 
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CITY OF AMES, IOWA, 


Be It Ordained by the City Council of the 
City of Ames, Iowa: 


Section 1. Jitney buses and all motor ve- 
.hieles engaged in carrying passengers for hire 
ona plan ‘similar to that followed by street 
- railroad companies are hereby prohibited from 
: operating upon the streets, avenues and alleys 
of the City of Ames unless the owners and 
operators thereof have obtained from the City 
Couneil of the City of Ames, Iowa, a license 
therefor under the provisions of this ordinance. 


Section 2. Any person, firm or corporation 
applying to the City Council for such a license 
shall as a eondition precedent thereto comply 
with the provisions of Chapter 306 of the Code 
of Iowa, 1927, and no license shall be granted 
or applieation therefor considered until the 
provisions of said Chapter have been fully 
complied with by the applicant. 


"n 


Section 3. That under and by virtue of the 

) authority granted under Chapter 306 of the 
Code of Iowa, 1927, this Council reserves the 
right to either grant or reject any applieation 
or applieations "made hereunder. 


Section 4. 


As one of the eonditions to the 


granting of a license hereunder the Council may 
- have and hereby reserves the right to fix rea- 
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ORDINANCE NO 431 


© ORDINANCE PROVIDING FOR THE LICENSING OF JITNEY BUSES ENGAGED IN 
CARRYING PASSENGERS FOR HIRE ON A PLAN SIMILAR TO THAT FOLLOWED 
— BY STREET RAILWAY COMPANIES UPON THE STREETS AND AVENUES OF THE 
AND REGULATING THEIR RATES, ROUTES AND SCHED- 
ULES AND PROVIDING FOR A PENALTY FOR VIOLATION OF THE PROVISIONS AND 
TERMS OF THIS ORDINANCE AND ANY LICENSES ISSUED HEREUNDER. 


sonable rates, routes and schedules upon which 
the licensee shall operate. 


Section 5. The fee for a license hereunder 
shall be fixed annually by the City Council, 
which fee shall be paid in full before any 
license is issued. 


Section 6. That any person, firm or corpora- 
tion violating any provision of this ordinance 
or violating the terms and conditions of any li- 
cense issued hereunder as to rates, schedules 
or routes, shall be deemed guilty of a mis- 
demeanor and upon eonvietion thereof shall 
be punished by a fine not exceeding $100.00 or 
by imprisonment not exeeeding thirty days, 
and in addition thereto said license may be 
revoked. 


Section 7. That Ordinance No. 324 and all 
other ordinanees or parts of ordinanees in eon- 
fliet herewith are hereby repealed. 


Section 8. This ordinance shall be in full 
foree and effeet from and after its passage and 
publieation as provided by law. 


Passed the 22nd day of September, 1930. 
F. H. Sehleiter, Mayor 


Attest: A. B. Maxwell, City Clerk 


aaa 
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ORDINANCE NO, 571 


AN ORDINANCE DEFINING PEDDLERS, PROVIDING FOR THE REGULATION AND 


LICENSING OF PEDDLERS, EXCEPTING CERTAIN ARTICLES AND PERSONS FROM 
THE OPERATION OF SAID ORDINANCE, PROVIDING FOR A HEALTH AND CHAR- 
ACTER EXAMINATION OF PEDDLERS, REPEALING ORDINANCES NO, 337 AND 229, 
AND ESTABLISHING PENALTIES FOR VIOLATION. 


Be It Ordained by the City Council of the 


- City of Ames, Iowa: 


Section 1. Definition. That any person who 
travels, either by foot, by wagon, automobile, 
motor truck or by any other conveyance, from 
place to place, from house to house, or from 
street to street, within the City of Ames, carry- 
ing and offering or exposing for sale, goods, 
wares, merchandise or food products, or who 
shall. without traveling from place to place, 
sell or offer for sale from a wagon, automobile, 
motor truck, or other conveyance, stationed 
upon a street or alley, such goods, wares, mer- 


- ehandise or food products, and persons ship- 


ping in said goods, wares, merchandise or food 
produets in earload lots to be sold or offered 


- for sale direct to the consumer or user from 


the ear on track, shall be deemed a peddler 


- and subject to the provisions of this ordinance. 


Section 2. Exceptions. The provisions of 
this ordinanee shall not apply to the sale of 
newspapers, magazines and dairy products, or 
to a person or person who offer for sale farm 
produets of their own raising or to a person 
or persons who are operating pop corn stands. 


Section 3. Compliance. It shall be unlawful 
for any person to pursue or engage in the oc- 
eupation of a peddler as above defined without 
first having complied with the provisions of 
this ordinance. 


Section 4. Health examination. That any 
peddler desiring to travel from house to house 
must apply to the City Health Officer for a 


- health certificate and pay and tender the City 


Clerk the sum of $2.00 for an examination. If 


- said Health Officer, after an examination, shall 


find the applieant in proper health, without 
evidence of any eontagious disease, he shall is- 
sue him a certificate which shall be good for 


- & period not exceeding thirty (30) days, other- 
. wise it shall be refused. 


Section 5. Examination of products. Any 


person intending to sell or offer for sale any 
food or food produets shall apply to the City 
Health Officer for an inspeetion and examina- 
tion of his produets and said applieant shall 
bring the said produets to sueh place as the 
said officer may direct for such examination 
and inspection. The said officer shall inspect 
and examine the food products, and if he shall 
find that they are in proper sanitary and whole- 
some condition, he shall issue a certificate ac- 
cordingly, otherwise he shall refuse such certi- 
ficate. 


Section 6. Character examination. That any 
peddler desiring to pursue his occupation by 
traveling from house to house, in addition to 
the provisions of Section 4, shall apply to the 
Chief of Police for a certificate of good char- 
acter and pay and tender the City Clerk the 
sum of $1.00 for the Chief of Police making 
an investigation with reference thereto. If the 
said officer shall find the applicant to be of 
good character and responsible, he shall issue 
a certificate accordingly, otherwise it shall be 
refused. 


Section 7. Requirements for license. When 
the said applicant shall have obtained the pro- 
per certificates as provided in the foregoing 
sections, he shall then apply to.the City Clerk 
for a peddler’s license. 


Section 8. Fees. That upon payment of the 
fees hereinafter set forth, the City Clerk shall 
issue a peddler’s license: 


(a) for goods, wares, merchandise or farm 
products sold or offered for sale from a con- 
veyance, the sum of $5.00 for the first day 
shall be charged and $3.00 for each and every 
consecutive day thereafter; 


(b) for goods, wares, merchamlise or farm 
products carried afoot, the sum of $2.00 for 
the first day and $1.00 for each and every con- 
secutive day thereafter; and 


(e) for goods, wares, merchandise or farm 
products to be sold direct to the consumer or 
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user from the car on track, the sum of $10.00 
per car. 


Section 9. Payments. At the time that ap- 
plication shall be made to the City Clerk for 
ihe issuance of a peddler's license, the appli- 
cant shall state to the Clerk the number of 
days that he intends to pursue his occupation, 
and whether said occupation shall be pursued 
from afoot, conveyance, or car on track, and 
pay to said Clerk the sums required by the 
preceding section. 


Section 10. Time restriction. All peddlers’ 
licenses, when issued, shall provide that said 
licenses shall be in force and effect only be- 
tween the hours of sunrise and sunset. 


Section 11. Disposition of fees. All fees col- 
lected by the City Clerk shall be credited to 
the general fund. 


Section 12. Penalty for violation. Any per- 
son who shall pursue or attempt to pursue the 
business or occupation of a peddler, as herein- 
before defined, without having obtained the 
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license provided for or without having compli 
with all other provisions of this ordinance, shall 
be deemed guilty of a misdemeanor and, upon 
conviction thereof, shall be subject to imprison- 
ment not exceeding thirty days, or to a fine 
not exceeding One Hundred Dollars. When- 
ever the fine and costs imposed for the violation 
of this ordinance are not paid, the person eon- 
victed may be committed to jail until the fine 
and costs are paid, not exceeding thirty days. 


Section 13. Ordinances No. 337 and 229 and - 
all other ordinances or parts of ordinances in | 
confliet herewith are hereby repealed. 


Section 14. "This ordinanee shall be in full | 
foree and effeet from and after its passage and 
publieation as provided by law. 


Passed the 9th day of February, 1942. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinanees entitled, 
‘The Ordinances of the City of Ames, Iowa, 
1943.” 
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ORDINANCE NO. 567 


_ AN ORDINANCE DEFINING RESTAURANT, EMPLOYEE, EATING AND COOKING UTEN- 
SILS, HEALTH OFFICER, AND PERSON; REQUIRING LICENSES FOR THE OPERA- 
TION OF A RESTAURANT AND DESIGNATING CONDITIONS PREREQUISITE TO 
OBTAINING SAME; REQUIRING PAYMENT OF FEES FOR LICENSE; PROHIBITING 
THE SALE OF ADULTERATED, UNWHOLESOME OR MISBRANDED FOOD OR DRINK, 
REGULATING THE INSPECTION AND PLACARDING OF SUCH ESTABLISHMENTS, 
PROVIDING FOR REVOCATION OF LICENSE, NOTIFICATION IN EVENT OF INFEC- 
TION OR DISEASE, AND THE FIXING OF PENALTES FOR VIOLATION THEREOF. 


Be It Ordained by the City Council of the 
City of Ames, lowa: 


Section 1. Definitions. 


A. Restaurant. ''Restaurant'' shall mean 
any buiding or structure equipped, used, ad- 
vertised as, or held out to the public to be a 
restaurant, cafe, cafeteria, dining hall, lunch 
counter, lunch wagon, or other like place where 
food is served for pay, except hotels and such 
places as are used by churches, fraternal so- 
eieties, and eivie organizations which do not 
regularly engage in the serving of food as a 
business. 


B. Employee. ‘‘Employee’’ shall mean any 
person who handles food or drink during pre- 
paration or serving, or who comes in contact 
with any eating or cooking utensils, or who is 
employed at any time in a room in which food 
or drink is prepared or served. 


C. Eating and cooking utensils. ‘‘Eating 
and cooking utensils’’ shall include any kitch- 
enware, tableware, cutlery, utensils, containers, 
or other equipment with which food or drink 
comes in contact during storage, preparation, 
or serving. 


D. Health Officer. ‘‘Health Officer”” shall 
mean the health authority of the City of Ames, 
Iowa, or his authorized representative. 


E. Person. ‘‘Person’’ shall mean person, 
firm, corporation, or association. 


Section 2. Illegal operation of restaurant. 
It shall be unlawful for any person to operate 
a restaurant in the City of Ames, Iowa, who 
does not possess an unrevoked license from the 
City Clerk and in whose place of business such 
license is not posted in a conspicuous place. 
This section shall apply to temporary or itiner- 
ant as well as permanent established places of 
business. 


Section 3. Application for license. The ap- 
plication for a license to operate a restaurant 
shall be in writing and filed with the City Clerk, 
said application containing the following in- 
formation: 


(a) The name of the applicant as well as 
the trade name, if any, under which the busi- 
ness is to be conducted; and 


(b) The location of the place or building 
where the applicant intends to operate. 


Section 4. Procedure. As soon as said ap- 
plication has been properly presented and filed, 
the City Clerk shall notify the City Health Of- 
ficer and said official shall inspect the premises 
designated. In making said inspection the City 
Health Officer may use the services of any city 
employee he deems necessary. Upon comple- 
tion of said inspection, the city Health Officer 
shall authorize in writing the issuance of a 
license if he finds: 


(a) The floors are of nonabsorbent and im- 
permeable material which can be flushed and 
washed clean with water ; 


(b) Walls and ceilings of all rooms in which 
food or drink is stored, prepared, or served 
are clean and in good repair; 


(c) Walls of all rooms in which food or 
drink is prepared or utensils are washed have 
a smooth, washable surface up to the level of 
splash or spray; j 


(d) All rooms in which food or drink is 
stored, prepared or served or in which utensils 
are washed are well lighted and well ventilat- 


ed; 


(e) A conveniently located toilet room and 
urinal separate from other rooms with a floor 
of nonabsorbent and impermeable material, 
with a separate ventilating flue discharging 
into soil pipes or on the outside of the building, 
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provided, however, in case a privy or earth 
closet is permitted and used, it shall be separate 
from the building and be clean, disinfected, 
fly-tight, with self closing lids, and in a sani- 
tary condition ; 


(f) The premises, if a sewage system is 
available for connection, are drained according 
to the ordinances of the City of Ames and 
maintained in a condition free from any gas 
or offensive odors arising from any sewer, 
drain, or other source within the control of 
the owner or person in charge; 


(g) The premises, if no sewage system is 
available for connection, are drained into and 
connected with a cesspool, said cesspool being 
clean, disinfected, and in a sanitary condition; 


(h) An adequate and sanitary water supply 
that is easily accessible to all rooms in which 
food is prepared or served or in which utensils 
are washed; 


(i) Adequate and convenient lavatories lo- 
cated adjacent to toilet room and supplied with 
soap, running water, and individual sanitary 
paper or cloth towels, the use of roller or com- 
mon towels being expressly prohibited; 


(j) Doors, windows, and other openings, 
during the fly season, fitted with self-closing 
screen doors and wire window screens of not 
coarser than fourteen mesh wire gauge; 


(k) The surroundings clean and free of lit- 
ter or rubbish ; 


(1) All equipment, including display cases 
or windows, counters, shelves, tables, refrig- 
erators, stoves, hoods, and sumps, free from 


dust, dirt, insects, and other contaminating 
material; and 
(m) No person working in the restaurant 


infected with any communicable disease. 


Section 5. Issuance, duration, renewal and fee 
for license. All licenses shall be issued by the 
City Clerk, after due authorization by the city 
Health Officer, and shall expire on the last day 
of December followi ing the date of issuance. All 
applications for renewal shall be made at least 
thirty days before the expiration of the exist- 
ing license. The license or renewal thereof 
shall only be issued after the payment of a Five 
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Dollar ($5.00) fee. Said license shall be a 
posed to publie view at all times. 


Section 6. Examination and condemnation 


of unwholesome, adulterated, or misbranded 
food or drink. Samples of food and drink may 
be taken and examined by the Health Officer 


as often as he deems necessary for the detection 


of unwholesomeness, adulteration, or mis- 
branding. The Health Officer may condemn, 


remove, and destroy any food or drink which - 


he deems unwholesome, adulterated, or mis- 
branded. 


Section 7. Inspection of restaurants. At 
least once every six months the Health Officer 
shall inspect every restaurant located within 
the corporate limits. One copy of the inspee- 
tion report shall be posted by the Health Of 
ficer or by some person designated by him upon 
an inside wall of the restaurant and said in- 
spection report shall not be defaced or re- 
moved by any person except the Heath Officer 
or his agent. Another copy of the inspection 
report shall be filed with the records of the 
City Clerk. 


Section 8. Revocation of license. A license 
may be revoked by the Health Officer and re- 
moved from the premises if the holder of said 
license fails to: 


(a) Maintain the premises in accordance 
with the requirements necessary to obtain a 
license; 


(b) Notify the Health Officer as required 
by Section 10 hereof; 


(e) To remove daily dirt, refuse, and waste 
products subject to decomposition or fermenta- 
tion ; 


(d) Cause those persons handling food to 
wash their hands and arms before beginning 
work and after visiting the toilet; 


(e) Store or display all food and drink so as 
to be protected from dust, flies, vermin, handl- 
ing, droplet infection, overhead leakage, and 
other contamination ; a 


(f) Serve food and drink that is w Bots 
and free from spoilage ; 


(2) Keep all garbage and trash in suitable 


‘feeeptacles in such a manner as not to become 
a nuisance ; 


th) Use eleaning or polishing materials in 
 eleaning or polishing eating or cooking uten- 
sils that are free from any cyanide preparation 
or other poisonous material; 


— i) Require the clothing of all persons em- 
- ployed to be kept clean; 


(3) Require all cloths used by the waiters, 
chefs, and other employees to be clean; 

(k) Dispose of single-service containers 
after being once used; 


(1) Store eating and cooking utensils in 
a clean, dry place; 


ES 


(m) Prohibit the use of any common drink- 
ing cup; 
(n) Keep all perishable food or drink at 


proper temperature to prevent spoilage except 
when being prepared or served; 


(0) Thoroughly elean all eating and drink- 
img utensils, and all multi-use utensils used in 
_ the preparation, cooking, or serving of food and 
drink by the use of warm water containing an 
- adequate amount of soap or an alkali cleanser 
_ to remove grease; or 


(p) Have subjeeted all utensils mentioned 
in the preceding paragraph to one or more of 
the following bactericidal processes: 


(1) Immersion for at least two minutes 
in clean, hot water at a temperature of at 
least 170° F. or for 1% minute in boiling 
water; 


(2) Immersion for at least two minutes 
in a lukewarm chlorine rinse containing at 
least 50 ppm of available chlorine if hypo- 
ehlorites are used, or a concentration of equal 
baeterieidal strength if ehloramines are used ; 


(3) Exposure in a steam cabinet to at 
least 170° F. for a least 15 minutes, or to at 
least 200° F. for at least 5 minutes: 


(4) Exposure in an oven or hot-air steril- 
izer to hot air at a temperature of at least 
180* F. for at least 20 minutes; 


(5) Equipment that is too large to im- 
merse or expose in a steam cabinet or hot 
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air oven shall be treated with live steam from 
a hose, by boiling water rinse, or by spray- 
ing or swabbing with chlorine solution of 
approved strength, 


Section 9. Restoration of revoked license. If 
any license is revoked and the holder thereof 
claims that said revocation was unjustifiable, 
said person may appeal to the local Board of 
Health for restoration of said license and said 
license shall be restored upon proof of cor- 
rection of the cause for revocation or upon 
proof that said revocation was unjustifiable as 
claimed. 


Section 10. Notification of disease. Notice 
shall be sent to the Health Officer immediately 
by the restaurant manager or by the employee 
concerned if he or any employee contracts any 
infectious, contagious, or communicable dis- 
ease, or has a fever, a skin eruption, a cough 
lasting more than three weeks, or any other 
suspicious symptom. It shall be the duty of 
any such employee to notify the restaurant 
manager immediately when any of said condi- 
tions obtain, and if neither the manager nor 
the employee concerned notifies the Health Of- 
ficer immediately when any of said conditions 
obtain, they shall be held jointly and severally 
to have violated this section. A placard con- 
taining this section shall be posted in all toilet 
rooms and privies serving restaurants. 


Section 11. Procedure when infection sus- 
pected. When suspicion arises as to the pos- 
sibility of transmission of infection from any 
restaurant employee, the Health Officer is 
authorized to require any or all of the follow- 
ing measures: 


1. The immediate exclusion of the employee 
from all restaurants as an employee; 


2. The immediate closing of the restaurant 
concerned until no further danger of disease 
outbreak exists, in the opinion of the Health 
Officer ; 


3. Adequate medical examination of the 
employee and of his associates, with such 
laboratory examinations as may be indicated. 


Section 12. Penalties. Any person, firm or 
corporation violating any provisions of this 
ordinance shall, upon conviction thereof, be 
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subject to imprisonment not exceeding thirty 
(30) days, or to a fine not exceeding One 
Hundred Dollars ($100.00). Whenever the 
fine and costs imposed for the violation of this 
ordinance are not paid, the person convicted 
may be committed to jail until the fine and 
costs are paid, not exceeding thirty (30) days. 


Section 13. Repeal and date of effect. All 
ordinances or parts of ordinances in conflict 
with this ordinanee are hereby repealed, and 
this ordinance shall be in full force and effect 
immediately upon its adoption and its publica- 
tion as provided by law. 
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Section 14, Unconstitutionality clause. $ | 
any seetion, paragraph, sentence, clause, or. 
phrase of this ordinance be declared uncon- 
stitutional or invalid for any reason, the re- 
mainder of said ordinance shall not be affected i 
thereby. 


Passed the 14th day of September, 1942. 
H. B. Manning, Mayor 
Attest: J. W. Prather, City Clerk. 


Published in book of ordinances eutitled, 
‘“The Ordinances of the City of Ames, Iowa, 
1943,7? 
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Be It Ordained by the City Council of the 


City of Ames, Iowa: 


Section 1. For the purpose of this ordinance 
the term “‘taxicab’’ shall mean any motor ve- 


— hicle carrying passengers for hire, except those 


operating upon a plan similar to street rail- 
ways. 


Section 2. No person, firm or corporation 
shall within the City operate a taxicab without 
first having obtained from the City Council a 
heense therefor, and without having complied 


— with all other provisions of this ordinance. 


Section 3. The fee for such license, to be 


paid annually and in advance, shall be for the 
first taxicab, the sum of fifty dollars; for each 


additional license issued to any one person, firm 
or corporation, the sum of ten dollars. Licenses 


- shall extend from the first day of April until 


- the last day of March following and full license 


fee must be paid for any part of such year. 


Section 4. No vehicle shall be licensed as 
a taxicab until it has been thoroughly and 
carefully inspected by the City Marshal or 


- such other official as the Council may direct, 


and found to be in a safe, satisfactory and 


- sanitary condition for the transportation of 


- April, July and October of each year. 


passengers. 
aiter be inspected in the same manner quar- 
terly between the 15th and 20th of January, 
If any 
vehicle licensed as a taxicab is involved in a 
collision or accident, notice thereof shall be 


- given to the City Manager or to such other 


official as the Council may direct, and an in- 


' spection shall be made of said cab before it 


can be again used in service. The report of 
all such examinations shall be filed with the 
City Clerk. 


Section 5. Upon an application being grant- 


= ed, the applicant shall, before the said license 


is issued, take out liability insurance in a re- 


liable company to be approved by the Council, 


in a sum not less than twenty thousand dol- 


lars for each taxicab licensed, said applicant 
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All such licensed eabs shall there- 
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ORDINANCE NO. 592 


AN ORDINANCE DEFINING, LICENSING AND REGULATING TAXICABS; LICENSING 
- DRIVERS THEREOF; ESTABLISHING RATES AND FARES; PROVIDING FOR STANDS 
UPON THE PUBLIC STREETS; REPEALING ALL ORDINANCES CONFLICTING HERE- 
WITH; PROVIDING PUNISHMENT FOR A 


VIOLATION OF ITS PROVISIONS. 


must also file competent evidence with the 
City Couneil that said poliey covers the per- 
iod for which a license is to be granted. 


Section 6. Every taxicab licensed under the 
provisions of this ordinance shall have the name 
of the owner thereof plainly painted on the 
main panel of each rear door of the said ve- 
hiele in letters at least one and one-half inches 
in height. 


Section 7. Any person, firm or corporation 
desiring a license for a taxicab shall make writ- 
ten application therefor to the City Council 
upon blanks to be furnished by the City Clerk. 
Said application shall contain the full name 
and address of the owner, the make, model 
and year of manufacture of the ear, the Iowa 
State license number for the current year, 
and the engine and factory number of the same. 


Section 8. Upon a license being granted 
there shall be delivered to the licensee a card 
of such size and form as may be determined by 
the City Clerk. Such card shall contain the of- 
ficial city license number of the taxicab and 
shall be signed by the said clerk. Licenses 
shall not be transferable, with the exception 
that a license may be transferred from one 
car to another of the same ownership, with the 
approval of the Council. 


Section 9. The license card above referred 
to shall be affixed in a place in the said taxi- 
cab so that same is visible to any passenger. 


Section 10. Any person, firm or corporation 
obtaining a taxicab lieense shall be entitled to 
have set off two parking stands or spaces where 
said taxicabs may stand while awaiting calls 
or passengers. Such parking spaces shall be 
assigned by the City Manager, subject, how- 
ever, to said person, firm or corporation first 
obtaining written permission from the primary 
tenant of the land immediately adjacent to 
the space so desired. The permission so ob- 
tained shall be renewed and refiled with the 
City Manager at the time of renewal of any 
taxicab license. 


184 


THE ORDINANCES OF THE City or AMES, Iowa, 1943 


Section 11. No person shall drive or oper- 
ate a taxicab unless said person shall have first 
obtained a driver’s license therefor. 


Section 12. An applicant for such a li- 
cense shall be at least twenty-one years of age, 
of sound physique, good eye sight, not subject 
to epilepsy or any other infirmity of body or 
mind which would effect his or her ability to 
properly handle a taxicab. He or she must be 
able to read and write the English language 
and must show that he or she is familiar with 
the traffie ordinances of the City. The ap- 
plicant shall demonstrate under direction of 
the City Manager his or her ability and skill 
to handle a vehicle in congested traffic or dif- 
ficult conditions. Applicant must be of good 
moral character and not addicted to the use 
of intoxicating liquor. 


Section 13. Driver's licenses shall be issued 
by the City Clerk upon a finding that the ap- 
plicant has the qualifications set forth in the 
preceding section. The Clerk is hereby author- 
ized to preseribe such rules and regulations for 
determining the qualifications of applicants as 
may be deemed proper. 


Section 14. When such license is issued there 
shall be delivered to the driver a certificate, in 
such form as may be determined by the City 
Clerk, with the license number thereon, which 
certifieate shall be displayed inside the pas- 
senger portion of said cab when said cab is 
in operation. The fee for such license shall be 
one dollar. 


Section 15. For the purpose of regulating 
prices chargeable under this ordinance, the City 
of Ames shall be divided into two zones. Zone 
1 shall comprise the territory within the Ist. 
2nd and 3rd wards, and Zone 2 shall comprise 
the territory within the 4th ward. No person, 
firm or corporation operating a taxicab under 
the provisions of this ordinance shall charge 
more than the following amounts and prices: 


(1) The prices charged for taxicab services 
between any points within Zone 1 shall not 
exceed the folowing : j 

For one passenger, 25c 

For two passengers, 20c each 

For three or more passengers, 15e each 


(2) The prices charged for taxicab services 
between any points: within Zone 2 shall not 
exceed the following: 

For one passenger, 25c 

For two ‘passengers, 20e each 

For three or more passengers, 15e each 


(3) The prices charged for taxicab services 
between Zone 1 and Zone 2 shall not exeeed the 
following: 

For one passenger, 50e 

For two passengers, 30¢ each 

For three or more passengers, 25¢ each 


(4) For each trunk carried in connection 
with a passenger, an additional fee of 50e per 
trunk. 


(5) For each three minutes or fraction 
thereof for waiting time, the sum of 10e, Wait- 
ing time shall mean time consumed while wait- 
ing at the direction of a passenger. 


Section 16. There shall be posted in each 
taxicab in a position to be visible to any pas- 
senger, a card or sheet showing the rates as 
set forth in the preceding section, and a map 
showing the areas included in the respective 
Zones 1 and 2. If any passenger shall so de- 
mand, the driver of the taxicab shall give to 
said passenger a receipt in proper form for 
the fare received and said receipt shall show 
the number of passengers carried upon the 
particular trip involved. 


Section 17. Every person, firm or corpora- 
tion taking out a taxicab license shall furnish 
24 hour service. 


Section 18. Any person, firm or corpora- 
tion violating any provisions of this ordinance 
shall, upon conviction thereof, be subject to 
imprisonment not exceeding thirty (30) days, 
or to a fine not exeeeding One Hundred Dol- 
lars ($100.00). Whenever the fine and costs 
imposed for the violation of this ordinance are 
not paid, the person convicted may be com- 
mitted to jail until the fine and costs are paid, 
not exceeding thirty (30) days. 


Section 19. The City Council of Ames may 
revoke any taxicab license or driver’s license 
whenever a violation of any provisions of this 
ordinance is shown. 


Section 20. Ordinance No. 377 and all other 
ordinances or parts thereof in conflict here- 
with are hereby repealed. 

Section 21. This ordinance shall be in full 
force and effect from and after its passage and 
publication as required by law. 

Passed this 5th day of April, 1943. 


H. B. Manning, Mayor 
Attest: J. W. Prather, City Clerk 


Published this 7th day of April, 1943, 


OF. 


Be It Ordained by the City Council of the 
City of Ames, lowa: 


Section 1. That no person, firm or corpora- 
‘tion shall engage in the business of transient 
merchant or itinerant vendor without procur- 
‘ing a license therefor. 


Section 2. ‘‘Transient merchant’ or ‘‘itiner- 
ant vendor’’ shall be construed to mean and 
include persons, corporations and partnerships, 

prineipal or agent thereof, who engage in a 

temporary or transient merchandise business 

in the City of Ames, Iowa, and including those 
who for the purpose of earrying on such busi- 

ness hire, lease or occupy any building or strue- 
— ture of any kind for the exhibition and sale of 
goods, wares and merchandise. 


Section 3. Application for a license shall be 
made in writing to the City Clerk and shall 
disclose the name or names and residences of 
_the owners or parties in whose interest said 
- business is conducted, and shall include a de- 
tailed statement of the location where and the 

- amount of the goods, wares and merchandise 
it is proposed to offer for sale within the City. 
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ORDINANCE NO. 425 


ORDINANCE DEFINING, REGULATING AND LICENSING TRANSIENT MERCHANTS 
_ AND ITINERANT VENDORS AND PROVIDING PENALTIES FOR A VIOLATION THERE- 


Section 4, The license fee for a transient 
merchant or itinerant vendor shall be Five Dol- 
lars ($5.00) for the first day and Two and 
50/100 Dollars ($2.50) for each day thereafter 
while they are engaged in said business. 


Section 5. That the City Clerk of the City 
of Ames, Iowa, shall, upon application being 
made therefor and upon payment of the li- 
cense fee as herein provided, issue the license 
therefor. 


Section 6. Any person, firm or corporation 
violating any of the provisions of this ordin- 
ance, or who shall refuse, neglect, or fail to 
comply with the requirements thereof in any 
part, shall be deemed guilty of a misdemeanor 
and upon conviction thereof shall be fined in 
a sum not exceeding one hundred dollars and 
in default of payment thereof may be eommit- 
ted to the city or county jail until such fine 
and costs are paid. 


Passed the 22nd day of September, 1930. 
F. H. Sehleiter, Mayor 


Attest: A. B. Maxwell, City Clerk 


TITLE VIII 
PUBLIC UTILITIES 


I CIPAL CEMETERY, 


— Be It Ordained by the City Council of the 
City of Ames, lowa: 


Section 1. The City Manager shall have 
charge of the Ames Municipal Cemetery, with 
the exception that the City Clerk shall have 
charge of the sale of lots therein and of the 
5 burial records. 


Section 2. Record. It shall be the duty of 
- the City Clerk to make and keep a permanent 
record of all interments made in the Ames 
Municipal Cemetery, which record shall at all 
times be open to the publie inspeetion. The 
record shall, among other things, include: 


(a) 


| (b) The names of the owners of all lots that 
— have been sold. 


(e) The correct description of all lots for 
- sale and the price thereof, as shall be fixed by 
the City Council. 


(d) The exaet loeation of each grave upon 
each cemetery lot. 

(e) A copy of the certificate of death as 
provided by the State Board of Health. 


An accurate plat of the cemetery. 


Section 3. Sale of Lots. The sale of all 
lots in the Ames Municipal Cemetery shall be 
| evidenced by a deed signed and executed by 
| the Mayor and the City Clerk for and on be- 
half of the said City, and it shall be the duty 
of the City Clerk to eolleet the purchase price 
for any lot sold before delivering the deed of 
- conveyance for the same, of which purchase 
price 25e per square foot of the area of the 
lot so sold shall first be deposited in the Per- 
-petual Care Fund of the Ames Municipal 
| Cemetery and the balance turned over to the 
d City Treasurer to be deposited in the Cemetery 


Section 4. Interments. 


(a) All interments in lots shall be restricted 
to members of the family, unless the owner of 
the lot, without charge or remuneration, con- 
sents in writing that others be buried thereon, 
which written consent shall be addressed to 
the City Clerk of the City of Ames, Iowa. 
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AN ORDINANCE RELATING TO THE RULES : 
AND REPEALING ORDINANCE NO, 408. 
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ORDINANCE NO. 557 


AND REGULATIONS OF THE AMES MUNI- 


(b) All graves must be opened under the 
direction of the City Manager. Graves for 
adults shall not be less than five (5) feet deep 
and for children twelve years or under not 
less than four (4) feet deep. 


(e) The interment of two bodies in one 
erave will not be allowed except in event two 
or more members of immediate family are buri- 
ed at the same time. 


(d) No burial will be permitted until a 
proper death certificate has been presented to 
the City Clerk and a burial permit issued by 
him, 


(e) The written permission of the pastor ot 
St. Ceeelia's Parish, Incorporated, is required 
hefore a sale or an interment is made in the 
portion of the cemetery set aside for Catholic 
burials. 


(f) The Cemetery Superintendent is expect- 
ed to attend every interment and see that the 
rules, regulations and strict proprieties of the 
place are observed. 


(g) The burial of two urns containing ashes 
will be permitted in one grave space, said urns 
to be at least three (3) feet apart, but only 
one head-stone to be allowed, provided, how- 
ever, sufficient markers may be placed over 
each urn. 


Section 5. Fees, Charges and Payments. 


(a) The payment of all fees and charges 
shall be made at the office of the City Clerk 
in the City Hall, where receipts will be issued 
for all amounts paid. 


(b) The following schedule of fees and 
charges are in effect and applicable to all por- 
tions of the Ames Municipal Cemetery: 


(1) Price of Lots (including perpetual care), 
The charge made for all lots shall be based on 
the area of the lot in square feet at the rate 
per square foot as shown in the lot price 
schedule on file in the office of the City Clerk 
and Superintendent. Such charge shall in all 
cases include a perpetual care charge of twenty- 
five cents (25c) per square foot of lot area. 


(2) Annual Care. On certain lots sold 
prior to March 17, 1930, no provision was made 


in the lot charges for perpetual care. An an- 
nual charge of one cent (le) per square foot 
per year will be made by. the City for the 
upkeep and annual maintenance of such lots. 
Lot owners may, if they so desire, secure per- 
petual care on such lots by paying the per- 
petual care charge of twenty-five cents (25c) 
per square foot, which is-a compulsory charge 
on all lots sold subsequent to the 5th day of 
April, 1917. 


(3) Opening Graves. The following fixed 
charges will be made by the City for opening 
all graves, which charge includes the opening 
of the grave, removal of excess material, re- 
filling and soddine : 


Graves for infants, or urns, not larger 
DOOR NAAA be: SA $ 4.00 
Graves for children, or urns, not larger 
Il, EME e E ee 8.00 
Graves tor ACD Bs Le nese O re ee 10.00 
Graves lO INCA RAI ee see 15.00 
(4) Foundations for Stone Work. The 


charge for foundations for monumental and 
stone work shall be seventy cents (70c) per 
cubie foot of foundation placed, which charge 
includes all materials and labor. A minimum 
charge of three dollars ($3.00) will be made 
for any single foundation ordered placed. 


(5) Removals. Charges for opening graves 
to permit removal will be made in accordance 
with the difficulty of the work and are payable 
in advance. Proper records shall be kept in 
connection therewith. 


Section 6. Upkeep and Care of Cemetery. 


(a) The term ‘‘Perpetual Care’’ shall be 
construed to mean the obligation which the 
City assumes to each year expend the net an- 
nual income on the perpetual care endowment 
set aside for the lot in furnishing such care 
for the lot as mowing grass, raking and clean- 
ing lot and adjacent alleys, filling of sunken 
graves and keeping monumental work in ver- 
tical position, where the income is sufficient, 
and in the perpetual care of avenues, alleys, 
fences, buildings and grounds in general. It 
is being understood that such expenditures 
shall be made at the discretion and under the 
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direction of the officer of the City in charge 
of the cemetery and that the City shall not be 
bound to make any separate investment of the 
sum of money set aside as perpetual care, but 
that the same be added to the perpetual care 
fund of the city and the proceeds therefrom 
ren the City in the manner heretofore pro- 
vided. 


(b) All future lot sales in the Ames Muni 
cipal Cemetery shall be made with perpetua 
care provided for, at the rates specified in the 
Rules and Regulations of the Ames Municipal 
Cemetery, as adopted by the City Council of 
the City of Ames, under and by virtue of the 
terms of this ordinance. Owners of lots or 
other interested persons may secure perpetual 
care on lots or parts of lots in the older portions 
of the cemetery by the payment to the City 
of the perpetual care charge at the rates speci- 
fied. 


(c) An annual care charge shall be made 
by the City on those lots in the older portion 
of the cemetery which are not at present under 
perpetual care. The City reserves the right to 
refuse to furnish services to those lots not under 
perpetual care or when the annual care charge 
has not been paid in advance. : 


Section 7. Rules and Regulations. The City. 
Couneil of the City of Ames, Iowa, shall adopt 
rules and regulations for the Ames Municipal 
Cemetery, which it may change or alter by 
resolution. 


Section 8. All ordinances, particularly 
Ordinance No. 408, or parts of ordinances in 
conflict herewith are hereby repealed. | 


Section 9. This ordinance shall be of full. 
force and effect from and after its passage and 
publieation as required by law. 


| 

Passed the 21st day of January, 1942. 

Frank D. Paine, Mayor 

Attest: J. W. Prather, City Clerk | 

Published in book of ordinances "m". 

“The Ordinances of the City of Ames, Iowa, 
1943.” 
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ORDINANCE NO, 558 


AN ORDINANCE CREATING A RESERVE FOR THE DEPRECIATION AND OBSOLES- 


ANCE NO. 409. 


Be It Ordained by the City Council of the 


City of Ames, Iowa: 


Section 1. A fund is hereby created to be 


- known as the ‘‘ Eleetrie Department Reserve for 
- Depreciation and Obsolescence Fund.” 


Section 2. Expenditures from said fund shall 
be made in the manner hereinafter provided 


; Esa shall be used only for the purposes of con- 


struetion or reconstruetion of the eleetrie plant, 
equipment, or distribution system of the City 
of Ames, Iowa, or for the purchase of land to 


be used in eonneetion with the same. 


Section 3. The City Auditor and Clerk is 
hereby authorized and directed to set aside in 
said fund such sums of money from the Elec- 


trie Department Fund as the City Council may 


E direct. 


Section 4. Such sums of money as shall by 


such order be set aside and placed in said fund 


shall be invested by the City Treasurer in in- 


_ terest bearing bonds as prescribed and allowed 


_ by the statutes of the State of Iowa pertaining 


- to trust funds and it shall be the duty of the 


City Treasurer to promptly invest said funds 


_ as prescribed in this ordinance, provided, how- 


- ever, no such investments shall be made until 


same have been fully approved by the City 
- Council of the City of Ames, Iowa. 


Section 9. Withdrawals from said fund shall 
be made by order and direetion of the City 


1 CENSE FOR THE ELECTRIC DEPARTMENT; PROVIDING FOR THE INVESTMENT 
AND EXPENDITURE OF FUNDS DEPOSITED THEREIN, AND REPEALING ORDIN- 


Couneil and shall be subject to the require- 
ments for expenditures from such funds as 


-prescribed in Section 2 of this ordinance. 
| 


Section 6. In ease of withdrawals from said 
fund as herein provided, the City Treasurer 
shall have sixty days after receipt of the order 
of withdrawal within which to convert the in- 
vestments for the purpose of making the ex- 
penditure as ordered and direeted by the City 
Council. 


Section 7. Ordinance No. 409, ““An Ordin- 
ance Creating a Sinking Fund for the Electric 
Department of the City of Ames and Providing 
for the Investment of Expenditures of Funds 
Deposited Therein,’’ is hereby specifically re- 
peäled, and all funds or investments aceumulat- 
ed thereunder shall be credited to the reserve 
herein established. 


Section 8. All ordinances or parts of ordin- 
anees in conflict herewith or inconsistent here- . 
with are hereby repealed. 


Section 9. This ordinance shall be in full 
force and effect from and after its passage and 
publication as provided by law. 


Passed the 21st day of January, 1942. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa, 
1943.” 
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ENERGY 


Be It Ordained by the City Council of the 
City of Ames, Iowa: 


That the following schedule of rates and 
charges for electric energy and service be 
adopted and made effective on all bills render- 


ed on or after March 1, 1939. 


Section 1. LicGuriNG RATE SCHEDULE: 


Net per 


K.W. Hr. 

First 100 K.W. Hr. or less used in one 

STEIF ee DM 
Next 100 K. W. Hr. or less used i in one 

month _ _ O4e 
Over 200 K. W. Hr. used in one month  .0215e 
Minimum charge per month or fraction 

thereof 


.05e 


Section 2. CookKiNG RATE SCHEDULE: 


All electric energy consumed ................ .03e 
Service on separate meter only on in- 
stallation of a single electrical heating 
unit of 2000 or more watt capacity. All 
appliances except lights may be con- 
nected at cooking rate. 

Minimum charge per month or fraction 
thereof 


Section 3. 
SCHEDULE: 


OPTIONAL RESIDENTIAL RATE 


One meter rate for private residential use. 
Private residential use for the purpose of this 
ordinance shall inelude boarding and lodging 
houses other than a hotel, fraternity or soro- 
rity house, where meals are regularly cooked 
in and served from a common kitchen, or lodg- 
ing furnished for compensation to not more 
than ten (10) persons not members of the fam- 
ily there residing. 


First 60 K.W. Hrs. consumed during 
meter reading interval of approxi- 
mately 30 days ... .............. $3.00 net per month 


All K.W. Hrs. used in excess of 60 dur- 
ing meter reading interval of ap- 


proximately 30 days .0215e 


Section 4. Orr Peak HEATING RATE SCHED- 
ULE: 


Separate meter rate for electric water heat- 


ORDINANCE NO. 497 


j AN ORDINANCE FIXING THE SCHEDULE OF RATES AND CHARGES FOR ELECTRIC 
AND SERVICE ADOPTED AND EFFECTIVE AFTER MARCH 1, 1939. i 


ing during off peak periods on contracts of one 
year. 


All electric energy consumed _.. me 010 
per K.W. Hr. 
Minimum charge per month. or frae- 
ONIS. e NUT, .. $1.00 


Provided that any consumer may elect to 
euarantee a net annual return of Eighteen Dol- 
lars ($18.00) per year per meter in lieu of the 
minimum charge specified herein. ^ 


Section 5. Power RATE SCHEDULE: 
First 100 K.W. Hr. or less used in one 


AAA eE Aa Fe .O5e 
Next 100 K.W. Hr. or less used in one 

A E E MA EAT Es 04e 
Next 800 K.W. Hr. or less used in one 

IN ade d treni cac e s me doe 
Next 1000 K.W. Hr. or less used in one 

MON UTD a e OM IES 2.Te 
Next 2000 K.W. Hr. or less used in one 

THT ree re M cues BE 
Next 6000 K.W. Hr. or less used in one 

THO LEG DR een wee E II . 1.6e 
Next 10000 K.W. Hr. or less used in one x 

nino EN PO Re e PM Ir 1.4e 


Over 20000 K. W. Hr. used in one month 1.25e 


Applieable to power users having a single 
motor installation of 34 H.P. or more. 


Minimum monthly charge— 


$1.00 per H. P. for 1st5H.P. 
.50 per H.P. for next 45 H. P. 
.25 per H.P. for all over 50. H.P. 


Section 6. For the purpose of billing and 
collecting of electric energy furnished to con- 
sumers of the City of Ames Electric Depart- 
ment, certain districts are hereby. established. 


A. (1) ‘District No. 1. . Beginning ‘atthe 
cast corporate limits of the City~of Ames at 
a point in the center line of Fifth Street ex- 
tended; thence west to the center line of Duff 
Avenue; thence north to the center line of 
the alley or alley extended between Fifth 
Street and Sixth Street; thence west to the 
center line of Clark Avenue; thence south to 
the center of the main line of the Chicago & 
North Western Railway; thence west along 
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said center line of the Chicago € North West- 
ern Railway to the center line of Grand Ave- 
nue; thence north to the center line of Ninth 
Street; thence west to the center line of the 
north branch of the Chicago & North Western 
Railway; thence in a northwesterly direction 
along the center line of said railway to the 
north corporate limits; thence east following 


the corporation line to the east corporate 
limits; thence south to the place of beginning. 
(2) District No. 2. Beginning at the east 


corporate limits at a point where the center 
line of the Chicago € North Western Railway 
intersects the corporate limits; thence west 
along the center line of said Chicago & North 
Western Railway to the center line of Grand 
Avenue; thence north along the center line of 
Grand Avenue to the center line of Ninth 
Street; thence west to the center line of the 
north branch of the Chicago & North Western 
Railway; thence in a northwesterly direction 
along the center line of said Chicago € North 
Western Railway to the north corporate limits; 
thence west to the north and south 14 line of 
Section 3-83-24; thence south alone the cen- 
ter line of said Section 3 to the center line of 
Lincoln Way; thence west to the center line 
of Ash Avenue; thence south alone the center 
line of Ash Avenue to the center line of Knapp 
Street; thence west along the center line of 
Knapp street to the center line of Welch Ave- 
nue; thence south alone the center line ot 
Welch Avenue to the south corporate limits; 
thence east along the corporation line to the 
east corporate limits; thence north to the place 
of beginning. 


(3) District No. 3. All territory and con- 
sumers not contained in Districts 1 and 2 as 
established by this ordinance. 


B. Payment. The above net rates apply 
only when billed as follows: ` 

In District No. 1 as established by this ordin- 
ance on or before the twentieth day of the 
month. : 

In Distriet No. 2 on or before the first day 
of the month following date of invoice. 

In Distriet No. 3 on or before the tenth day 
of the month. When not so paid the gross 
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rate ten per cent (10%) above the net rat 
shall apply. All minimum charges are for 
one month or fraetion thereof. 


C. A consumer’s deposit for service is re- 
quired to seeure payment of account. The 
amount of cash deposit required of each con- 
sumer shall be as determined by the City Clerk. - 

Section 7. Discontinuance of service. | 

The City of Ames reserves the right to dis- 
connect the service and remove its meters, 
wires, and other appliances whenever an elec- ° 
trie bill is not paid within thirty days from the 
date of billing or to prevent fraud or for any 
cause the City may deem sufficient. 

When service is temporarily discontinued at 
the request of the consumer or on account of 
non-payment of a bill, or for any reason deem- 
ed sufficient by the City a charge of $1.00 shall 
be made for reconnecting the service. 


Section 8. Unpaid bills. In cases when a 
tenant vacates a property leaving an unpaid 
electric bill the owner of the property where 
such electrie service was used shall be held 
liable for the unpaid amount and must pay 
same before any electric service be furnished - 
by the City either for the property owner or 
a tenant. 


Section 9. Rules and regulations. The City — 
Council may by resolution adopt such rules 
and regulations as it may deem necessary per- 
taining to the supplying and discontinuance of 
electric service to all consumers under the 
ordinance. 


Section 10. All ordinances or parts of ordin- 
ances in conflict with the provisions of this 
ordinance are hereby repealed. 


Section 11. This ordinance shall be in force 
and effect from and after its passage and pub- 
lication as provided by law. 


Passed the 2nd day of January, 1939. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published the 5th day of January, 1939. 


ME ETT 
B P p Ñ 

A ey de Y 
» A Qe i Y n Ya PN "E 
EEUU a O as À 


— Be It Ordained by the City Council of the 
City of Ames, Iowa: 


- Section 1. That the rates to be charged for 
natural eas in the City of Ames, Iowa, for 
‘space heating and all general use as billed from 
- and after May 1, 1943, are hereby fixed and 


\ - established as follows: 


eN 


SPACE HEATING AND ALL GENERAL USE RATE: 


First 500 eu. ft. or less per 
ca A 


Next 1,500 en. ft. gas per month 1.00 per MCF 


Next 3,000 eu. ft. gas per month .80 per MCF 
Next 45,000 eu. ft. gas per month .50 per MCF 
Next 50,000 eu. ft. gas per month .40 per MCF 
Over 100,000 eu. ft. gas per 

ETET O nx o LL .30 per MCE 


Section 2. Rates may be made with indust- 
- rial consumers provided all such- consumers 
— desiring service under similar conditions shall 
have the privilege of the same rate, which rate 
shall first be approved by the City Council. 


Section 3. The utility furnishing natural gas 

| in the City of Ames, Iowa, to industrial con- 

© sumers shall have the right to contract for 

— same with said consumer and said contract may 

contain a clause to the end that said service 

— may be discontinued in event of nonavailability 
- of said natural gas to said utility. 


| Section 4. The above rates are net and to 
- avoid diserimination and cover the added cost 
of collecting delinquent bills, bills not paid 
within ten days after rendition may be in- 
_ creased ten percent (10%) on the first $10.00 
and two percent (2%) on amounts in excess 
of $10.00. 


Section 5. That any utility furnishing gas 
in the City of Ames shall, upon the applica- 
tion of persons desirous of using gas where 


the mains are in front of or adjoining the 


property, furnish the service from the main 
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ORDINANCE NO. 577 


AN ORDINANCE ESTABLISHING AND REGULATING RATES TO BE CHARGED FOR 
X NATURAL GAS IN THE CITY OF AMES, IOWA; REPEALING ORDINANCES NO. 514, 
- 389, 374 AND 311, AND ALL OTHER CONFLICTING ORDINANCES; AND PROVIDING 
PENALTIES FOR VIOLATION THEREOF. 


pipe to the lot line without cost or expense to 
the consumer, but from the lot line a charge 
not exceeding 30e per linear foot may be made 
for pipe so laid. Said utility may charge the 
consumer $1.00 for setting gas meter when 
service starts. 


Section 6. The heatine value of the natural 
sas delivered hereunder shall be determined 
as the ''eross heating value’ per cubic foot 
as delivered. If in any month, the arithmetic 
average of hourly gross heating value of the 
gas as delivered hereunder shall be less than 
980 or more than 1020 British thermal units 
per cubie foot, then the volume of gas measur- 
ed hereunder during such month shall be in- 
creased or decreased in proportion to the de- 
crease below 980 or increase above 1020 B.T.U. 
per cubie foot as the case may be. 


Section 7. Any person, firm or corporation 
violating any provision of this ordinance shall, 
upon conviction, be subject to imprisonment 
not exceeding thirty days, or to a fine not ex- 
ceeding One Hundred Dollars. Whenever the 
fine and costs imposed for the violation of this 
ordinance are not paid, the person convicted 
may be committed to jail until the fine and costs 
are paid, not exceeding thirty days. 


Section 8. Ordinances No. 514, 439, 374 and 
511 and all other ordinances or parts of ordin- 
ances in conflict with the provisions of this 
ordinance are hereby repealed. 


Section 9. This ordinance shall be in force 
and effect from and after its passage and pub- 
lication as provided by law. 


Passed the 23rd day of March, 1942. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published the 25th day of March, 1942. 
As amended by Ord. No. 594 amending Sec- 


tion 1 of Ord. No. 577, April 19, 1943, published 
April 21, 1943 in the Ames Daily Tribune. 


1 Be It Ordained by the City Council of the 
City of Ames, Iowa: 


Section 1. A fund is hereby created to be 


Depreciation and Obsolescence Fund.”’ 


Section 2. Expenditures from said fund shall 
be made in the manner hereinafter provided 
and shall be used only for the purposes of con- 
struction or reconstruction of the water plant, 
equipment, or distribution system of the City 
of Ames, Iowa, or for the purchase of land to 
— be used in connection with the same. 


Section 3. The City Auditor and Clerk is 
hereby authorized and directed to set aside in 
said fund such sums of money from the Water 
Department as the City Couneil may direct. 


Section 4. Such sums of money as shall by 
| such order be set aside and placed in said funds 
— shall be invested by the City Treasurer in in- 
— terest bearing bonds as prescribed and allowed 
— by the statutes of the State of Iowa pertaining 
to trust funds and it shall be the duty of the 
City Treasurer to promptly invest said funds 
as prescribed in this ordinance, provided, how- 
- ever, no such investments shall be made until 
|: same have been fully approved by the City 
- Council of the City of Ames, Iowa. 


CENSE FOR THE WATER DEPARTMENT AND PROVIDING FOR THE INVESTMENT 
AND EXPENDITURE OF FUNDS DEPOSITED THEREIN. 


— known as the ‘‘ Water Department Reserve for 


Section 5. Withdrawals from said fund shall 
be made by order and direetion of the City 
Council and shall be subject to the requirements 
for expenditures from such funds as prescribed 
in Section 2 of this ordinance. 


Section 6. In case of withdrawals from said 
fund as herein provided, the City Treasurer 
shall have sixty days after receipt of the order 
of withdrawal within which to convert the in- 
vestments for the purpose of making the ex- 
penditure as ordered and directed by the City 
Couneil. 


Section 7. All ordinances or parts of ordin- 
ances in conflict herewith or inconsistent here- 
with are hereby repealed. 


Section 8. This ordinance shall be in full 
force and effect from and after its passage and 
publication as provided by law. 


Passed the 21st day of January, 1942. 
Frank D. Paine, Mayor 


Attest: J. W. Prather, City Clerk 
Published in book of ordinances entitled, 


“The Ordinances of the City of Ames, Iowa, 
1943.” 
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ORDINANCE NO, 553 


© AN ORDINANCE ESTABLISHING AND REGULATING RATES TO BE CHARGED FOR 
— SALE OF WATER AND RELATING TO PAYMENT OF BILLS AND MINIMUM MONTH- 
LY CHARGES FOR WATER SERVICE. 


P Be It Ordained by the City Council of the require the consumer to keep the same in re- 
City of Ames, Iowa: pair. If the consumer fails to repair the meter 

E i À re : 

E ‘ after notice by the City to do so the City shall 

Section 1. Rate schedule. The amount to be have the right to supply the meter and to apply 

— charged for the monthly use of water from each the schedule of minimum monthly charges as 

— water meter connected to the water supply sys- specified herein. 

— tem of the City of Ames, Iowa, shall be com- 


— puted from the following schedule of net rates: Section 3. Distriets. 


First 1500 cubic feet or less 22 cents per 100 Av ERINN 
eubie feet. P 

Next 1500 cubic feet or less 17 cents per 100 
eubie feet. 

Next 3500 eubie feet or less 15 cents per 100 


For the purpose of billine and 
collecting of water furnished to consumers of 
the City of Ames water department, certain 
districts are hereby established : 


 eubice feet. (1) District No. i. Beginning at the east 
Ro Next 6000 eubie feet or less 13 cents per 100 corporate limits of the City of Ames at a point 
~ eubie feet. in the center line of Fifth Street extended; 
— Next 12000 cubic feet or less 11.5 cents per thence west to the center line of Duff Avenue; 
100 eubie feet. thence north to the center line of the alley or . 
— All over 24000 cubic feet 10 cents per 100 alley extended between Fifth Street and Sixth 
- eubie feet. Street; thenee west to the center line of Clark 


Avenue; thenee south to the center of the main 


| The above rates shall be based on the month- Jine of the Chieago & North Western Railway: 
— ly consumption of water through one meter and thence west along said center line of the 


no combination of meter readings shall be used Chicago € North Western Railway to the cen- 
in computing the amount to be charged. ter line of Grand Avenue; thence north to the 
center line of Ninth Street; thence west to the 
center line of the north branch of the Chicago 
& North Western Railway; thence in a north- 
westerly direction along the center line of said 
railway to the north corporate limits; thence 
east following the corporation line to the east 


Section 2. Minimum charge. Each water 
meter owned by the City and connected to the 
City water supply shall return a minimum 
charge per month, or fraction of month there- 
of, as follows: 


-  &IZE OF METER MINIMUM MONTHLY CHARGE Corporate limits; thence south to the plaee of 
ee N, a $ 0,75 beginning. 
A ws T c uec 1.25 


(2) District No. II. Beginning at the east 


1 inch O EE fe 2.00 corporate limits at a point where the center 

PAREN o a 4.00 line of the Chicago & North Western Railway 
ZU nenn 6.00 intersects the corporation limits; thence west 
i uc 12.00 along the center line of said Chieago & North 
4 inch -- 20.00 Western Railway to the center line of Grand 
O Een AS E E er 30.00 


Avenue; thence north along the center line of 
A consumer may at his option furnish a Grand Avenue to the center line of Ninth 

- water meter of one inch size or larger meeting Street; thence west to the center line of the 
the approval of the City Manager, in which north branch of the Chicago & North Western 
event a minimum monthly charge of seventy- Railway; thence in a northwesterly direction 
five cents shall be charged in lieu of the sched- along the center line of said Chicago & North- 
ule of minimum charges specified herein, The Western Railway to the north corporate limits; 
— City water department shall have the right to thence west to the north and south Y, line of 
remove such meter for test at any time and to Section 3-83-24; thence south along the center 


sie 
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line of said Section 8 to the center line of Lin- 
coln Way; thence west to the center line of 
Ash Avenue; thence south along the center line 
of Ash Avenue to the center line of Knapp 
Street; thence west alone the center line ot 
Knapp Street to the center line of Welch Ave- 
nue; thence south along the center line of 
Welch Avenue to the south corporate limits; 
thence. east along the corporation line to the 
east corporate limits; thence north to the place 
of beginning. 


- (3) District No. III. All territory and con- 
sumers not contained in Districts I and II as 
established by this ordinance. 


B. Payment. The above net rates apply 
only when billed as follows: 

In District No. I as established by this ordin- 
ance on or betore the twentieth day of the 
month. 

In District No. Il on or before the first day 
of the month following date of invoice. 
^ In District No. III on or before the tenth 
day of the month. 

When not so paid the gross rate ten per 
cent (10%) above the net rate shall apply. All 
minimum charges are for one month or frac- 
tion thereof. 


C. Deposit. 
vice is required to secure payment of account. 


"The amount of cash deposit required of each 


consumer shall be as determined by the City 
Clerk. 


Section 4. Unpaid bills. In cases where a 
tenant shall vacate a property leaving an un- 
paid water bill, the owner of the premises 
where such water was used will be held liable 
for the unpaid amount and must pay same be- 
fore any more water will be furnished by the 
City, either for the property owner or a tenant, 


Section 5. Repeal. All ordinances or parts 
of ordinances in conflict herewith are hereby 
repealed. | 


Section 6. This ordinance shall be in full 
foree and effect from and after its passage and 
publieation as provided by law. 


Passed the 10th day of January, 1942. 


A consumer’s deposit for ser- 


Frank D. Paine, Mayor | 


Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
‘‘The Ordinances of the City of Ames, Iowa, 
1943.” 


TITLE IX 
ETS AND PUBLIC IMPROVEMENTS 
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ORDINANCE NO. 565 


AN ORDINANCE MAKING IT THE DUTY OF THE OWNERS, TENANTS, AND PERSONS 
J IN CHARGE OF REAL ESTATE IN THE CITY OF AMES, IOWA, TO KEEP ABUTTING 
SIDEWALKS FREE AND CLEAR FROM SNOW, ICE, OR ACCUMULATIONS, PROVID- 
ING PUNISHMENT FOR A FAILURE SO TO DO, AND PROVIDING FOR THE SPECIAL 
ASSESSMENT TO ABUTTING PROPERTY OF THE EXPENSE OF REMOVAL BY THE 


CITY. 


Be It Ordained by the City Council of the 


removal of the snow, ice, or accumulations to 
the City shall be as follows: 


City of Ames, Iowa: 


(a) The City Manager shall submit to the 
Council an itemized and verified statement 
showing expenditures of material and labor 
‘used in making such removal, the name of the 
owner and owners, and the descriptions of the 
lot, part of lot, or parcel of ground in front 
of and abutting upon the sidewalk from which 
such snow, ice, or accumulations have been re- 
moved. 


(b) Upon the filing of the verified statement, 
the Clerk shall cause a notice of such facts to 
be given to all persons liable for such expense, 


| Section 1. It shall be the duty of owners, 

— tenants and persons in charge of any lot, block 

— or parcel of real estate, abutting upon any 
sidewalk in the City of Ames, Iowa, to keep 
such sidewalk free and clear from all snow, 
jee, or accumulations. 


Section 2. Any owner, tenant, or person in 
charge or control of any such property, who 
shall, for a period of ten daylight hours after 
the cessation of the storm or cause of aceumu- 
- lation, permit snow, ice, or accumulations to 


remain upon the adjoining and abutting side- 


| walks, shall be guilty of a misdemeanor and 


either by personal service or by mailing a notice 
to the last known address of the person or 


persons liable for such expense, which notice 
shall contain a statement of the character of 
the work performed, a deseription of the pro- 
perty affected, and the amount returned against 


- upon conviction thereof be fined a sum not 
exceeding Twenty-Five Dollars ($25.00) and 
- eosts, and in default of payment, be committed 
to the city or county jail until such fine and 


eosts are paid. 


Section 3. In addition to and notwithstand- 
ing the punishment provided in above section, 


- should snow, ice, or accumulations be permitted 
‘ to remain upon any sidewalk for a period of 


ten daylight hours after the cessation of the 
storm or cause of accumulation, the City Man- 


~ ager may, without notice to the property owner, 


cause the same to be removed in which ease the 


_ expense thereof shall be specially assessed to 


the abutting property as hereinafter provided. 


Section 4. When snow, ice, or accumulations 


have been removed from any sidewalk, under 


the provisions of the preceding section, the 


_ procedure to secure repayment of the cost of 


such lot, part of lot, or parcel of ground, to- 
gether with a statement of the time and place 
at which objections to the assessment of such 
costs to the benefit of the property may be 
made, which time shall be not less than ten 
days after the service or mailing of said notice. 


(e) At the time and place designated in 
such notice, the Council shall meet, hear and 
consider all objections to the whole or any part 
of such assessment, and shall correct all errors 
or omissions therein, and after such considera- 
tion the Couneil shall adopt the corrected list 
as to amounts to be assessed against the pro- 
perty therein described. 


(d) After the adoption of such corrected 
list the Council shall, by Resolution, assess the 
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amounts against each lot, part of lot, or parcel 
of ground, said assessment in no event ex- 
ceeding one and one-half cents per front foot, 
and such assessments shall be certified by the 
Clerk to the County Auditor as a special tax 
against the lot, part of lot, or parcel of ground, 
and shall be collected by the County Treasurer 
in the same manner as other special taxes. 


Section 5. All ordinances or parts of ordin- 
ances in conflict herewith are hereby repealed. 
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Section 6. This ordinance shall be in full 
foree and effect from and after its passage and 
publieation as provided by law. 


Passed the 27th day of January, 1942. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk ] 


Published in book of ordinances entitled. 
“The Ordinances of the City of Ames. Iowa, 
1943.” F 


ING THE COST THEREOF. 


— Be It Ordained by the City Council of the 
— City of Ames, Towa: 


Section 1. When to be ordered, That when- 
ever the City Couneil has ordered any street, 
avenue, alley or publie plaee permanently im- 
— proved by paving, curbing, eraveling, maca- 
damizing or otherwise, it shall direct the City 
Engineer to prepare a plat and schedule and 
plans and specifications for the necessary con- 
nections from the sewer, water and gas mains, 
heat or underground electric wires, to the eurb 
line of the abutting property, and upon the 
filing of said plat and schedule and plans and 
- specifications the Council shall by resolution 
— require the respective owners of the abutting 
- property or adjacent lots or parcels of land to 
_ make such connections from the sewer, water 

and gas mains, heat or underground electric 
© wires, to the curb line of said abutting or ad- 
_ jacent lots or parcels of land, as set out in the 
- plat and schedule and plans and specifications 
= and as provided in said resolution. 


_ Section 2. Notice. A notice of such resolu- 
— tion shall be given by two publications in some 
| newspaper of general circulation in the City 
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ORDINANCE NO, 453 


AN ORDINANCE REQUIRING SEWER, WATER, GAS, HEAT AND UNDERGROUND 
ELECTRIC CONNECTIONS TO BE MADE PRIOR TO THE PERMANENT IMPROVE- 
MENT OF STREETS AND OTHER PUBLIC GROUNDS AND PROVIDING FOR ASSESS- 


of Ames, Iowa, the first publication of which 
shall be at least fifteen (15) days prior to the 
time fixed in said notice for the completion of 
such connections. 


Section 3. Failure to comply, costs assessed. 
It the owner of any such property shall fail to 
make said connections in accordaance with said 
plans and specifications and in accordance with 
the ordinances of the City of Ames and laws of 
the State of Iowa, relating thereto, by the final 
date of completion as fixed in said resolution, 
or within such additional time as may be 
eranted by the City Couneil, then the City 
Council shall cause said connections to be made 
and assess the costs and expense thereof against 
the property for which they are made, in the 
manner provided by law and ordinance. 


Section 4. All ordinances or parts of ordin- 
ances in conflict herewith are hereby repealed. 


Passed the 20th day of July, 1934. 
W. L. Allan, Mayor 
Attest: J. W. Prather, City Clerk 


Published the 21st day of July, 1934. 


PENALTIES FOR VIOLATIONS. 


E 


Be It Ordained by the City Council of the 
City of Ames, Iowa: 


Section 1. Permanent and Temporary Side- 
_walks—Definition. All sidewalks hereafter 
built in the City of Ames, Iowa on streets that 
are at grade, or that have been ordered brought 
^to grade, shall be permanent sidewalks and 
shall be constructed or reconstructed of such 
= material as the City Council may from time 
_ to time specify in the plans and specifications 
| for permanent sidewalks prepared by the City 
— Manager, approved by said Couneil, and on 
— file with the City Clerk, but the construction 
or reeonstruetion of said permanent sidewalks 
shall not be made until the bed of the same 
shall have been graded so that when complet- 
ed, such sidewalks will be at the established 
grade. All sidewalks hereafter built in the 
City of Ames, Iowa, on streets that are not at 
grade, or that have not been ordered brought 
_ to grade, shall be temporary sidewalks. 


- Section 2. Permanent Sidewalks—Resolu- 
- tion. The Council may, by Resolution, order 


- the construction or reconstruction of a per- 

manent sidewalk in front of any property 
abutting upon any street, highway, avenue or 
| court, but passage of said resolution shall re- 
— quire a favorable vote of three-fourths of all 
- the members of the Council unless the owners 
— of a majority of the linear feet of the property 
_ fronting on said improvement shall have peti- 
- tioned the Council therefor. 


© Section 3. Temporary Sidewalks—Resolu- 
— fion. The Council may, by Resolution, order 


the construction or reconstruction of a tem- 
porary sidewalk in front of any property abut- 
- ting upon any street, highway, avenue or court, 
which has not been brought to established 
- grade, provided, however, that the cost of said 
temporary sidewalk shall not exceed sixty cents 
(60e) per linear foot. 


Section 4. Contents of Resolution. The Reso- 
Intion ordering the construction or reconstruc- 
_ tion of any sidewalk, either permanent or tem- 
porary, shall, among other things, specify the 
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ORDINANCE NO. 585 


AN ORDINANCE RELATING TO THE CONSTRUCTION, RECONSTRUCTION, REMOVAL 
_ AND REPAIR OF SIDEWALKS, BOTH PERMANENT AND TEMPORARY, ASSESSING 
THE COST THEREOF, REPEALING CONFLICTING 


ORDINANCES, AND PROVIDING 


street or streets along which and the property 
in front of which the sidewalk shall be con 
structed or reconstructed, the material to be 
used, the character or kind of sidewalk to be 
built, the width thereof, and the time within 
which the same shall be completed. 


Section 5. Notice to Property Owners. When- 
ever the Council shall order the construction 
or reconstruction of any sidewalk, notice of 
such action shall be given by one publication 
in a newspaper published in the municipality 
at least thirty (30) days prior to the date fixed 
by the Council for the completion of the im- 
provement. Said notice shall contain the perti- 
nent facts specified in the preceding section. 


Section 6. Property Owner May Build. Dur- 
ing the time provided in said notice, the pro- 
perty owner may procure a permit as herein- 
after provided, and build or have built said 
sidewalk at his own expense, but such side- 
walk, when completed, shall conform strictly 
with this ordinance and the plans and specifi- 
cations then in force. Nothing in this ordin- 
ance shall be construed to prevent a property 
cwner, at any time, from procuring a permit 
as hereinafter provided, and construct or re- 
construct a sidewalk, either permanent or tem- 
porary, as the case may be. 


Section 7. Permit. No person, firm or cor- 
poration, other than those under contract with 
the City, shall construct or reconstruct any 
sidewalk without having first obtained a permit 
from the City Manager. The application shall 
be upon a form furnished by the City and shall 
contain the name of the owner of the property, 
a description of the lot, lots or parcels of 
ground in front of which the sidewalk is to be 
built, a statement that the sidewalk will be 
constructed in accordance with this ordinance, 
and the plans and specifications then in force, 
and said sidewalk will be constructed at side- 
walk grades as furnished by the City. If the 
City Manager finds that the application con- 
forms to the requirements specified herein, he 
shall issue the permit requested, Failure of 
the property owner to build or have built a 
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sidewalk not in accordance with this ordin- 
ance and the plans and specifications then in 
force shall nullify the permit and subject the 
sidewalk to removal. 


Section 8. Council May Construct. If the 
owner of any lot or parcel of ground in front 
of which a sidewalk is ordered constructed or 
reconstructed, shall fail, neglect, or refuse to 
construct or reconstruct said sidewalk within 
the time prescribed by the resolution ordering 
same, the Council shall cause such improve- 
ment to be made and the cost and expense 
thereof shall be assessed against the abuttine 
property as by law provided, 


Section 9. Inspection. All sidewalks built 
shall be subject to inspection and control by 
the City. Any sidewalk built under either 
private or public contract shall conform to this 
ordinance and the plans and specifications then 
in force. The Council may order any sidewalk 
not so built taken up and replaced, and the 
person or firm building the same or having the 
same built or both, as the case may be, shall 
be liable for the expense for failure so to do 
within the time specified. 


Section 10. Repairs. It shall be the duty 
of the City Manager to repair, or cause to be 
repaired, without notice to the abutting pro- 
perty owner, all broken or defective sidewalks 
when in an unsafe, broken or defective con- 
dition. He shall return to the City Council 
on or before November Ist of each year an 
itemized statement of the cost of repairs to be 
charged against the property abutting upon 
the sidewalk repaired, as well as the legal de- 
seription of said property, and same shall be 
certified and collected as other taxes. 


Section 11. Protection. The City Manager 
is authorized and directed to erect and main- 
tain suitable and proper barricades and lights 
upon any sidewalk to protect the publie from 
injury whenever in his opinion, after due notice 
thereof has come to his attention, the said side- 
walk is defective and liable to cause injury 
to pedestrians using such sidewalk. 


Section 12. Cost Assessed. Whenever any 
sidewalk is constructed or reconstructed by the 
City of Ames, Iowa, as herein provided, the 
cost of expense of said construction or recon- 
struction shall be assessed, by resolution, 
against the lot or pareel of ground in front 
of which the same has been constructed or 
reconstructed. Said resolution shall be intro- 
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duced at a regular meeting of the City Coun- 
cil, a hearing thereon fixed, and the City Clerk 
duly authorized to publish notice thereof. All 
objections to the cost and all objections to the 
prior proceedings, on account of errors, ir- 
regularities or inequalities, must be in writing 
and filed with the City Clerk prior to the date 
fixed for said assessment and if not so made 
shall be deemed waived, except where fraud i 
shown. 


Section 13. Payment under Waiver. Unless ^ 
the owner of any lot or parcel of land against 
which an assessment for a sidewalk is made, | 
shall within thirty days from the date of assess- 
ment file written objections to the legality or 
regularities of the assessment or levy of such 
tax upon and against his property, such owner 
shall be deemed to have waived objections on 
these grounds, and shall have the right to pay 
said assessment with interest thereon not ex- 
ceeding six percent per annum in seven equal 
annual installments, the first of which shall 
mature and be payable on the date of said as- 
sessment and the others, with interest on the 
whole amount unpaid, annually thereafter, at 
the same time and in the same manner as the 
March semi-annual payment of ordinary taxes, 
provided that if the aggregate of all assess- 
ments against the property of an owner is 
twenty-five dollars or less, such assessments 
shall be paid in one installment and within 
thirty days following the levy. 


Section 14. Repeal. All ordinances or parts 
of ordinances in conflict herewith, particularly - 
Ordinance No. 426, are hereby repealed. 


Section 15. Penalty, Any person, firm, or 
corporation violating any provisions of this. 
ordinance shall be deemed guilty of a mis- 
demeanor and upon conviction thereof shall be 
fined a sum not exceeding one hundred dollars. 
($100.00) and in default of payment thereof. 
shall be committed to the city or county jail. 
for a term of not exceeding thirty days. 

Section 16. This ordinance shall be in full 
force and effect from and after its passage and 
publication as provided by law. 


Passed this 8th day of March, 1943. 
H. B. Manning, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled. 
“The Ordinances of the City of Ames, lowa, 
1943.”” 


OF AMES, IOWA, FOR PRIVATE PURPOSES SUCH AS STAIRWAYS, AREAWAYS, 
VAULTS, BINS, STORAGE TANKS, ETC., AND REQUIRING A PERMIT FOR SUCH USE 
UPON CONDITIONS AS MAY BE FIXED BY THE CITY COUNCIL; REPEALING ORDIN- 
ANCES NO. 429 AND 232 AND ALL OTHER ORDINANCES IN CONFLICT HEREWITH, 
AND PROVIDING PENALTIES FOR VIOLATION THEREOF. 


Be It Ordained by the City Council of the 
— City of Ames, Iowa: 


| Section 1. No person, firm or eorporation 
— shall create, construct or maintain upon, over 
— or under the surface of any street or alley in 
_ the City any chimney, stairway, platform, steps, 
pipes, cables, wires, ropes, wells, areaways, 
_ railings, vaults, storage tanks, coal or boiler 
_ rooms or any other encroachment of like pri- 
— vate and fixed character, except as hereinafter 
— provided. 


Section 2. No stairway, chimney, platform, 
- steps, pipes, cables, wires, ropes, wells, area- 
ways, railings, vaults, storage tanks, coal or 
| boiler rooms or any other encroachment ot 
- like private and fixed character, including ex- 
cavations in which are placed oil, kerosene and 
gasoline storage tanks, shall be made in, upon 
or over any of the streets or alleys of this City 
— until permission therefor has been granted by 
— the City Council and a written permit issued 
— by the City Manager under such terms and 
— upon such conditions as may be imposed by 
- the City Council. 


Section 3. The City Council may require the 
— payment of such fees as it shall prescribe to 
— be paid annually for the purpose of making 
— an inspection of the encroachment for which 
- a permit has been granted, and failure to pay 
L the said fees when due shall cancel the permit. 


Section 4. The City Council may require as 
a condition precedent to the issuance of a per- 
mit by the City Manager that the property 
owner enter into a contract and furnish a sure- 
ty bond in an amount fixed by the City Council, 
conditioned to hold the City of Ames harmless 
from any damages or expenses of any nature 
sustained by said City or any person or per- 
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sons by reason of the encroachment for which 
the permit is eranted being in any street or 
alley of the City of Ames, said bond to be filed 
with the City Clerk and having good and suf- 
ficient sureties thereon. 


Section 5. The City Couneil may at any time 
revoke any permit issued under and by virtue 
of the terms of this ordinance when the pri- 
vilege granted thereunder conflicts with the 
City’s use of the streets and alleys, any con- 
tract or agreement to the contrary notwith- 
standing. 


Section 6. Nothing herein shall be construed 
as authorizing the right of any person, firm or 
corporation to create or maintain a nuisance. 


Section 7. Ordinances No. 429 and 232 and 
all other ordinances or parts thereof in con- 
füet herewith are hereby repealed. 


Section 8. Any person, firm or corporation 
violating any provision of this ordinance shall 
be deemed guilty of a misdemeanor and upon 
conviction thereof shall be fined in a sum not 
exceeding one hundred dollars, with the costs 
of prosecution, and in default of payment may 
be committed to the city or county jail until 
such fine and costs are paid. 


Section 9. This ordinance shall be in full 
foree and effect from and after its passage and 
publication as provided by law. 


Passed the 15th day of January, 1942. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa, 
1943.” 
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AN ORDINANCE PRESCRIBING 


ING, PLACING OF BUILDING 
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ORDINANCE NO. 555 


RULES AND REGULATIONS FOR EXCAVATION, FILL- 
MATERIALS OR CUTTING OF PAVEMENTS, STREET 


SURFACES AND OTHER STREET APPURTENANCES WITHIN THE STREETS, AVE- 
NUES AND ALLEYS IN THE CITY OF AMES, IOWA, AND THE ISSUANCE OF PER- 
MITS THEREFOR, AND FOR THE ENFORCEMENT OF SUCH RULES AND REGULA- 
TIONS AND PRESCRIBING PENALTIES FOR A VIOLATION THEREOF; REPEALING 
ORDINANCE NO. 388 AND ALL OTHER ORDINANCES IN CONFLICT HEREWITH. 


Be lt Ordained by the City Council of the 
City of Ames, Iowa: 


Section 1. Definition of terms, The follow- 
ing definitions shall apply to all terms and 
provisions of this ordinance: 


(a) Pavement surface: The term *'pave- 
ment surface’ shall include all pavements, 
pavement surfaces, sidewalks, curbs, curb and 


— gutter slabs and all other appurtenances or 
- construction within the limits of streets, ave- 


nues, and alleys in the City of Ames, Iowa. 


(b) Street surface: The term “street sur- 


 Íface'' shall include all street surfaces within 


- 


^. 


the limits of streets, avenues, or alleys within 
the City of Ames, Iowa, other than ‘‘ pavement 
surface’’ as defined herein, whether of earth, 
eravel, einders, bituminous or other materials. 


Section 2. Permit required. It shall be un- 
lawful for any person, firm or corporation to 
exeavate or dig, except to plant or remove 
trees, or to place building or other material, 
or to erect barricades, falsework, form work, 
or place other obstructions within the limits 
of any street, avenue or alley, or to cut into 
or through or excavate along or under any 
pavement surface or street surface without first 
obtainine written permission from the City 
Manager to do such work and without doing 
such work in the time and manner as specified 
in such permit. 


Section 3. Application for permit. Before 
beginning any of the work specified in Section 
2 of this ordinance the person, firm or corpora- 
tion desiring to do such work shall make ap- 
plication to the City Manager for a permit. 
Such application shall specify the location and 
extent of the proposed work, the manner and 


_ method of doing the same and the time during 


which the work will be in progress. 


Section 4. Issuance of permits. The City 
Manager may upon proper application issue 
a permit for any of the work specified in Sec- 
tion 2 of this ordinance, specifying therein 
such regulations and restrictions as he may 
deem necessary to insure the safety and con- 
venience of the public and to restore the street 
surfaces damaged by such work in the most 
satisfactory manner. 


Section 5. Charges for cuts in pavement 
surfaces. Before issuing a permit for cuttine 
into or through a pavement surface or street 
surface, the City Manager shall require the 
person, firm or corporation making application 
for such permit to make a cash payment to the 
City Clerk in sufficient amount to reimburse 
the City for all costs and expense for work 
done or to be done by the City in connection 
with such permit and the increased mainten- 
ance cost of the pavement surfaces or street 
surfaces due to such work. The payments re- 
quired shall be based on the following schedule 
of charges: 


(a) For euts in or through a pavement sur- 
face in place one (1) year or less, Two Dollars 
($2.00) per square foot of surface cut, with 
a minimum charge of Twenty-five Dollars 


($25.00). 


(b) For cuts in or through a pavement sur- 
face in place more than one (1) year, One Dol- 
lar ($1.00) per square foot of surface cut, with 
a minimum charge of Five Dollars ($5.00). 


(e) For cuts in or through stabilized gravel 
street surfaces, thirty cents (30e) per square 
foot of surface cut, with a minimum charge of 
Two Dollars ($2.00). 

The City Manager shall, in addition to the 
above charges, require the person, firm or cor- 
poration doing such work to file with the City 
Clerk an approved surety company bond in the 
amount of $1,000.00 to indemnify the City 


Y 
— 
to 


against claims for accidents or property dam- 
age arising from or occasioned by such work. 


Section 6. Additional permits not required, 
The issuance of a plumbing permit by the City 
for sewer and water connections shall be eon- 
strued as granting permission to a licensed 
master plumber to do such excavation within 
the limits of any street, avenue and alley other 
than cutting into or through or excavating 
under any pavement surface, as may be neces- 
cary to properly execute the work included in 
the plumbing permit. Such work shall, how- 
ever, be done under the supervision of the City 
Manager and in such manner as he may direct. 


Section 7. Right of City to do work. The 
City Manager may reserve the right to perform 
all or such portions of the work of cutting into 
or through or excavating along or under pave- 
ment surfaces, including the backfilling of 
trenches and pavement surfaces repairs, as he 
may deem necessary to fully protect the City 
from undue injury or excessive repair to such 
pavement surfaces. 


Section 8. Violation and penalties. Any 
person, firm or corporation, whether acting 
directly or through employees or agents, that 
violates, disobeys, omits, neglects, refuses to 
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comply with or resists any of the provisions of 
this ordinance shall be deemed guilty of a 
misdemeanor and upon conviction thereof 
shall be subject to imprisonment not exceeding 
thirty (30) days, or to a fine not exceeding One 
Hundred Dollars ($100.00). Whenever the fine 
and costs imposed for the violation of this 
ordinance are not paid, the person convicted 
may be committed to jail until the fine and 
costs are paid, not exceeding thirty (30) days. 
Each day that a violation of this ordinance is — 
permitted to exist shall constitute a separate 
and distinet offense. 


Section 9. That Ordinance No. 388 and all 
ordinances or parts of ordinances in confliet ° 
with the provisions of this ordinance are here- 
by repealed. 


Section 10. This ordinance shall be in full — 
force and effect from and after its passage and 
publication as provided by law. 


Passed the 15th day of January, 1942. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, ` 
“The Ordinances of the City of Ames, Iowa, 
1943.” | 
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Be It Ordained by the City Council of the 


City of Ames, Iowa: 


Section 1. Planted. All trees hereafter 


— planted in any street, avenue or highway shall 


- be planted midway between the outer line of 


— the sidewalk and the curb. In event that neither 


a sidewalk or a eurb line has been established, 
then the trees shall be planted in a loeation as 
designated by the City Manager. All trees 
now or hereafter planted in any street, avenue 


- or highway, that interfere with the making of 


any improvements thereon, or with travel, or 
become dangerous, shall be removed by order 
of the council, and any tree planted in any 
street, avenue or highway shall be. planted 
upon such condition and subject to such re- 


. moval. 


Section 2. Trimming. It shall be unlawful 


— to trim or eut in any manner, any tree in any 


street, avenue, highway or public place, unless 


such trimming or cutting shall be done under 


the supervision of the City Manager, except 
that the owner, agent or occupant of any lot 
or parcel of land shall keep the trees, on and 
adjoining his property in the street, avenue, 


- or highway, trimmed so that the overhanging 


nis 


branehes shall be at least eight feet above the 
surface of the sidewalk and twelve feet above 


the surface of the street, and in all cases all 


trees shall be trimmed as high as the size and 
shape of the trees will permit. 


Section 3. Rules and Regulations. The City 
Plan Commission shall, with the approval of 
the City Council, issue for the City of Ames 
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ORDINANCE NO, 561 


AN ORDINANCE REGULATING THE PLANTING, CARE AND TRIMMING OF TREES 
AND PRESCRIBING PENALTIES FOR VIOLATION. 


regulations pertaining to the planting, main- 
taining and care of trees and shrubs within 
the limits of the streets and publie highways 
and all trees hereinafter planted shall conform 
therewith. 


Section 4. Legality. In event any section of 
this ordinance is declared to be null and void, 
then such declaration shall not affect the re- 
maining portion of this ordinance. 


Section 5. Penalties. Any one violating any 
of the provisions of this ordinance shall, upon 
conviction, be subject to imprisonment not -ex- 
ceeding thirty days, or to a fine not exceeding 
one hundred dollars. Whenever the fine and 
costs imposed for the violation of this ordin- 
ance are not paid, the person convicted may 
be committed to jail until the fine and costs 
are paid, not exceeding thirty days. 


Section 6. All ordinances or parts of ordin- 
ances in conflict with the provisions of this 
ordinance are hereby repealed. 


Section 7. This ordinance shall be in force 
and effect from and after its passage and pub- 
lication as provided by law. 


Passed the 21st day of January, 1942. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa, 
1943.” 
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ORDINANCE NO. 581 


Ban ORDINANCE PRESCRIBING RULES AND REGULATIONS FOR THE INSTALLATION 


Be It Ordained by the City Council of the 
City of Ames, Iowa: 


Section 1. Permit required. No person, firm 
er corporation shall begin or proceed with the 
installation or alterations in any wiring sys- 
tem through or by which is conveyed or in- 
tended to be conveyed electrical current for 
‚power, heating or illuminating purposes in- 
eluding devices used for the generation, trans- 
mission, conduction, absorption, transformation, 
reduction or consumption of electric current 
in any building or structure in the City of 
Ames, Iowa, without a permit having first been 
obtained from the City Manager or his author- 
ized representative. 


| 


i Section 2. Application for permit. Any per- 
son, firm or corporation desiring such a permit 
"shall file with the City Manager an application 
‘in writing on standard forms provided by the 
| City for such application, stating therein the 
location of such work, owner’s name, the name 
of the electrical contractor and the amount and 
nature of the work to be done under the permit 
“and that such work is to be done in accordance 
with the ordinances of the City of Ames, Iowa. 


— Section 3. Permit issued. Upon the City 
; Manager's approval of the application for a 
“permit as provided in Section 2 hereof, he shall 
‘issue a permit to the person, firm or corporation 
‘applying therefor, Said permit shall not be 
Lin force or effect until all the inspection and 
other fees as provided herein have been paid. 
- Provided further, that if the City Manager shall 
deem it necessary, he may before issuing a per- 
mit require a complete set of plans and specifi- 
cations to be filed in his office indicating the 
number of and capacity of all feeders and sizes 
xf conduits, cabinets and switchboards, 


1 OF ELECTRIC LIGHT, HEAT AND POWER, 
- ELECTRICAL WORK; PROVIDING FOR PERMITS THEREFOR, THE MANNER OF IN- 
STALLATION, AND THE INSPECTION THEREOF AND IMPOSING A PENALTY FOR 
THE VIOLATION THEREOF WITHIN THE CITY OF AMES, IOWA. 


WIRING, FIXTURES, APPLIANCES AND 


Section 4. Permit not required. No permit 
shall be required for making repairs or main- 
tenance replacements to any wiring system. No 
permit shall be required for the installation of 
wires to operate eleetrie bells, eas lighting ap- 
paratus, call bells, burglar alarms, telephone, 
telegraph, district messenger, fire alarms or 
other similar installation when a transformer 
is not required and where the voltage as used 
is not over fourteen (14) volts. No permit shall 
be required for the construction, reconstruc- 
tion, alterations or repair of any electric sys- 
tem used in connection with electric light, heat 
or power in industrial plants, central station, 
substations or other publie utility buildings 
where expert electricians are regularly employ- 
ed and who have charge of the electrical work 
in such plants. 


Section 5. Certificate of inspection. Upon 
completing the installation of any electric work. 
electric light or power wiring, electrical fix- 
tures and appliances or electrical work or ma- 
terials, for which a permit has been issued the 
electrical contractor or person in charge of 
same shall notify the City Manager or his auth- 
orized representative in writing who shall with- 
in twenty-four hours inspect such installation. 
If found to comply with the requirements here- 
of and upon payment of all fees hereinafter 
provided for he shall issue a certificate of in- 
spection and approval. In case the City Man- 
ager or his authorized representative finds that 
such electric work or any part thereof is not 
in conformity with the requirements of this 
ordinance, he shall refuse to issue a certificate 
of inspection and approval and upon such re- 
fusal, he shall give notice thereof to the elec- 
trical contractor or person in charge of same, 
giving his reasons therefor together with a 
written statement as to the changes necessary 
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to comply with the requirements hereof. In no 
case shall a certificate of inspection and ap- 
proval be issued on any installation that is 
concealed in such a manner that it cannot be 
examined, No person, firm or corporation shal] 
furnish electricity to any person unless the 
provisions of this ordinance have been fully 
complied with and until the certificate of in- 
spection and approval has been issued by the 
City Manager or his authorized representative. 


Section 6. Covering up electrical work. No 
person having charge of the construction, alter- 
ation or repair of any building or structure, or 
no other person, shall cover or conceal or cause 
to be covered or concealed, any wiring or elec- 
trical apparatus for which permit has been is- 
sued or for which a permit is required before 
the said wiring or apparatus has been inspect- 
ed and approved as required in this ordinance, 


Section 7. Rules and general requirements. 
The installation of all electric light, heat and 
power wiring, all electrical fixtures and appli- 
ances and all electrical work and materials 
therefor shall comply with and conform to the 
1940 “National Electrical Code?” of the Nation- 
al Board of Fire Underwriters, approved 
August 7, 1940, and the Rules for Electric Ser- 
vice and Meter Installation, copies of which are 
on file in offices of the City Clerk and City 
Manager and the same, by this reference there- 
to, are hereby made a part of this ordinance 
and shall govern in all cases not otherwise 
covered by the provisions hereof. All existing 
electrical apparatus, wiring and fixtures shall 
be made to conform to the requirements of this 
ordinance when so ordered by the City Manager 
or his authorized representative. 


Section 8. Conductors. All conductors, how- 
ever well insulated, shall always be treated as 
bare, to the end that, under no conditions exist- 
ing or likely to exist, can any short eireuit 
ceeur and so that all leakage from conductor 
to conductor or between conductor and ground 
shall be reduced to a minimum. 


Section 9. Distribution centers. In laying 
out an installation except for constant current 
systems every reasonable effort shall be made 
to secure distribution centers located in easily 
accessible places at which points cutouts and 
switches controlling the various branch circuits 
shall be grouped for convenience and safety of 
operation. The load shall be divided as evenly 
as possible between branches and al] complicat- 
ed and unnecessary wiring shall be avoided. 


1 
In all publie halls 
and places where exit lights are required, they 
shall be on separate eireuits from those used 
for general lighting. 


Section 10. Exit lights. 


Section 11. Conduit work. | 


(a) Rigid metal conduit—aAll electric wires. 
conducting electrical energy in excess of thirty- 
two (32) volts in or upon the following speci- 
fied buildings and structures except under 
special conditions as noted herein, shall be 
enclosed in metal conduit or metal raceway. 


(1) All buildings and structures within 
the Fire Limits of the City of Ames. 


(2) Schools, hospitals, churches, asy- 
lums, and institutions of every kind for 
the care and treatment of persons. 


(3) Apartment houses, club houses, so- 
cial or community center buildines, and 
multiple dwellines of more than two fami- 
lies. 


(4) 
(5) Garages with foor space for three 
or more cars. 


(b) Flexible metal conduit—Flexible metal 
conduit may be used in lieu of rigid metal con- 
duit under the following conditions. 


Publie and utility buildings. 


(1) In the remodeling or repair of 
existing buildings as specified in (a) above 
where existing wiring is to be extended or 
relocated in concealed locations and the 
use of rigid metal conduit is impractical. 
In exposed locations in such buidings non- 
flexible metal raceways will be permitted. 


(2) For connections not in excess of 
two (2) feet to motors, removable reflect- 
ors and similar installation requiring fre- 
quent removal or adjustment. 


Section 12. Special service connections. No 
person, firm or corporation shall make any 
service connection to any electric light or pow- 
er wiring of the City on the line side of the 
meter, or before an electric meter is installed 
by the City, until a permit for a special service 
connection has been issued therefor and the 
fees specified herein have been paid. | 
si 

Section 13. Workmanship. In all wiring 
special attention shall be paid to the mechanical 
execution of the work, care to be taken i 
neatly running, connecting, soldering, tapin 
ennduetors and securing and attaching the fit- 


tings and whenever in the opinion of the City 
aaizer or hìs authorized representative the 
installation is not so executed, he shall order 
Euch changes, alterations or reconstruction as 


» shall deem necessary. 


Section 14. Right to inspect buildings. The 
‘City Manager or his authorized representative 
shall have access at reasonable times to all 
buildings or structures for the purpose of 
examining the electrical work and earrying 
into effect the provisions of this ordinance. 
The City Manager or his authorized represen- 
tative is hereby “further empowered to make in. 
-speetion of all electrical wires and apparatus 
in the City of Ames when deemed necessary and 
- whenever it shall be ascertained by inspection 
as herein provided, that any electrical installa- 
- tion or part thereof in any building or struc 
ture is so defective as to render the same dan- 
- gerous to person or property, the City Man- 
ager or his authorized representative shall at 
once cause notice to be served upon the owner 
or person in charge or control of same to 
remedy the defeets within a reasonable time, 
to be stated in such notice, and if defects are 
“not remedied within the time fixed by such 
notiee, the City Manager or his authorized re- 
seals may cause the electric current to 

je eut off from such building or structure or 
where possible from that portion of the build- 
ing or structure where defects or improper con- 
ditions exist, and the electric current shall not 
again be turned on until all defects or impro- 
per conditions have been removed or repaired 
and a certificate of satisfactory inspection 
thereof issued as provided by this ordinance. 


Section 15. Fees. The following schedule 
of fees and inspection charges shall apply to 
all work done under the provisions of this 
ordinance, except as otherwise noted herein. 


(a) For a complete ''roughing in” in- 
stallation of incandescent lighting 
or heating concealed or open con- 
struction for the first outlet or 


EZ AA $0.25 
2 Outlets or switehes ....................... MES 
3 Outlets or switehes irn aian NB 
4 Outlets or switches... ai 1.00 


For each additional Outlet or 
switch up to and EEE 25, 
Lo S oi tips LO) 
For each additional Outlet or 
switch over 25, each __. 
For a complete installation of 
motors 1 horsepower, or less . _.. .75 
For each additional H.P. or frac- 
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tion thereof up to and including 
5 H.P. 10 
For each additional TIS or * frae- 
tion thereof up to and ineluding 


vol Ed P TRE EI DETENER .10 
For each H.P. or fraction thereof 
DU Te (Ee eae Pb is 05 
Charges for generators the same per 
horsepower as motors assuming 1] 
horsepower="746 watts. 
(b) Fixtures: 
For installation of from 1 to 5 
rr de eco do EN NEU RUN PO 25) 
For installation of from 6 to 10 
NOCH BUN eens ee UF he ch UE RS Or .90 
For installation of from 11 to 20 y 
sockets .......... 1.06 
For installation of each additional 
socket is i P. E EX. .05 
(e) Signs. For each sign or outline light- 
ing installation of any size contain- 
ing one or more ineandeseent of 
inert-gas tube systems ooo. 1.00 


For re-inspeetion of new work found to be 
defective $1.00 shall be charged for each in- 
speetion made necessary by reason of such de- 
feet. 


Section 16. Penalty. Any person who shall 
do or perform any act or thing prohibited by 
this ordinance, or otherwise than in accord- 
ance with its provisions, or violate any or either 
of the rules or regulations, shall be guilty of a 
misdemeanor, and on conviction thereof, in 
addition to the enforeement of the forfeitures, 
liabilities, stipulations and reservations, shall 
be fined in a sum not more than $100.00, or be 
committed to the county jail for a period ot 
not exceeding thirty days and required to pay 
the eost of the proseeution. 


Section 17. Repeal. All ordinances or parts 
of ordinances in conflict herewith are hereby 
repealed. 


Section 18. Publication. This ordinance shall 
be published as provided by law, and be in 
full force and effect from and after its pub- 
lication. 


Passed the 14th day of September, 1942. 
H. B. Manning, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
'""The Ordinances of the City of Ames, Iowa, 
1943,” 


e 
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q ORDINANCE NO. 474 


- AN ORDINANCE GRANTING TO THE IOWA ELECTRIC LIGHT AND POWER COMPANY, 
A CORPORATION WITH ITS PRINCIPAL PLACE OF BUSINESS AT CEDAR RAPIDS, 
IOWA, AND TO ITS SUCCESSORS OR ASSIGNS, AND AS THE SUCCESSORS OF 
EDWARD G. PRATT AND HIS ASSIGNS, A RENEWAL OR EXTENSION OF THE RIGHT, 
PRIVILEGE AND FRANCHISE TO ESTABLISH, CONSTRUCT AND MAINTAIN A GAS 
WORKS, INCLUDING THE BUILDINGS, TANKS, RESERVOIRS, AND MACHINERY. 
AND TO MANUFACTURE AND SELL GAS FOR POWER, LIGHT, FUEL, HEAT, AND 

f OTHER PURPOSES, AND TO CONTINUE TO MAINTAIN AND TO LAY AND MAINTAIN 
E GAS MAINS, PIPE LINES AND CONDUITS IN THE PUBLIC STREETS, AVENUES, AL- 
: LEYS AND PUBLIC GROUNDS IN THE CITY OF AMES, IOWA, AND TO FURNISH, 
E. DISTRIBUTE AND SELL GAS AND DEFINING ITS RIGHTS, POWERS AND DUTIES; 
Jj AND GIVING THE CITY OF AMES. IOWA, THE POWER TO FIX THE RATES TO BE 
CHARGED FOR GAS, TO ESTABLISH THE QUALITY OF GAS AND TO REGULATE THE 
SERVICE TO BE FURNISHED BY THE GRANTEE TO THE INHABITANTS OF THE 


E CITY OF AMES, IOWA, AND TO PROHIBIT DISCRIMINATION IN RATES BETWEEN 
= THE INHABITANTS OF SAID CITY. 

b 

i Be It Ordained by the City Council of the attachments, connections, fixtures, and ap- 


City of Ames, Iowa: 


Section 1. That in consideration of the bene- 
fits herein expressed and subject to the terms 
and conditions prescribed in this Ordinance, 


- the Iowa Electric Light and Power Co., a cor- 


poration organized and existing under and by 
virtue of the laws of the State of lowa, and 
with its principal place of business at Cedar 
Rapids, Iowa, and to its successors or assigns, 
and which company is hereinafter referred to 
and designated as *“‘grantee’’ is hereby author- 
ized and empowered, and as successor and as- 


sign of Edward G. Pratt and his assigns, to 


continue to maintain and grant its right, pow- 
er and privilege to establish, maintain and 
operate a gas works in said City, and to con- 
tinue to maintain and lay, construct. acquire, 
operate and maintain a system of mains, pipes, 
conduits and feeders and necessary appurten- 


ances for the manufacture of gas and for the 


purpose of supplying and distributing gas 
within the corporate limits of the City of Ames, 
Iowa, for light, fuel, power, heat and other 


T purposes, or for any of them, including any 


territory that may hereafter be annexed there- 
to, and further to continue to maintain and 


- to acquire, lay, use and maintain and operate 


through, upon, under and along the streets, 


1 avenues, alleys, highways, parks and publie 


grounds of said City a system of gas mains and 
serviee pipes, conduits, feeders and necessary 


purtenances for distributing, supplying, and 
selling gas for power, light, fuel and heat and 
any other purpose in the City of Ames, Iowa, 
and to the inhabitants thereof for the full term 
of this franchise. 


Section 2. Such eas mains and service pipes 
shall be so laid as not to interfere with or ob- 
struet the drainage of said City or the con- 
struetion of sewer or underground fixtures for 
the conveyance of water or electricity or the 
necessary and proper use of said streets, ave- 
nues, alleys and publie places. 

Sueh gas mains and service pipes shall be 
laid under the supervision of the City Manager 
and in the event of a dispute as between the 
said Manager and the grantee, the same shall 
be referred to the City Council for final deter- 
mination. 

That the grantee herein, or its successors or 
assigns, shall not excavate in any street or 
make any pavement cut for the purpose of 
changing, repairing or laying any mains until 
a permit has been issued therefor by the City 
of Ames, Iowa, through the office of the City 
Manager, and then only upon such terms and 
conditions as the City may prescribe and as 
shall hold the said City of Ames, Iowa, harm- 
less from any cost or expense. 

The City of Ames, lowa shall have the right 
to require the grantee to remove at its own 
cost and expense any gas main or service pipe 
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which interferes. with or obstructs the con- 
struction, reconstruction or repair of any sewer 
or underground fixture for the conveyance of 
water or electricity. 

The City shall have the right to define and 
establish plumbing requirements pertaining to 
the installation and operation of gas appliances, 
service mains, ete. 


Section 3. The City Council of the City of 
Ames, Iowa, shall have power to regulate the 
rates for service and fix the charges for the 
eas to be furnished by the grantee, and to 
regulate the service, and designate the quality 
of gas to be furnished by the grantee to the 
inhabitants of the City of Ames, Iowa, all in 
accordance with the provisions of the statutes 
of Iowa, with the understanding and upon the 
condition that there shall be no discrimination 
between the consumers as to the rate so charg- 
ed. The City of Ames, Iowa, shall have the 
right to test the gas furnished by the grantee 
to the inhabitants of the City, which test shall 
be made in accordance with the methods pre- 
seribed by the National Bureau of Standards, 
and the test so made in all matters pertaining 
to quality shall be presumptively correct unless 
overcome by affirmative showing of error or 
mistake. 


Section 4. 


(a) The grantee, shall upon the application 
of any person residing within the corporate 
limits of the City of Ames, Iowa, desiring gas 
service where the mains are in front of or 
adjoining the property, furnish the service 
pipes from the main to the lot line without ex- 
pense to the customer. From the lot line to 
the customer's meter a charge may be made 
for the service pipe, as may be from time to 
time fixed by the City Council. 


(b) In the event that the grantee shall re- 
place its present mains, the new connections 
to be made to the eustomer’s service line shall 
be without cost to the customer, and if a dis- 
pute shall arise between the grantee and such 
customer as to the serviceability of the service 
lines the same shall be referred to the City 
Couneil for final determination. 


(e) The said grantee, its successors or as- 
signs, shall at all times have its gas system in 
condition to supply all the gas that shall rea- 
sonably be required for consumption, and shall 
from time to time extend its mains or pipes 
at its own expense whenever gas is desired by 


LI . LI 
any resident or residents of the City at the 
rate of one consumer for each ninety feet of 
the required extension. 


(d) That the grantee will hold the City of 
Ames, Iowa, free and harmless of all damages 
or costs, including all court costs and a rea- 
sonable attorney fee, of any kind or character, 
resulting from the construction, repair or opera- 
tion of said gas mains, service lines, ete., either 
during the course of construction or at any 
time thereafter, or damages to the grantee's 
mains, service lines, ete., caused by the City in 
the construction or maintenance of the City's 
water mains, sewers, electric facilities, streets, 
or other public improvements, 


(e) The grantee shall without further or 
other order adequately protect all open ditches, 
excavations, or other obstructions in any street, 
or other public place, but the City reserves the 
right to require additional protection if in its 
opinion the same is necessary. 


Section 5. The grantee herein agrees that in 
determining what shall be a proper return upon 
its investment, in connection with the fixing 
of rates either by the City Council or in any 
court of record which may review the same, 
they shall not take into consideration any value 
for the franchise herein granted, except such 
sums as the grantee herein may have actually 
expended in connection with the procuring of 
said franchise, however, if such expenditure is 
to be considered by the grantee as a part of 
its permanent investment it shall be incumbent 
upon said grantee to within thirty days after 
the incurring of such expense file with the City 
Clerk of the City of Ames, Iowa, a sworn item- 
ized statement of all such items of expense. 


Section 6. Nothing herein contained shall 
deprive the City of Ames, Iowa, of any rights 
it may have under the statute to acquire the 
property of the grantee, or any part thereof, 
at any time. 


Section 7. The right, privilege and franchise 
herein granted are given by the said Council 
of the City of Ames, Iowa, and accepted by 
the grantee upon the express condition that 
this Ordinanee shall not become effective or 
binding until it shall have been submitted to 
and approved by a majority of the legal 
electors of said City voting thereon and in 
favor of the same as provided by law at a 
special election to be called for the purpose of 
submitting this publie measure, the cost of said 
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on | 8. That nothing herein shall be 
ned in any manner as giving the grantee 
ad /or its successors or assigns any exclusive 

h ht, privilege or franchise. 


 Secti jon 9. That all franchises or ordinances 
heretofore granted or adopted by the City 
- m we) in eonfliet herewith shall fully and 
:ompletely cease, be determined and are here- 
by repealed from and after the effeetive date 
of this ordinanee and the franchise and pri- 
x vi ege herein granted. 


k Section 10. That this Ordinance and pri- 


vileges and franchises as herein granted shall 
be in full force and effect from and after its 
passage by the City Council and its adoption 
by the legal electors of the City of Ames, Iowa, 
at a special election to be held for that pur- 
pose, and its acceptance by the grantee in writ- 
ing filed with the City Clerk within ten days 


from and after its adoption at such special 


eleetion and shall continue in full foree and 


effect for the period of twenty-five years from . 


said date. 
Passed the 4th day of April, 1937, 
W. L. Allan, Mayor 
Attest: J. W. SUN: City Clerk 


Published the 8th day of April, 1937. 
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ORDINANCE NO. 545 


A ORDINANCE REGULATING THE INSTALLATION OF ALL PRIVATE CONNECTIONS 


~ Be lt Ordained by the City Council of the 
City of Ames, Iowa: 


ARTICLE I 


GENERAL RULES AND REGULATIONS 
Section 1. Application of rules and regula- 
tions. The rules and regulations specified 
~ herein shall be considered a part of the con- 
— tract with every person, firm or corporation 
— who is supplied with water through the water 
‚system of the City of Ames, Iowa and every 
such person, firm or corporation by taking 
water, shall be considered to have expressed 
his or their assent to be bound thereby, and 
whenever any of them are violated, or such 
$ others as the City may hereinafter adopt, the 
— City Manager is empowered to eut off the sup- 
ply of water from the property where such 
violation occurs, although two or more parties, 
firms or corporations may receive a supply of 
water through the same service pipe. Any 
'hargze for cutting of the water supply shall be 
charged to the property owner or consumer, 
as the cireumstances shall warrant. 


Section 2. Permit required. (a) No person, 
firm or corporation shall begin work on the 
construction, re-construction, alteration or re- 
| pair of any water pipes connected to the City 

"water system in any building or connect 
water pipes to any main or part of said water 
system in the City of Ames, Iowa, unless he 
is a lieensed Master Plumber, or a person, firm 
^or corporation having in its employ a Master 
Plumber, (exeept as provided in Seetion 6 of 
"this ordinanee), and before beginning such 
work has first obtained a permit for the same 
from the City Manager. 


= (b) No building outside the corporate limits 
of the City of Ames, Iowa, shall be connected 
to the City water supply system, unless the 
«conditions preseribed in the preceding para- 
g raph are met and in addition thereto said per- 
mit is accompanied by a special authorization 
from the City Manager. 


TO THE WATER WORKS SYSTEM, AND THE ISSUANCE OF PERMITS THEREFOR: 
PROVIDING FOR THE CARE, OPERATION 
SERVICES, METERS AND OTHER APPURTENA 
OR FOR FIRE PROTECTION; AND FOR THE 
REGULATIONS AND TO PRESCRIBE PENALTIES FOR A VIOLATION THEREOF, 


AND MAINTENANCE OF ALL MAINS, 
NCES FOR PUBLIC OR PRIVATE USE, 
ENFORCEMENT OF SUCH RULES AND 


Section 3. Application for permit. Any 
person, firm or corporation desiring such per- 
mit shall file with the City Manager an applica- 
tion in writine on the standard form provided 
by the City for such application. 


Section 4. Permit to whom issued. Upon the 
City Manager's approval of the application for 
a permit as provided in Section 3 hereof, he 
shall issue a water permit to the person, firm 
or corporation applying therefor. Said permit 
shall not be in force or effect until all inspec- 
tion and other fees as provided herein have 
been paid. No master plumber’s license may 
be used to secure a permit for anyone other 
than the person, firm or corporation to whom 
such license has been issued. 


Section 5. Permit fee. A charge of fifty 
cents (50e) shall be made for each (new or re- 
newal) permit issued, which fee shall be paid 
to the City Clerk who shall issue his receipt 
therefor. 


Section 6. Permits not required. No per- 
mit will be required for the replacing of broken 
fixtures, or for resetting old fixtures, provided 
such fixtures conform to the regulations con- 
tained in this ordinance, nor the replacing of 
tanks, other than hot water tanks, or faucets 
or repairing leaks in water pipes and appur- 
tenanees in the distribution system 


Section 7. Work to be done by licensed 
journeyman plumbers. All plumbing work 
under the provisions of this ordinance shall be 
done by licensed journeyman plumbers, except 
that an apprentice may assist a regularly li- 
censed journeyman plumber but must be actu- 
ally with and in his presence while so doing. 


Section 8. Authority of plumbing inspector. 
The Plumbing Inspector shall have authority to 
entorce the provisions relating to the installa- 
tion and testing of all plumbing and water ser- 
vices installed under the provisions of this 
ordinance. 
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Section 9. Duration of permit. When a 
water permit has been issued, the work in- 
cluded therein shall be started within sixty 
(60) days from date of the permit, and be com- 
pleted within one (1) year after the beginning 
of the work, otherwise, such permit is null and 
void and a new permit must be obtained. 


ARTICLE II 


SUPERVISION AND INSPECTION 


Section 10. Supervision of the work. When 
a permit has been issued for water connections, 
the doing of such work shall be under the super- 
vision of the Plumbing Inspector, or his author- 
ized representative, at all times and until its 
completion and acceptance. The City Manager 
may revoke said permit at any time when such 
work is not being done in accordance with the 
provisions of this ordinance or the approved 
plans or permit; and if such permit is revoked, 
it will be unlawful for any person to proceed 
further with said work without approval of 
the Plumbing Inspector and the written consent 
of the City Manager. All matters pertaining 
to the cutting of pavement or excavation and 
filling of trenches and ditches, within the limits 
of streets and alleys shall be in accordance 
with the provisions of the City ordinances re 
lating thereto. 


Section 11. Notification of inspection. When 
the water service pipe has been completed from 
the water main to the stop and waste in the 
basement and before such work has been cover. 
ed or in any way concealed from view or any 
fixture set, the work shall be tested and in- 
spected as provided herein: 


(a) It shall be the duty of the Master Plumb- 
er, or his authorized representative, to notify 
the Plumbing Inspector not less than eight (8) 
working hours between the hours of 8.00 
o’eloek a.m. and 4:00 o’eloek p.m. before the 
work is to be inspected or tested, giving the 
permit number, location of work, and the time 
when such work will be ready. 


(b) It shall be the duty of the plumber to 
make sure that the work will stand the test 
prescribed before giving the above notification, 


(c) If, after inspection, the Plumbing In- 
spector finds that the work will not stand the 
test, the plumber shall be required to renotify, 
as above and to pay a sum sufficient to cover 
all expenses for each such additional inspec- 
tion. 


(d) If the Plumbing Inspector, or his auth- 
orized representative, after having been noti- 
fied in writing, fails to appear within 24 hours 
after receipt of said written notice, exclusive | 
of Sundays and holidays, the inspection or test | 
shall be deemed to have been made, the plumb- 
er required to file an affidavit with the City : 
Manager that the work was installed in aecord- 
ance with the ordinanee and permit, and that 
it was free from defects and that the required 
tests had been made and the system was found 
free from leaks. 


Section 12. Right to inspect buildings. The 
Plumbing Inspector, or his authorized repre- 
sentatives, shall have access to all buildings, at 
any reasonable time, for the purpose of examin- 
ing or inspecting the work and carrying into 
effect the provisions of this ordinance. 


Section 13. Certificate of approval. Upon 
satisfactory completion and final test of the 
water supply system a certificate of approval 
will be issued to the owner by the Plumbing 
Inspector and a copy thereof filed with the 
City Manager. 


ARTICLE III 
TESTS 


Section 14. Material and labor for test. The 
equipment, material, power and labor necessary 
for the inspection and all tests shall be fur- 
nished by the plumber. 


Section 15. Testing service pipes and con- 
nections. At the time of inspection, each house 
connection and all service pipe, and connec- 
tions shall satisfactorily withstand a test pres- 
cure of 125 pounds per square inch. If any 
house connection, service pipe or connection 
shall fail to stand such test, it shall be con- 
demned for use and shall be either replaced or 
repaired in such manner as to stand above 
mentioned test pressure. 


Section 16. Tests of fixtures. All range 
boilers shall be of the type known as ‘extra 
heavy’’ and designed to withstand a working 
pressure of not less than 150 pounds per square 
inch. Fixtures and other appurtenances must 
be sufficiently strong to withstand a test pres- 
sure of 125 pounds per square inch. All house 
or range boilers shall be installed with a vent 
hole near the upper end of the inlet pipe to 
prevent siphoning. 


ARTICLE IV 
GENERAL REQUIREMENTS 


— Section 17. Supply from one connection. Not 
more than one house shall be supplied with 
water from one service connection, except in 
ease two or more apartments are located in one 
building and each tenant desires water furnish- 
^ed through a separate meter. In ease two or 
more services are supplied from one connection 
a curb cock and curb box must be supplied for 
each tenant or user and a separate service musi 
- be laid from the curb to the meter. Any de- 
—viation from the above requirements must be 
by written permission of the City Manager. 


Section 18. Service connections. All service 
connections with the City water supply from 
the main to the meter, including the corporation 

- coek, service pipe, stop cock, and curb box shall 
- be installed and maintained at the expense ot 
the property to be served. 


Section 19. Repair of service line, and ap- 
— purtenanees. Whenever any part of the ser- 
vice line between the stop cock and the con- 
sumer's meter develops a leak or becomes out 
of repair, it shall be the duty of the City Man- 
ager to notify the property owner, his legal 
— agent, or the consumer, of such defect and if 
such defect is not repaired within ten (10) days 
after such notice, the City Manager may dis- 
- continue water service until satisfactory repairs 
are made. 
| Whenever any part of the service line be- 
tween the City water main and the stop cock 
develops a leak or becomes out of repair, it 
| shall be the duty of the City Manager to notify 
the property owner, his legal agent, or the con- 
- sumer, of such defect and if such defect is not 
| repaired within ten (10) days after such notice, 
the City Manager shall cause such repairs or 
; renewal of service pipe as may be necessary to 
be made and the cost thereof shall be certified 
© by the City Manager to the City Clerk and, if 
| not paid within 30 days, the water service to 
- the consumer may be discontinued until such 
charge is paid. The City manager is authorized 
- in emergency cases to repair service leaks with- 
out prior notice to the property owner. 


— Section 20. Discontinuance of service. When 
- requested by the occupant of the property, the 
City will cause the water to be turned off at 
the eurb box, provided the eurb cock is in work- 
ing order and is accessible. A charge of One 


Dollar ($1.00) may be made to the oceupant for 
such service. 
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The eost of locating and servic-- 
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ing an inaccessible or damaged curb cock or 
curb box will be at the expense of the oe- 
eupant ordering discontinuance of service. 
Should it become necessary to cut off the water 
at the corporation cock in the main, the ex- 
pense thereof shall be charged to the property 
owner. Water rents and service charges will 
be made until notice of discontinuance of ser- 
vice is given to the City at the office of the 
City Clerk. When water service is discontinu- 
ed, all water rentals and charges of the City 
for water service to the consumer shall be im- 
mediately due and payable. 


Section 21. Claims for damages. It is ex- 
pressly stipulated that no claim shall be made 
against the City by reason of the breaking of 
any service pipe, meter or other appurtenance, 
or if from any cause the supply of water shall 
fail, or from damage arising from shutting off 
the water to repair the mains, make connec- 
tions or extensions, or from any other purpose 
that may be deemed necessary. The right is 
hereby reserved to cut off the supply of water 
at any time notwithstanding any permit grant- 
ed to the contrary. 

It is also expressly stipulated that the water 
supplied by the City through its mains is for 
human consumption and no claims will be al- 
lowed by the City for damages to plants, flow- 
ers, vegetables, or marine animals. 


Section 22. Right to suspend use. The right 
is reserved to suspend the use of hose and foun- 
tains for sprinkling streets, lawns and gardens 
whenever, in the opinion of the City Manager, 
the publie exigeney requires it. 


Section 23. Private fire hydrants. If the 
proprietors of lumber yards, manufaeturers, 
halls, stores, elevators, warehouses, hotel or 
publie buildings, wish to lay pipes with hyd- 
rants and hose couplings to be used only in 
case of fire, they will be permitted to connect 
with the street mains, at their own expense, 
upon application to the City Manager and under 
his direetion will be allowed to use the water 
for fire purposes only, free of charge. 


Section 24. Sprinkler systems. Sprinkler 
systems may be permitted to be attached to 
the water mains by direet eonneetion without 
meters under the direction and supervision of 
the City Manager. No open connection can be 
ineorporated in the system, and there shall be 
no valves except a main control valve at the 
entrance to the building which must be sealed 
open. The property owner or tenant shall 
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promptly report to the City Manager any seal 
which has been broken for the closing of the 
system. A detailed drawing of the sprinkler 
system shall be filed with the City Manager and 
free access to the building shall be granted the 
City for inspection purposes. No charge will 
be made for water used for fire purposes 
throughout a sprinkler system. 


Section 25. Opening or closing of valves or 
hydrants. No person except an authorized 
employee of the City of Ames in the discharge 
of his duty is permitted to open or close any 
City owned or sealed valve or hydrant connect- 
ed to the City water supply without the specifie 
consent of the City Manager to do so. No per- 
son except firemen in case of emergency, shall 
attempt to open any fire hydrant with a wrench 
other than a special hydrant wrench designed 
to fit the spindle nut. Any person violating 
the provisions specified above shall be guilty 
of a misdemeanor and subject to a fine as pro- 
vided in this ordinance. 

Whenever it is necessary to open or close 
valves or hydrants in the City water supply for 
the purpose of making plumbing repairs to 
private services, the Master Plumber doing 
such work shall make application to the City 
Manager who shall cause such valves or hyd- 
rants to be opened or closed as may be neces- 
sary by a City employee authorized to perform 
such work. 


Section 26. Service to be metered. A water 
meter, the property of the City, shall be fur- 
nished and installed by the City to every pri- 
vate service connection in use. A charge shall 
be made for all water passing through the 
meter, whether used or wasted. 


Section 27. Meter repairs. Whenever a 
water meter owned by the City is found to be 
out of order, then the City Manager shall have 
the same repaired and if it is found that dam- 
age to the meter has resulted through careless- 
ness and negligence on the part of the eonsum- 
er, then the consumer shall be liable for the 
expense of the repair of the meter. In event 
that a plumber is called for any emergency re- 
pairs, and it is discovered by him that the meter 
is out of order to such an extent as to cause 
property damage by leakage, he will be per- 
mitted to remove the meter and deliver the 
same to the water works department for repair, 
but in no case will he be allowed to repair such 
meter or to remove same trom service except as 
above specified. 

In case a meter gets out of repair and fails 
to register, then the consumer will be charged 


the average rate as shown by the previous read- 
ings of the meter when in order. 


THE ORDINANCES OF THE City or Ames, Iowa, 1943 | 
k 


Section 28. Private meters. All charges for 
water used will be made on the basis of the 
amount of water passing through meters owned 
by the City, but the City Manager may grant 
permission to private individuals to install and - 
maintain private meters at their expense. 


Section 29. "Turning on water. Any licensed 
plumber may admit water to service pipe or 
conneetions for the purpose of test but upon 
completion of the test he shall turn the water 
off at the curb cock. New services when com- 
pleted by the plumber shall in all cases be left 
turned off at the curb cock. 


Section 30. Shutting off water. Any plumb- 
er shutting off water from a private service, 
except for short periods of time shall report 
the same to the Plumbing Inspector. 


ARTICLE V 
CONSTRUCTION REQUIREMENTS 


Section 31. Authority to tap water mains. 
No person except authorized City employees 
and those having a valid Iowa state plumber's 
license registered with the Plumbing Inspeetor 
of the City of Ames will be permitted to tap 
any water main. The issuance of à water per- 
mit shall be deemed sufficient authority for a 
Master Plumber to tap any City main subjeet 
to the restrietions imposed in Seetions 32 and 
33 hereof. 


Section 32. Method of tapping water mains. 
A four ineh main shall receive no larger than 
one three-quarter inch tap to niake a service 
connection, or two five-eighth inch taps com- 
bined to make one service. 

A six inch main shall receive no larger than a 
cne inch trap for a service, or two three-quarter 
inch taps, or two five-eighths inch taps com- 
bined to make one service. 

Eight inch, or larger mains, shall receive no 
larger than one one inch tap for one service 
or two five-eighth inch taps, or two three- 
quarter inch taps combined for one service, 
All services having two taps shall be combined 
through a **Clow' brass ‘Y°’ pipe connection, 
or equal, 

The use of common pipe fittings, nipples, and 
unions to make a header for combined taps is 
prohibited. 

When a greater capacity of service than a 
one inch tap is required, a two inch tap may 


be used and such tap in the main will be made 
by the City and the property owner charged 
the aetual cost of making such connection. 


Section 33. Location of taps. All taps in 
mains shall be made on the upper one-half 
(15) of the pipe at least eighteen inches (18%) 
apart, and on opposite sides of the pipe, No 
- main shall be tapped nearer than one foot (1^) 
to a joint. 


Section 34. Depth of service pipe. All water 
service pipe shall be laid not less than five (5) 
- feet below the surface of the ground at all 
- points. In placing service pipe connections on 
streets not to final grade such final grade shall 

be obtained from the City Manager before the 
work of excavation is begun and the pipe so 
- laid as to have not less than five (5) feet of 
- cover at all points below such grade. All lead 
or copper service pipe shall be laid with suf- 
- fieient waving so as to provide not less than 
one and one-half feet (115') extra leneth for 

expansion and to prevent possible-damage to 
- the service due to settlement. 


Tw 


Section 35. Corporation cock. A corporation 
cock of either a Mueller or Glauber make, or 
‚its equivalent, shall be inserted in every tap 
one inch or less in diameter made in the water 
main. The connection to the main shall be 
made by a regulation corporation cock one- 
- eighth inch (147) smaller than the service pipe 
therefrom and connected to lead service with 
solder union and full wiped joint, and to cop- 
- per service with a swedged or beaded joint. 
All eonneetions to the water main shall be ade- 
quately supported against breakage from ditch 
settlement. All joints to service pipes shall be 
tested in the presence of and approved by the 
Plumbing Inspector before being covered. 


= 
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Section 36. Service pipe. All service pipe 
coneealed from view between the water main 
and the house service valve, including visible 

; service pipe in pits and manholes shall be of 
cast iron, copper, or lead. 

The inside diameter of the pipe shall be at 
least one-eighth inch larger than that of the 

_tap through which it is supplied, except two 
inch diameter pipe and over which can be the 
- same diameter as the tap. All such piping, 
either lead, copper, or cast iron must be cap- 
able of withstanding an internal pressure of 
not less than 125 pounds per square inch. Due 
precaution must be taken to prevent ‘‘short 
bending” of the goose neck in the service pipe. 
. Service pipe shall be thoroughly flushed before 
the meter is attached. 
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Section 37. Curb cock. There shall be a eurb 
cock in every service connection to the main, 
lateral or extension service supply in streets, 
located approximately one foot outside of the 
sidewalk and in alleys within one foot of the 
alley line, except two inch and larger which 
shall have a street valve box over the valve 
at the water main. The curb box cock to be 
used for services from three-fourth inch to 
two inches shall be the style known as ‘‘In- 
verted Key’’ Mueller or Glauber make curb 
cock, or equal, provided with T handle and 
shall be the same diameter as the pipe served. 


Section 38. Curb box. The curb coek shall 
shall be covered by a stop box of the Western 
pattern, No. 100, or equal, extending to the 
eurb grade. In cases where the surface of 
the ground is higher than the eurb grade to 
such extent that the curb box will not extend 
sufficiently to be in plain view, then the curb 
box shall be extended to the ground surface. 

‘Whenever a water service is renewed or re- 
paired the curb box shall be brought to the 
eurb grade or present natural ground level. In 
placing the curb cock in position care must be 
exercised to provide against settlement of the 
curb box, by providing a base of brick, stone, 
or concrete block set on solid earth for sup- 
port. A support shall be placed across the 
ditch and wired to curb box near the top to 
keep it in a vertical position while filling the 
ditch. 


Section 39. Stop and waste cock. There 
shall be a compression stop and waste cock of 
Mueller or Glauber pattern, or equivalent, at- 
tached to every service inside the building wall 
so as to admit of the water being shut off in 
severe weather, and the pipe and meter drain- 
ed. Such compression stop and waste cock 
shall be set not less than 2 feet above the base- 
ment floor. 


Section 40. Location of meters. All meters 
shall be so located that they may be easily ac- 
cessible at all times to meter readers and meter 
repair men, and shall be located not less than 
21% feet above the basement floor. Plumbers 
shall exercise care in locating meters so that 
there will be enough flexibility in the service 
pipe to afford easy installation of the meter by 
the City. Meters shall not be located in coal 
rooms, or places where they will be covered 
by coal, or other material, at any time. If any 
meter is to be located in any premises where 
there is likelihood of meter being damaged by 
freezing, such as in unheated buildings, rooms 
or basements, then the piping must be so ar- 
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ranged that the meter will be in a vertical posi- 
tion when set, and the stop and waste valve 
located in the ground at the same depth as 
the service pipe. The stop and waste valve shall 
be controlled by a rod suitably connected to 
the handle of the stop and waste valve, so 
. that the water may be turned off during severe 
weather, and the piping and meter drained. 
Provision shall be made by the plumber to al- 
low the water draining back to flow freely 
from the waste hole by placing a sufficient 
amount of gravel around stop and waste to 
keep the dirt at least one foot away from the 
stop and waste cock. 


Section 41. Changing location of meters. The 
location of any water meter owned by the City, 
shall in no ease be changed without permission 
being obtained from the Plumbing Inspector 
and in no ease shall water be used without 
a meter except as herein provided. 

l 

Section 42. Excavation and filling ditches. 
In excavating service ditches within the limits 
of pavements or surfaced streets care shall be 
taken to prevent damage to the street surfac- 
ing adjacent to the ditch. Tunnels under the 
surface of pavements or surfaced streets will 
not be permitted in excess of three (3) feet 
when measured from a vertical line produced 
from the edge of the pavement cut at the 
street surface. 

It shall be unlawful for any person, firm or 
corporation doing plumbing work to begin any 
excavation or pavement cut or to place any 
obstruction within the limits of any street, 
avenue, alley or public place within the cor- 
porate limits of the City of Ames, Iowa, with- 
out first having made application for, and re- 
ceived, a permit therefor. 

The City will backfill all house service 
ditches and excavations within the limits of 
all streets, avenues, and publie places within 
the corporate limits of the City. 

The Master Plumber shall notify the City 
Manager’s office when such ditches or excava- 
tions are ready for backfilling and the City 
will fill the same as promptly as possible there- 
after. The responsibility of the Master Plumb- 
er for the maintenance of red lights, barri- 
cades, or other protection shall cease when the 
City begins the work of backfilling the ditch 
or not later than 48 hours from the time of the 
receipt of written notification by the City Man- 
ager that the ditch is ready for backfilling. 

The City will charge the Master Plumber 
the sum of twenty-five cents (25e) per lineal 
foot of ditch for such backfilling work, 


Section 43, Water for building purposes. | 
Contractors, builders, or others desiring water 
for building purposes, shall first make applica- - 
tion to the City Manager for such service. The 
charge for water will be based on the consump- 
tion shown by water meter which will be in- 
stalled by the City at such time as he desires 
to begin using the water, All water meters for 
use in freezing weather shall be proteeted from 
damage by freezing at the consumer’s expense. 


ARTICLE VII 


VALIDITY, PENALTY FOR VIOLATION AND REPEAL OF 
CONFLICTING ORDINANCES 


Section 44. Validity of ordinance. Should 
any provision of this ordinance be held by any 
court of competent jurisdiction to be invalid, 
such decision shall not affect the validity of 
the remainder of the ordinance. 


Section 45. Violation of ordinance. Any 
person, firm or corporation violating any pro- 
vision of this ordinance shall, upon conviction 
thereof, be fined a sum not exceeding One 
Hundred Dollars and costs, and in default of 
payment thereof shall be committed to the 
city or county jail until such fine and costs 
are paid, not exceeding thirty days. 


Section 46. Repeal of conflicting ordinances. 
That Ordinance No. 391 and all ordinances or 
parts of ordinances in conflict herewith are 
hereby repealed; provided that such repeal 
shall not in any way affect any act hereto- 
fore committed in violation of such ordinance 
so repealed, or any proceedings now pending 
thereunder, but all such offenses heretofore 
committed against the provisions of such ordin- 
ances, or any of them, may be prosecuted and 
punished the same as if said ordinances were 
in full force and effect. 


Section 47. Ordinance in effect. This ordin- 
ance shall take effect and be in force from and 
after its passage and publication as required 
by law. ; 


Passed the 5th day of January, 1942. 
Frank D. Paine, Mayor 


Attest: J. W. Prather, City Clerk. 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa, 
1943,” 
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ORDINANCE NO, 566 


4 A GENERAL MISDEMEANOR ORDINANCE RELATING TO THE PEACE, SAFETY AND 


GOOD ORDER OF THE CITY; CREATING AND DEFINING CERTAIN OFFENSES ; PRO- 
VIDING PUNISHMENT FOR THEIR COMMISSION; AND REPEALING ALL ORDIN- 
ANCES OR PARTS THEREOF CONTRARY TO OR INCONSISTENT HEREWITH. 


Be It Ordained by the City Council of the 
- City of Ames, lowa: 


Section 1. Principal and accessory. The 
distinction between principal and accessory, 
either before or after the fact, shall have no 
application in the enforcement of the provi- 
- sions of this ordinance, All persons concerned 
- in the commission of acts prohibited herein, 
whether they directly commit the act consti- 
tuting the offense or aid, abet and conceal its 
. commission, shall be tried and punished as 
_ though they were principals. 


(a) Offenses against peace and order. 

Section 2. Disturbing the peace and quiet— 
breach of peace. Any person, who willfully 
disturbs or interferes with the peace and quiet 
of another by violent, offensive or obstreperous 
eonduet, or by using toward another profane, 
offensive or threatening language, calculated to 
provoke a breach of the peace, within the City, 
shall be guilty of a misdemeanor. 


Section 3. Permitting disturbance of Peace 
on Premises. Any person, who suffers or per- 
mits quarreling, fighting, unusual noise or af- 
fray in any house, building, or upon any pre- 
mises owned, occupied, possessed or controlled 
by him, within the City, in such manner as 
to disturb the peace of others or the public 
quiet of the neighborhood or vicinity, together 
with all others taking part therein, shall be 
euilty of a misdemeanor. 


Section 4. Disorderly hall, pool rooms, ete. 
Any person who keeps or maintains any dance 
hall, pool or billiard room, skating rink, shoot- 
ing gallery or other place of amusement open 
to the public, within the City, in which any 
disturbance of the peace or disorderly conduct 
is permitted, shall be deemed guilty of a mis- 
demeanor. 


Section 5. Disturbing public meetings. Any 
person, who disturbs, interferes with or inter- 
rupts the peace and order of any public meet- 
ing or lawful assemblage of people, within the 
City, by any disorderly act or conduct, shall 
be guilty of a misdemeanor. 


Section 6. Using blasphemous or obscene 
language. Any person, who uses blasphemous 
or obscene language, to the disturbance of the 
public peace and quiet, within the City, shall 
be guilty of a misdemeanor. 


Section 7. Fighting. Any person, who en- 
gages in a fight with, strikes or attempts to 
strike, invites, challenges or defies another to 
fight, except in a reasonable defense of him- 
self and property, within the City, shall be 
guilty of a misdemeanor. 


Section 8. Assault and battery. Any person, 
who commits an assault or an assault and bat- 
tery, as the same is defined by the laws of the 
State of Iowa, within the City, shall be guilty 
of a misdemeanor. 


Section 9. Affray. Two or more persons, 
voluntarily or by agreement, engaging in any 
fight or the use of blows or violence toward 
each other, in an angry or quarrelsome man- 
ner, in a public or other place in the City, to 
the disturbance of others, shall be guilty of a 
misdemeanor. 


Section 10, Unlawful assembly. When three 
or more persons in a violent or tumultous man- 
ner assemble, within the City, to do an unlaw- 
ful act, or, when together, attempt to do an 
act, whether lawful or not, in an unlawful, 
violent or tumultuous manner, to the disturb- 
ance of others, they shall be guilty of a mis- 
demeanor. 
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Section 11. Riot. When three or more per- 
sons assemble, within the City, and in a violent 
or tumultuous manner commit an act, unlawful 
under the ordinances of the City or laws of 
the state, or together do a lawful act in an 
unlawful, violent or tumultuous manner to the 
disturbance of others, they shall be guilty of 
a misdemeanor. 


Section 12. Assisting police. In case of an 
affray, unlawful assembly or riot, as defined by 
the three preceding sections, any police officer 
of the City shall have the right to call to his 
assistance any able bodied male person present, 
and if such person, without reasonable excuse, 
neglects or refuses to come to the aid and as- 
sistance of the said officer, he shall be guilty 
of a misdemeanor. 


Section 13. Bells, gongs, ete. Any person, 
firm or corporation who rings bells, sounds 
eongs, blows or sounds horns, or uses a broad- 
casting device or other similar devices upon 
the streets, avenues or alleys of the City for 
the purpose of advertising any auction sale, 
event, or attracting the attention of the public, 
without first having secured permission of the 
City Council, such permission being revokable 
at any time by the City Manager, shall be guilty 
of a misdemeanor. | 


Section 14. Barking and howling dogs. Any 
person, firm or corporation owning, keeping or 
harboring, within the City, any dog which 
habitually barks or howls at night to the an- 
noyance and disturbance of residents of the 
immediate neighborhood, shall be guilty of a 
misdemeanor. 


Section 15. Chickens and other fowls. Any 
person, firm or corporation owning, keeping or 
harboring, within the City, chickens, ducks or 
other fowls, which by their crowing, quacking 
or other noises during the night or early morn- 
ing hours, disturb or annoy the residents of 
the immediate neighborhood, shall be guilty of 
a misdemeanor. 


Section 16. Bees. Any person, firm or cor- 
poration owning, keeping or harboring bees, 
within the City, which disturb or annoy the 
residents and people of the immediate neigh- 
borhood, shall be guilty of a misdemeanor. 


(b) Offenses 
decency, 


against public morals and 


Section 17. Houses of ill fame. Any person, 
who keeps, maintuins or conducts a bawdy 
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house, brothel, house of ill fame, or one resort. | 
ed to for the purpose of prostitution, lewdness 
or fornication, within the City, shall be guilty 
of a misdemeanor, | 


Section 18. Frequenting house of ill fame. 
Any person who resorts to, frequents or be- 
comes an inmate of any house of ill fame, or 
resorts to any house, rooms, apartment, hotel, 
building, tourist court, or place, within the 
City, for a lewd or immoral purpose, shall be 
guilty of a misdemeanor. 


Section 19. Lewd women. Any lewd woman 
or prostitute, who plys her trade, solicits pat- 
ronage for herself or others, or commits any act 
of prostitution or lewdness, within the City, 
shall be guilty of a misdemeanor. 


Section 20. Disordery conduct—soliciting on 
streets. Any person, who frequents the streets, 
walks or other publie plaees or is found thereon 
soliciting acquaintance with any person for 
any immoral purpose, or frequents or is found 
upon the streets, walks or public places with 
an intent to form acquaintances for an immoral 
purpose, within the City, shall be guilty of a 
misdemeanor. 


Section 21. Disorderly conduet—pandering. 
Any male person, who accosts, addresses of- 
fensive remarks to, oggles or winks at, attempts 
to make the acquaintance of or to force his 
company upon any female person with whom 
he is unacquainted, within the City, or who 
acts in an otherwise offensive manner toward 
such female person on the streets or in publie 
places within the City, shall be guilty of a mis- 
demeanor. 


Section 22. Disorderly houses, keeping. Any 
person, who knowingly permits or allows any 


drunkenness, lewd, obscene or indecent con- 


duct in any house, apartment, hotel, building, 
tourist court, or room therein, owned by him 
or under his control, within the City, or suffers 
or permits persons to resort thereto for a lewd 
or immoral purpose, shall be guilty of a mis- 
demeanor. 


Section 23. Letting house or room for im- 
moral uses. Any person, who lets or leases 
any house, apartment, building or room there- 
in, within the City, knowing that the lessee 
thereof intends to use the same as a house of 
ill fame or prostitution, assignation house, 
gambling house or otherwise disorderly house, 
or knowingly allows or permits the lessee there- - 
of to use the same for any such or other im- 
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purpose, shall be guilty of a mis- 


mes 10r. 


„Section 24. Disorderly conduct, lewdness. 
y person, who conducts himself or herself 
in lewd, indecent or immoral manner, or who 
engages with another person or persons in any 
boisterous, offensive or disorderly conduct 
which is shocking or degrading to the public 
morals and deceney, within the City, shall be 
guilty of a misdemeanor. 


Section 25. Indecent behavior. Any person, 
who appears in any publie place or exposes 
himself or herself to public view in a state of 
nudity or in an indecent or lewd dress, or any 
person, who makes any indecent exposure of 
- his or her person or is guilty of any lewd 
or indeeent act or conduct, within the City, 
- shall be guilty of a misdemeanor. 


- Section 26. Immoral books, pictures, ete. 

Any person, firm or corporation, who, within 
the City, imports, prints, publishes, sells, gives 
- away, or has possession of any lewd, obscene 
or indecent book, pamphlet, magazine, picture, 
card or any written or printed paper whatso- 
- ever, shall be guilty of a misdemeanor. 


- Section 27. Immoral shows and entertain- 
ments. Any person, firm or corporation, who 

| as owner, manager, director, agent, or in any 

- ether capacity, prepares, advertises, gives, pre- 

- sents or participates in any obscene, indecent, 
immoral or impure drama, play, exhibition, 
show or entertainment, which would tend to 

- the corruption of the morals of youth or others, 

- within the City, shall be guilty of a mis- 
demeanor. 


Section 28. Offensive advertising matter. 
Any person, firm or corporation, for commercial 
reasons, who distributes, within the City, any 
advertising or other matter that contains pic- 
tures or descriptions of private, venereal or 
loathsome diseases, or is morally offensive, shalt 
be guilty of a misdemeanor. 
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Section 29. Gambling. Any person, who 
bets, wins or loses money or other property at 
any gambling table, gambling device, or game 
of chance, within the City, shall be guilty of 
a misdemeanor. 


Section 30. Keeping gambling house. Any 
person, who keeps a house, shop or place re- 
Sorted to for the purpose of gambling, or per- 
 mits or suffers any person in any house, shop 


play slot machines, punch boards, 
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or other place under his control or care to 
at cards, 
dice, faro, roulette, equality or other game for 
money or other things, within the City, shall 
be guilty of a misdemeanor. 


Section 31. Frequenting gambling house. 
Any person, who resorts to any buiding, rail- 
road car or to any place for the purpose of 
gambling, or taking part in any game of 
chance for money or any other thing, or who 
shall be found therein or thereat with others 
who are there for such purpose, within the 
City, shall be guilty of a misdemeanor. 


Section 32. Slot machines. Any person, firm, 
corporation, partnership or unincorporated as- 
sociation, who operates or has in his or its 
charge, within the City, any slot machine of 
any kind or character, or any other machine 
or device into which may be deposited any 
sum of money, and which shall or may pay 
to the person depositing such money any sum 
of money, article or merchandise in an amount 
or value greater or less than the amount de- 
posited, shall be guilty of a misdemeanor. 


Section 33. Punch boards. Any person, firm, 
corporation, partnership or unincorporated as- 
sociation, who operates or has in his or its 
charge, within the City, any punch board of 
any kind or character which shall or may pay 
to the person paying for the privilege of play- 
ing same, any sum of money, article or mer- 
chandise in an amount or value greater or 
less than the amount paid by an individual for 
the privilege of playing or operating same, 
shall be guilty of a misdemeanor. 


Section 34. Destruction and confiscation, 
Any machine, device or other articles used for 
gambling, as hereinbefore defined, and coming 
into the possession of, or being taken by police 
officers in connection with any raid or arrest, 
shall be destroyed under direction of the Judge 
of the Municipal Court. Money found or taken, 
under conditions stated, shall be confiscated 
to the use of the City. 


Section 35. Intoxication. Any person, who, 
within the City, becomes drunk or intoxicated, 
or is found in a state of intoxication, shall be 
guilty of a misdemeanor. 


Section 36. Intoxicating liquor. The manu- 
facture, sale, possession or transportation of 
intoxicating liquor, contrary to the statutes of 
the State of Iowa, is hereby declared to be an 
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offense against the City of Ames, and any per- 
son guilty thereof shall be deemed to have 
committed a misdemeanor, 


Section 37. Buying from a bootlegger. Any 
person, who, within the City, buys or receives 
intoxicating liquor from a bootlegger, or from 
any person not duly authorized to sell under 
the laws of the state or United States, shall 
be guilty of a misdemeanor, 


Section 38. [False drawing or uttering of 
checks. Any person, who, with fraudulent in- 
tent, makes, draws, delivers, utters or gives 
any check, draft or written order upon any 
bank, person or corporation and who secures 
money, credit, or thing of value therefor, and 
who knowingly does not have an arrangement, 
understanding or funds with such bank, person 
or corporation sufficient to meet or pay the 
same, shall be guilty of a misdemeanor. 


Section 39. Evidence of violation. The fact 
that payment of said check, draft, or written 
order when presented in the usual course of 
business shall be refused by the bank, person, 
or corporation upon which it is drawn, or that 
it be protested for nonpayment for lack of 
such arrangement, understanding or funds 
with which to meet the same, shall be material 
and competent evidence of such lack of ar- 
rangement, understanding or lack of funds. 


Section 40. Evading admission fee to en- 
tertainments. Any person, who wilfully enters 
any building or inclosure where any public 
entertainment or exhibition is being held, 
within the City, and at which an admission fee 
is charged, without paying such fee, or with- 
out leave to so enter from the proper party, 
shall be guilty of a misdemeanor. 


Section 41. False weights and measures. Any 
person, firm or corporation, within the City, 
who gives any false weight or measure or uses 
any weight, scale or other instrument for 
weighing or measuring any article for sale, un- 
less the same shall strictly conform to the 
standards adopted by the State of Iowa, shall 
be guilty of a misdemeanor. 


Section 42. Defrauding hotel or restauran: 
keepers. Any person, who obtains food, lode- 
ing or other accommodation at any hotel, inn 
or boarding or eating house, within the City, 
with the intent to defraud the owner or keeper 
thereof, shall be guilty of a misdemeanor. 
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Section 43. Soliciting under false pretense. 
Any person who solicits alms, aid, or funds, 
within the -City, for any charitable institution. 
or for any institution, enterprise, business or 
project under any false or fraudulent pretense, 
or who falsely or fraudulently represents him- 
self or herself to be the agent. solicitor or 
representative of any person, firm, corporation, 
business or institution for trade, business, or 
other purposes, shall be guilty of a mis- 
demeanor. 


Section 44. False and misleading statements 
of the contents of newspapers. Any person 
selling or offering for sale newspapers, within 
the City, who by public outery, for the purpose 
of making or inereasing sales, gives false and 
misleading statements of the contents thereof, 
shall be guilty of a misdemeanor. 


(e) 


Section 45. Larceny. The crime known as 
petty larceny is hereby declared to be an 
offense against the City of Ames. Therefore, 
if any person shall steal, take and carry away 
the money, goods or property of another, when 
the value thereof does not exceed the sum of 
twenty dollars, he shall be guilty of a mis- 
demeanor. 


Offenses against property. 


Section 46. Receiving stolen goods. Receiv- 
ing stolen goods when the value does not ex- 
ceed the sum of twenty dollars is hereby de- 
clared to be an offense against the City of 
Ames. Therefore, if any person shall buy, re- 
ceive, conceal, or aid in concealing any stolen 
money, goods, or property, the stealing of which 
is larceny, or property obtained by robbery or 
burglary, knowing the same to have been so 
obtained, he shall, when the value of the pro- 
perty so bought, received or concealed, does 
not exceed the sum of twenty dollars, be guil- 
ty of a misdemeanor. 


Section 47. Injury in general. Any person. 
who defaces, injures, destroys, or interferes 
with the property of another, either real or 
personal, without the consent of the owner, 
shall be guilty of a misdemeanor. 


Section 48. Trespassing. Any person, who 
trespasses upon the premises of another, with- 
in the City, and there cuts, breaks or injures 
any tree, shrub, plant, flower or vegetable 
garden, or takes, removes or injures any fruit, 
flowers, vegetables or produce thereon, or 
interferes with or injures any other property 
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la y upon the said premises, shall be guilty 
of a B keaton. 


Section 49. Injuring public property. Any 
person, who, without the consent of the proper 
authority, defaces, injures or destroys any 
3 viding, bridge, paving, side or eross walk, 
Benin or sewer, or any other property belone- 
ing to the City of Ames or State of Iowa, with- 
jn the City, shall be guilty of a misdemeanor. 


Section 50. Injuring telephone. telegraph 
and electric poles or wires. Any person, who 
discharges any projectile from any bow, air- 
eun, rifle or other instrument or throws any 

stone, stick or other thing at the elass insulat- 

ors upon the telephone, telesraph and electric 
fight and power poles, or at the fixtures or 
_ lamps upon such poles, or who throws strings, 
wires, or other things with stones or other 
weights attached across telephone, telegraph 
or other wires carrying electricity, within the 

City of Ames, or in any manner injures, de- 
‘stroys or interferes with any poles, fixtures or 

publie wires earrying electric current within 
the City, shall be guilty of a misdemeanor. 


Section 51. Defacing notices. Any person, 
who defaces or tears down any notice, ordin- 
ance or advertisement, within the City, posted 
by order of the City Couneil or by any public 
officer in the performance of his official duties, 

- shall be guilty of a misdemeanor. 


- Section 52. Posting bills on property. Any 
person, who defaces any private or publie pro- 
perty, within the City, by posting, pasting, 
tacking, sticking or nailing thereon any ad- 
_ vertising bills, posters, or any other written 

- or printed matter, except legal notices provid- 
ed by law, or in any manner defaces same 
without first having obtained the written con- 
sent of the owner or agent of such property, 
- shall be guilty of a misdemeanor. 


Section 53. Cemeteries. Any person, who 
injures or destroys, or interferes with any tree, 
shrub, flower or planting in any cemetery, 
within the City, or injures, defaces or inter- 
feres with any grave, vault, tombstone, mark- 

er, monument, building, fence or other pro- 
perty lawfully Marein, shall be guilty of a 
misdemeanor. 


Section 54. Parks and rules of park com- 
mission. Any person, who wilfully cuts, breaks, 
injures, destroys, or interferes with any tree, 
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shrub, flower, bush, or any other planting in 
any public park of the City, or wilfully vio- 
lates any rule or regulation of the park com- 
mission, after the same has been published or 
posted, shall be guilty of a misdemeanor. 


Section 55. Interfering with electric light 
or power meter. Any person, who interferes or 
tampers with, or changes any electric light or 
power meter used by the City for the purpose 
of measuring eleetrie current, or who, with an 
intent to defraud, uses a wire or other device 
to prevent or attempt to prevent the full cur- 
rent from passing through the said meter, shall 
be guilty of a misdemeanor. 


Section 56. Interfering with gas or water 


meter. Any person, who, with an intent to 
injure or defraud, interferes with, tampers 
with or changes any eas or water meter of 


the City, or public utility, or any pipe or main 
thereof conveying water or gas, within the City, 
shall be guilty of a misdemeanor. | 


Section 57. Interfering with motor vehicles. 
Any person, who wilfully removes, injures, 
destroys, meddles or interferes with, or puts 
out of adjustment, any apparatus or equip- 
ment attached to any motor vehiele, or who 
injures, defaces, meddles or interferes with 
any motor vehicle, in any other manner, with- 
out the consent of the owner or the person in 
lawful eharge thereof, within the City, shall 
be guilty of a misdemeanor. 


Section 58. Fire on pavement. Any person, 
who builds or eauses to be built any fire upon 
the pavement or sidewalk on any street or 
avenue, within the City, shall be guilty of a 
misdemeanor. 


Section 59. Walking or driving upon newly 
laid sidewalk or pavement. Any person, who 
walks or drives a vehicle upon any newly laid 
pavement or sidewalk before the same has 
been opened up to traffic, or who removes or 
interferes with any barriers protecting the same, 
shall be guilty of a misdemeanor, and such 
person, in addition to any fine that may be 
assessed, shall be liable for any damage done 
to the said paving or sidewalk. 


Section 60. Traction engines prohibited, 
Any motor vehicle, truck, or traction engine 
which by the laws of the state is now, or which 
may at any time hereafter, be prohibited from 
operating upon any paved or graveled high- 
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way, is hereby prohibited from operating upon 
any paved street, avenue or alley within the 
City. 


Section 61. Street signs. Any person, who 
injures, defaces, breaks, takes down or removes, 
or in any manner interferes with any street 
sign placed in a street under authority of the 
City Couneil, within the City, shall be guilty 
of a misdemeanor. 


Section 62. Blocking street crossings. Any 
railroad company, railroad engineer, train 


conductor or other person, who causes or al- 
lows any locomotive, engine, ear or train of 
ears to stop at or remain upon, or in any man- 
ner obstruct any street crossing within, the 
City, for more than five minutes, at any one 
time, shall be guilty of a misdemeanor. 


Section 63. Street parkines. Any person, 
other than the adjoining lot owner, and other 
than one acting for the City of Ames or its 
park commission in a proper case, who cuts, 
breaks, injures or destroys or interferes with 
any tree, shrub, flower, bush or any other 
planting upon a street parking, within the City, 
shall be guilty of a misdemeanor. 


Section 64. Guarding excavations. Any per- 
son, firm or corporation, who leaves or allows 
to be open any excavation or vault, in, on, or 
under any street, avenue, alley or sidewalk 
within the City, and fails to guard or protect 
people passing, riding, or driving thereby. by 
proper guards and lights, shall be guilty of a 
misdemeanor. 


Section 65. Guarding obstructions. Any 
person, firm or corporation, while constructing 
any sidewalk, residence, building or other im- 
provement, or while making repairs to the 
same, or for any other purpose, who piles sand, 


dirt, brick, lumber, or other material upon any 


street, avenue, alley, or publie place, or within 
the street limits, within the City, without main- 
taining at and thereon at proper places a light- 
ed lamp, lighted lantern or flares between the 
hours of sunset and sunrise, sufficiently bright 
to be easily observed at a distance of three 
hundred feet, shall be guilty of a misdemeanor, 


Section 66. Ashes and rubbish in alley. Any 
person, who places or piles ashes, manure or 
rubbish in any street, avenue or alley, within 
the City, shall be guilty of a misdemeanor, 


Section 67. Throwing paper in streets. Any 
person, who throws or deposits or causes to be 
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thrown or deposited, any paper, cards, adver- 
tisements or the like, into any street, alley | 
or other public place, within the City, shall be 
guilty of a misdemeanor. 


Section 68. Throwing glass, tacks, ete., in 
streets. Any person, who throws or places in 
any s'reet or public place, within the City, any 
broken glass, glass bottles or other articles of 
glass, tacks, nails, or any other sharp pointed 
materials, substance or things, shall be deemed 
guilty of a misdemeanor. 


Section 69. Eneumbering sidewalks. Any 
person, firm or corporation, who obstructs or 
encumbers any sidewalk, within the City with 
boxes, barrels, packages, signs, building or 
other material, except temporarily when re- 
ceiving or taking away goods or merchandise 
from adjoining premises, and except when 
building or improving such property, and then 
only after obtaining permission from the City 
Council under such conditions as it may im- 
pose, shall be guilty of a misdemeanor. 


Section 70. Removal of guards. Any per- 
son, who takes down, removes, carries away or 
interferes with any fence, railing, barricade, 
or other guard placed about, around or at any 
excavation, pile of dirt, rock or other material, 
in a street, avenue, alley, public ground, or on 
private property, which has been set as a warn- 
ing thereof, or who removes, extinguishes, car- 
ries away or interferes with any light, lantern 
or flare placed at the said obstruction, within 
the City, shall be guilty of a misdemeanor. 


Section 71. Removal or interference with 
erade stakes or monuments. Any person, who 
removes, breaks, earries away, injures, destroys 
or interferes with, in any manner, any grade 
stake, stone or other marker or monument 
within the City, set by the city engineer or his 
assistants or federal or state authorities to 
designate grade, corners, lines or bench marks, 
or who defaces, removes any letters, figures or 
marks thereon, shall be guilty of a mis- 
demeanor. 


Section 72. Painting signs on sidewalks. 
Any person, firm or eorporation, who paints 
or eauses to be painted, any sign or other ad- 
vertising matter upon the publie sidewalks of 
the City, shall be guilty of a misdemeanor. 


Section 73. Streets, allowing material to 
drop from vehieles. Any person, who hauls, 
carries or conveys dirt, manure, shavings, cin- 
ders, stone, sand, coal, wood, hay, straw, ashes 


or other substances or materials, on, over, or 
across any street, avenue or alley, within the 
City, and allows or permits any portion thereof 
to fall or be deposited upon the said street, 
» or alley, shall, unless the said material 
is forthwith and immediately removed there- 
from, be guilty of a misdemeanor, provided, 
however, this section shall not apply to the 
construction, repair or maintenance of streets, 
avenues or alleys within the City. 


avent 


Section 74. Library rules. Any person, who 
takes from any public school, or college library, 
"within the City, any book, pamphlet, periodical, 
paper or other property, exeept in aeeordanee 
with the rules of such library; or who takes 
- or borrows from such library any book, pamph- 
let, periodical, paper or other property and 
neglects or refuses to return the same within 
one week after receiving notice to do so; or 
who shall wilfully eu‘, mutilate, mark, tear, 
write upon, deface or otherwise destroy or in- 
ire any book, pamphlet, periodical, map, 
document, picture or other property of such 
library; or who violates any other rule of the 
said library. or disturbs the peace and quiet 
thereof by disorderly conduct, shall be guilty 
of a misdemeanor. 


- (d) Offenses against safety and public 
‘policy. 


Section 75. Resisting an officer. Any per- 

- son, who resists, obstructs, or interferes with 

the performance of any public officer in the 

performance of his official duties, within the 
- City, shall be guilty of a misdemeanor. 


Section 76. Impersonating officers. Any 
person, who falsely represents himself to be 
an officer of the City of Ames, of the State of 
lowa, or any other state, or of the United 
States, or who without legal authority attempts 
to exercise any of the powers or duties of such 
officers, shall be guilty of a misdemeanor. 


Section 77. Commands of police officers. 
Any person, who refuses or fails to obey the 
commands or directions of a police or traffic 
officer of the City, stationed and doing duty 
at any street, avenue or crossing thereof, or 
at any public place, shall be guilty of a mis- 
demeanor. 


Section 78. Unlawful use of police telephone 
or radio system. Any person, who wilfully 
uses the police telephone or radio system ot 
the City to make a false report as to any 
 erime, offense, cireumstance or condition, or 
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in any manner whatsoever uses such telephone 
or radio system, or any part thereof, for any 
improper or wrongful purpose, or in any man- 
ner contrary to the rules of the Police Depart- 
ment, within the City, shall be guilty of a mis- 
demeanor. 


Section 79. Giving false alarm. Any per- 
son, who by telephone, or in any other way or 
manner, wilfully gives a false alarm whereby 
the fire department is called out, shall be guil- 
ty of a misdemeanor. 


Section 80. Driving over public personal 
property. Any person, who runs or drives any 
engine, ear, motor or other vehicle over or 
across any fire hose, wire, rope, chain, cable 
or device used by any public employee in the 
performance of his or their official duty, with- 
out the permission of the person in lawful 
charge of the same, shall be guilty of a mis- 
demeanor. 


Section 81. Interfering with hydrants. Any 
person, unless properly authorized, other than 
an employee of the City, or a member of the 
fire department in the performance of his duty, 
who takes off or unserews the cap from any 
water hydrant in the streets or avenues of the . 
City, or interfers or meddles with such hydrant 
in any manner, shall be guilty of a mis- 
demeanor. 


Section 82. Concealed weapons. Any per- 
son, other than one holding a valid permit 
under the laws of the state, who is armed with 
or has concealed upon his or her person a re- 
volver, pistol, dirk, dagger, stiletto, metallic 
knuckles, pocket billy, sand bag, skull cracker, 
sling shot or other dangerous weapon used for 
a destructive purpose, within the City, shall 
be guilty of a misdemeanor. 


Section 83. Drive in careless manner. Any 
person who shall drive, ride, direct, cause or 
permit to be driven or ridden any horse or 
other animal, carriage or vehicle in a careless 
or improper manner, shall be guilty of a mis- 
demeanor. 


Section 84. Confining animals. Any person, 
firm or corporation, within the City, who fails 
to confine or keep confined upon his, her or 
its premises any cow, horse, mule, sheep, goat, 
swine or other domestic animal or allows or 
permits them to pass upon the premises of 
another or the streets or public places of the 
City, shall be guilty of a misdemeanor. 
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Section 85. Discharging firearms. Any per- 
son, who, except in proper defense of himself 
or property, or a peace officer in the perform- 
ance of his duties, fires off or discharges any 
cannon, gun, rifle or other firearm, within the 
City, shall be guilty of a misdemeanor. Pro- 
vided, however, that nothing herein shall apply 
to the military department of Iowa State Col- 
lege or to military funerals. 


Section 86. Removing danger signals. Any 
person, who removes, throws down, destroys, 
or carries away from any street, alley or pub- 
lic place, any lamp, lantern, flare or other 
light, barricade or danger signal, within the 
City, erected and placed therein for the pur- 
pose of guarding or enelosing unsafe or dan- 
eerous places or giving warning or notice 
thereof, shall be guilty of a misdemeanor. 


Section 87. Open areaways and cellar doors. 
Any person, who leaves open any cellar door, 
erating, areaway or other eovering for a cellar, 
stairway, coal hole or other excavation in any 
sidewalk, alley or street, within the City, with- 
out properly and securely guarding the same, 
shall be guilty of a misdemeanor. 


Section 88. Setting out poison. Any person, 
who places or throws any poison, poisoned 
food or substances on any street, avenue, alley, 
publie or private grounds, within the City, in 
such a way that it may endanger the life of 
any person or animal, shall be guilty of a mis- 
demeanor. Provided, however, that nothing 
herein shall prohibit the setting out of poison 
in a prudent manner upon one's own premises 
for the purpose of exterminating vermin or 
rodent. 


"Section 89. Antennae or radio wires. It shall 
be unlawful for any person, firm or corporation 
to attach any antennae or radio wires to any 
pole used by the City of Ames in conveying 
electric current, or to any pole earrying tele- 
phone or telegraph wires; or to string, place 
or continue any such antennae or radio wires 
over or under any electric light or power wires; 
or to string any such antennae or radio wires 
in, on or across any street, avenue or alley of 
the City. Any person, firm or corporation vio- 
lating the provisions of this section shall be 
guilty of a misdemeanor. 


Section 90. Bows and slings. Any person, 
who discharges any projectile or missile from 
any bow, air-gun, sling or similar appliance, 
within the City, whereby any person may or 
shall be hurt or hit, any window broken or 


other property injured or destroyed, shall be 


guilty of a misdemeanor, 


Section 91. Throwing stones. Any person 
who wilfully or carelessly throws any stone, 
stick or other thing whereby any person may 
or shall be hit or hurt, any window broken or 
other property injured or destroyed, within 
the City, shall be guilty of a misdemeanor. 


Section 92. Cars in motion. Any person, 
other than an officer or employee connected 
with the railroad or passengers departing or 
arriving thereon, who gets on or off, or at- 
tempts to get on or off, any railroad locomotive. 
car, train or bus, within the City of Ames, 
while the same is in motion, shall be guilty of 
a misdemeanor. 


Section 93. Motor cycles or horse-drawn ve- 
hicles on sidewalks. Any person, who rides a 
motor cycle or horse-drawn vehicle upon any 
sidewalk, or damages any sidewalk by driving 
a motor or horse-drawn vehicle thereon, or 
drives any vehicle thereon, within the City, 
shall be guilty of a misdemeanor. Provided, 
however, that nothing herein shall apply to 


carriages for the conveyance of infants or dis- 


abled persons. 


Section 94. Vicious dogs or other animals. 
Any person, who keeps, owns or harbors, with- 
in the City, any dog or other animal which is 
known to be vicious and dangerous, without 
keeping such animal securely chained at all 
times or confined, shall be guilty of a mis- 
demeanor. 


Section 95. Does. Any person, firm or cor- 


poration, who owns, keeps or harbors, within 


the City, any dog, whether actually dangerous 
or not, that habitually runs out and barks at 
passing pedestrians or vehicles on the sidewalk 
or street and barks at and threatens passing 
pedestrians, shall be guilty of a misdemeanor. 


Section 96. Vagraney. All persons begging 
upon the streets or avenues of the City, or in 
public places, stores or private residences, or 
wandering about and lodging in barns, out- 
buildings, railroad cars and other similar 
places, without visible calling or business to 
maintain themselves, shall be deemed tramps 
or vagrants and guilty of a misdemeanor. 


Section 97. Loungers and Loafers. Any per- 
son, who obstructs or eneumbers any street 
corner or other public place in the City by 
loafing or lounging in or about the same, after 
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- being requested to move on by a police officer, 
shall be guilty of a misdemeanor. 


Section 98. Night walking. Any person, 
who is found wandering about the premises 
of another, in any railway yards or upon any 
- railroad right of way, within the City, in the 
night time, without any reasonable excuse 
therefor, or any person, who is found loitering 
or roving about the streets or other public 
places on any night of the week later than 
- 11:00 o'eloek p.m., without any reasonable ex- 
- euse or necessary business, shall be guilty of 
a misdemeanor. 


Section 99. Depositing circulars in letter 
boxes. It shall be unlawful for any person, 
- firm or eorporation to plaee, deposit or put in 
any letter box, annexed or attached to any 
portion of the house or residenee and intended 
- for the reeeipt of United States mail, any eir- 

cular, hand bills or advertising matter not 
contained in an envelope. Any person, firm or 
corporation violating the provisions of this 
section shall be guilty of a misdemeanor. 


Section 100. Fortune tellers and elairvoy- 
ants. It shall be unlawful for fortune tellers, 
palm readers and clairvoyants to practice their 
respective professions, within the City, in any 


- way or manner or under any guise or pre- 


tense. Any person, firm or corporation violat- 
ing the provisions of this section shall be guilty 
of a misdemeanor. 


Section 101. Window peepers. Any person, 
who, after nightfall, peeps or looks into the 
windows of any private residence, apartment 
or room, within the City, shall be guilty of a 
misdemeanor. 


Section 102. Removing offensive substances. 
Any person, who hauls along or through any 
of the streets in the City, any refuse, garbage, 
offal, decayed meat or vegetables, nightsoil, or 
any other filthy substance, giving off offensive 
odors or stenches, except when the same is 
contained in boxes or barrels or other recept- 


acles as will in every case prevent the escape . 


of such odors or stenches and the dropping, 
seattering or depositing of any such filthy sub- 
stanee on any street or alley or private pro- 
perty, shall be guilty of a misdemeanor. 


Section 103. Depositing rubbish or filth. It 
shall be unlawful to deposit or plaee upon any 
street, avenue or alley or upon the premises 
of another, or in any stream or creek, any 
filth, garbage, carrion, ashes, trash or nuisance 


u ee 


of any kind. Any person, firm or corporation 
violating the provisions of this section shall be 
guilty of a misdemeanor. | 


Section 104. Spitting in publie places. Any 
person, who expeetorates or spits upon any 
sidewalk or upon the floor of any publie build- 
ing, hallway, steps, cellar way, stairway, win- 
dows, publie motor bus, depot platform, or 
deposits any gum, tobacco quid, cigar or. cigar- 
ette stubs in, upon or against any of the places 
above mentioned, within the City, shall be 
guilty of a misdemeanor. 


Section 105. Rules of board of health. Any 
person, firm or corporation who violates any 
rule or regulation of the Board of Health of 
the City, after publieation of the same or due 
notice thereof, shall be guilty of a misdemeanor. 


Section 106. Unwholesome food. Any per- 
son, firm or corporation, who sells or offers to 
sell for consumption any unwholesome. decay- 
ing or spoiled meat, fruit, vegetable or other 
commodity unfit for food, shall be guilty of a 
misdemeanor. | 


Section 107. Samples of medicine. It shall 
be unlawful for any person, firm or corporation 
to distribute samples of medicine, drugs, or 
pills at dwelling houses, stores or public places, 
within the City. Any person, firm or corpora- 
tion violating the provisions of this section 
shall be guilty of a misdemeanor. 


Section 108. Cruelty to animals. Any per- 
son, who tortures, torments, deprives of neces- 
Sary sustenance, mutilates, overdrives, over- 
leads, drives when overloaded, cruelly beats, 
or cruelly kills any animal, or unnecessarily 
fails to provide the same with proper food, 
drink, shelter, or protection from the weather, 
or drives or works the same when unfit for 
labor, or cruelly abandons the same or commits 
any other act or omission by which unjusti- 
fiable pain, distress, suffering or death is caus- 
ed to any animal, shall be guilty of a mis- 
demeanor. 


Section 109. Burial of dead animals. The 
owner of any dead animal, within the City, 
who fails, neglects or refuses to properly bury, 
burn or dispose of the same within twenty-four 
hours after having notice thereof, shall be 
guilty of a misdemeanor. 


Section 110. Confining fowls. Any person, 
within the City, who fails to confine or keep 
confined upon his own premises any chickens, 
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ducks, geese, turkeys or other fowls owned by 
him, or allows or permits them to pass upon 
the premises of another or the streets or public 
places of the City, shall be guilty of a mis- 
demeanor. 


Section 111. Injuring squirrels or birds, Any 
person, who kills or injures any squirrel or its 
nest, or kills or injures any bird protected by 
the laws of the state, or interferes with the 
nest or eggs of the same, within the City, shall 
be guilty of a misdemeanor. 


Section 112. Predatory cats. Any person, 
who keeps or harbors within the City, any cat 
which habitually hunts and preys upon, kills 
cr seeks to catch and kill, birds and squirrels, 
shall be guilty of a misdemeanor. 


Section 113. Punishment. Any person com- 
milting any of the offenses hereinbefore de- 
fined, or violating any of the foregoing pro- 
visions, or, as provided in Section 1 hereof, 
aiding, abetting, or participating therein, shall, 
upon conviction, be subject to imprisonment 
not exceeding thirty days, or to a fine not ex- 
ceeding One Hundred Dollars. Whenever the 
fine imposed for violation of this ordinance 
remains unpaid the person convicted may be 
committed to jail until said fine is paid but 
in no event exceeding thirty days. 


Section 114. Remission or suspension of 
sentence. The Judge of the Municipal Court 
shall have the power in any case in which he 
may deem it proper, to remit or suspend any 
fine or sentence imposed, under such conditions 
and terms as he may deem right and just. 


Section 115. Bail. The Police Officers of the 
City, in cases where persons are arrested dur- 


ing the night time, or at other times when the 
Judge of the Municipal Court is not available 
to fix and approve bonds, shall have authority, 
under such regulations as the Judge of the 
Municipal Court may impose, to take and ac- 
cept from such person or persons cash bail or 
other security for their appearance in muni- 
cipal court the following morning, or at the 
next session thereof. 


Section 116. Forfeiture of bail. When cash 
bail or other security is furnished under the 
preceding section, and the arrested person fails 
to appear at the next session of the municipal 
court, the said bail or security shall be forfeit- 
ed to the City. Such forfeiture, however, shall 
not, in and of itself, release the offender from 
further prosecution. 


Section 117. Validity. If any section, sen- 
tence or clause of this ordinance shall for any 
reason be held to be unconstitutional or invalid, 
such decision shall not affect the validity of 
the remaining provisions of this ordinance, 


Section 118. Repeal. Ordinance No. 419 and 
all other ordinances or parts thereof in con- 
flict or inconsistent herewith are hereby re- 
pealed. 


Section 119. Going into effect. This ordin- 
ance shall be in full force and effect from and 
after its passage and publication as provided 
by law. 


Passed the 27th day of January, 1942. 
Frank D. Paine, Mayor 
Attest: J, W. Prather, City Clerk. 


Published in book of ordinances entitled 
“The Ordinances of the City of Ames, Iowa 
1943.” 
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PENALTIES FOR VIOLATION. 


| Be It Ordained by the City Council of the 
City of Ames, lowa: 


. Section 1. Trespass prohibited. It shall be 
unlawful to go upon or enter any private lot, 
building, or premises without an invitation or 
request of the owner or occupant. 


— Section 2. Annoyance prohibited. It shall 
be unlawful to ring any door bell, or knock on 
any door, or peddle, or canvass, or solicit or- 
ders, or beg, or solicit for any purpose, in or 
upon any private lot, building or premises 
without an invitation or request from the own- 
ers or occupants. 


- Section 3. Inconvenience prohibited. It shall 
be unlawful to telephone to any private lot, 
building or premises for the purpose of peddl- 
ing, or canvassing, or soliciting orders, or beg- 
‘ging, or soliciting for any purpose without an 
invitation or request from the owner or oc- 
cupant. 


Section 4. Penalties. Anyone violating any 
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ORDINANCE NO. 570 


N ORDINANCE PROHIBITING TRESPASS AND ANNOYANCE AND PRESCRIBING 


of the provisions of this ordinance shall, upon 
conviction, be subject to imprisonment not ex- 
ceeding thirty days, or to a fine not exceeding 
One Hundred Dollars. Whenever the fine and 
costs imposed for the violation of this ordin- 
ance are not paid, the person convicted may 
be committed to jail until the fine and costs 
are paid, not exceeding thirty days. 


Section 5. All ordinances or parts of ordin- 
anees in conflict with the provisions of this 
ordinance are hereby repealed. 


Section 6. This ordinance shall be in force 
and effect from and after its passage and pub- 
lication as provided by law. 


Passed the 9th day of February, 1942. 
Frank D. Paine, Mayor 


Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa, 
1943.”” 


TITLE XI 
PUBLIC HEALTH 
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AN ORDINANCE TO PROVIDE FOR THE KEEPING, 
— DISPOSAL OF GARBAGE AND REFUSE FROM PRIVATE DWELLINGS AND PLACES 
IOWA; PROVIDING 
OF GARBAGE AND REFUSE COLLECTION AGENCIES; PROVIDING PENALTIES FOR 
VIOLATION OF SAID ORDINANCE; AND REPEALING ORDINANCES NO. 350, 448, AND 
471 AND ALL OTHER ORDINANCES IN CONFLICT HEREWITH. 


OF BUSINESS IN THE CITY OF AMES, 


Be It Ordained by the City Council of the 
City of Ames, Iowa: 


— Section 1. Definitions. 


L| (a) The word ‘‘garbage’’ as used in 
this ordinanee shall be held to inelude 
every waste accumulation of animal, fruit, 
er vegetable matter, liquid or otherwise, 
that attends the preparation, use, eooking, 
dealing in or storing of meat, fish, fowl, 
fruit or vegetables, and including tin cans 
or similar food containers. Dead animals 
are not included in the term ‘‘garbage.’’ 


(b) The word ‘‘refuse’’ as used in this 
ordinanee shall be held to include all other 
miscellaneous waste materials not speci- 
fieally defined as garbage. 


») 


Section 2. It shall be unlawful for any per- 
son, firm or corporation to deposit, throw or 
place any garbage in any street, alley, lane, 
publie place or private property outside of 
buildings, within the City of Ames, Iowa, un- 
less the same is enelosed in a watertight metal 
reeeptaele, provided with handles or bales and 
a tight-fitting, water-tight cover, and being of 
a capacity not exceeding fifteen (15) gallons, 
however, no refuse shall be placed in a gar- 
bage container. 


Section 3. It shall be the duty of any per- 
son, firm or corporation using or maintaining 
the said receptacle for the purposes above men- 
tioned to cause the same to be emptied of its 
eontents before it is so full that the cover 
will no longer fit tightly. ` 


| Section 4. That the proper a sade E for 
the receiving and holding of garbage shall be 


ORDINANCE NO. 582 


COLLECTION, REMOVAL AND 


FOR THE LICENSING 


furnished by the householder or the occupant 
of any building or place of business and shall 
be kept covered and in a sanitary condition 
at all times; that said garbage may be either 
wrapped or left unwrapped when placed in 
said receptacle. 


Section 5. That all garbage, whenever prac- 
tical, shall be delivered by the householder or 
the occupant of any building or place of busi- 
ness to the ground level for collection, and 
that. said receptacle therefor must be kept in 
a location convenient for collection. 


Section 6. It shall be unlawful for any per- 
son, firm or corporation to deposit, throw or 
place any refuse in any street, alley, lane, pub- 
lic place or private property outside of build- 
ings, within the City of Ames, Iowa, unless the 
same is to be hauled away and, pending haul- 
ing, is kept in such a manner as in no way 
to constitute a nuisance or annoyance to others. 


Section 7. That any garbage or refuse may 
be disposed of by householders or the occupant 
of any building or place of business in any of 
the following manners: 


(a) By delivery to a licensed collection 
agency ;. 
(b) By burial or incineration in such man- 


ner as in no way to constitute a nuisance or 
annoyance to others; 


(e) By disposal at the city dump or out- 
side the corporate limits, provided the vehicle 
used in transportation and the method used in 
disposal conforms to the requirements of Sec- 
tion 10 hereinafter set forth. 
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Section 8. It shall be unlawful for any per- 
son, firm or corporation to collect garbage 
and/or refuse within the City of Ames, lowa, 
without first obtaining a license from the City 
of Ames. 


Section 9. That application for a license to 
colleet garbage and/or refuse within the City 
of Ames, Iowa, shall be made in writing to 
the City Clerk, and upon approval of said ap- 
plication for a licensé by the City Council of 
said City the same shall be issued by the City 
Clerk, 


Section 10. That any person, firm or cor- 
poration who shall receive a license from the 
City of Ames, Iowa, authorizing them to collect 
garbage and/or refuse within the limits of said 
City, shall pay a license fee of $1.00 per year 
for each vehicle to be used in the collection 
of garbage and/or refuse, and shall comply 
with the following rules and regulations: 


(a) That garbage and refuse may only be 
collected in vehicles which are covered and 


so, constructed as to prevent leakage during 
transit. 


(b) That vehicles used in the transportation 
of garbage and refuse shall be kept in a sani- 
tary condition at all times. 


(e) That the collection of garbage shall be 
done in such a manner as to prevent the spill- 
ing or loss of contents of the metal containers 
while loading. 


(d) That garbage collected shall be dis- 
posed of in a sanitary manner outside the City 
limits and not used in the feeding of hogs with- 
in the City or within one-half (44) mile out- 
side thereof. 


(e) Collection of garbage from hotels, rest- 
aurants, clubs and large boarding houses and 
other places of like character where consider- 
able garbage is produced daily, shall be made 
on each week day. 


(f) Collection of garbage from private resi- 
dences shall be made not less than three times 
a week from May Ist to November 1st, and 
not less than twice a week from November Ist 
to May Ist. 


(g) That a pickup service shall be main- 
tained to promptly service all complaints on 
missed collections and improper handling. 


Section 11. That any license may be re- 
voked by the City Council for failure to ob- 
serve the regulations of the City of Ames for 
the collection, transportation or disposal of 
such garbage and refuse. 


Section 12. That the City of Ames, Iowa, 
may enter into a contract with any license- 
holder for the collection of garbage and/or re- 
fuse within the City or may itself maintain a 
service for the collection of garbage and/or 
refuse within said City. 


Section 13. That any license-holder shall be 
required, as a condition precedent to receiving 
a license, to file with the City Clerk a certificate 
showing that a policy of insurance as to publie 
liability and property damage has been is- 
sued on each vehicle to be operated by said 
applicant for a license. 


Section 14. The transportation of garbage 
and refuse shall be in closed containers or 
covered vehicles. 


Section 15. Garbage and refuse may be dis- 
posed of by dumping the same at the authorized 
City dumps during the hours from 8:00 o’eloek 
a.m. to 5:00 o'clock p.m. on week days in such 
manner as directed by the attendant in charge 
of said dumps. 


Section 16. Any person, firm or corporation 
violating any provisions of this ordinance shall 
upon conviction be fined a sum not exceeding 
one hundred dollars, and in default of payment 
thereof shall be committed to the city or county 
jail for a term of not exceeding thirty days. 


Section 17. All ordinances or parts there- 
of in conflict herewith, particularly Ordinances 
No. 350, 448 and 471, are hereby repealed. 


Section 18. This ordinance shall be in full 
force and effect from and after its passage and 
publication as provided by law. 


Passed this 14th day of September, 1942. 
H. B. Manning, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa, 
1943.” 
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ORDINANCE NO. 495 


IN ORDINANCE DEFINING “MILK” AND CERTAIN “MILK PRODUCTS,” “MILK PRO- 
DUCER," *PASTEURIZATION," ETC., PROHIBITING THE SALE OF ADULTERATED 
AND MISBRANDED MILK AND MILK PRODUCTS, REQUIRING PERMITS FOR THE 
SALE OF MILK AND MILK PRODUCTS, REGULATING THE INSPECTION OF DAIRY 
FARMS AND MILK PLANTS, THE EXAMINATION, GRADING, LABELING, PLACARD- 
ING, PASTEURIZATION, REGRADING, DISTRIBUTION, AND SALE OF MILK AND 
MILK PRODUCTS, PROVIDING FOR THE ANNOUNCEMENT OF MILK GRADES, THE 
CONSTRUCTION OF FUTURE DAIRIES AND MILK PLANTS, THE ENFORCEMENT OF 


Be It Ordained by the City Council of the 
City of Ames, lowa: 


' Section 1. Definitions. The following defini- 
tions shall apply in the interpretation and the 
enforcement of this ordinance: 


A. Milk. Milk is hereby defined to be the 
lacteal secretion obtained by the complete 
milking of one or more healthy cows, exclud- 
me that obtained within 15 days before and 
9 days after calving, or such longer period as 
may be necessary to render the milk practical- 
ly colostrum free: which contains not less than 
8 per cent of milk solids not fat, and not less 
than 314 per cent of milk fat. 


B. Milk fat or butter fat. 
ter fat is the fat of milk. 


Milk fat or but- 


_ €. Cream and sour cream. Cream is a por- 
tion of milk which contains not less than 18 
per cent milk fat. Sour cream is cream the 
acidity of which is more than 0.20 per cent, 
expressed as lactic acid. 


D. Skimmed milk. Skimmed milk is milk 
from which a sufficient portion of milk fat has 
been removed to reduce its milk fat percentage 
to less than 314 per cent. 


E. Milk or skimmed milk beverage. A milk 
beverage or a skimmed milk beverage is a food 
compound or confection consisting of milk or 
skimmed milk, as the case may be, to which 
has been added a sirup or flavor consisting of 
wholesome ingredients. 


F. Buttermilk. Buttermilk is a product re- 
sulting from the churning of milk or cream 
or from the souring or treatment by a lactic 
acid or other culture of milk, skimmed milk, 
evaporated or condensed milk or skimmed milk 
or milk or skimmed-milk powder. It contains 
not less than 8 per cent of milk solids not fat. 


THIS ORDINANCE, AND THE FIXING OF PENALTIES. 


G. Vitamin D milk. Vitamin D milk is milk 
the Vitamin D content of which has been in- 
ereased by a method and in an amount ap- 
proved by the health officer. 


H. Reconstituted or recombined milk and 
cream.  Reeonstituted or recombined milk is 
a product resulting from the recombining of 
milk constituents with water, and which com- 
plies with the standards for milk fat and solids 
not fat of milk as defined herein. Reconstitut- 
ed or recombined cream is a product resulting 
from the combination of dried cream, butter, or 
butter fat with cream, milk, skim milk, or 
water. 


I. Milk products. Milk products shall be 
taken to mean and include cream, sour cream, 
goat milk, Vitamin D milk, buttermilk, skim- 
med milk, reconstituted or recombined milk and 
cream, milk beverages, and skimmed milk 
beverages. 


J. Pasteurization. The term ‘‘pasteuriza- 
tion," ‘‘pasteurized,’’ and similar terms shall 
be taken to refer to the process of heating every 
particle of milk or milk products to a tempera- 
ture of not less than 142° F. and holding at 
such temperature for not less than 30 minutes 
in approved pasteurization apparatus, provided 
that approval shall be limited to apparatus 
which requires a combined holder and indicat- 
ing thermometer temperature tolerance of not 
more than 116? F., as shown by official tests 
with suitable testing equipment, and provided 
that such apparatus shall be properly operated 
and that the indicating thermometers and the 
recording thermometer charts both indicate a 
temperature of not less than 14319? F., con- 
tinuously throughout the holding period. The 
terms ‘‘pasteurization,’’ ‘‘pasteurized,’’ and 
similar terms shall also include the process of 
heating every particle of milk or milk products 
to 160° F, and holding at that temperature or 
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above for not less than 15 seconds in apparatus 
of approved design and properly operated. 
Provided that nothing contained in this defini- 
tion shall be construed as disbarring any other 
process which has been demonstrated as of at 
least equal efficiency and is approved by the 
State health authority. 


K. Adulterated milk and milk products. 
Any substance claimed to be any milk or milk 
product defined in this ordinance, but not con- 
forming with its definition as given in this 
ordinanee, or which carries a grade label un- 
less such grade label has been awarded by the 
health officer and not revoked, shall be deemed 
adulterated and misbranded. 


L. Milk producer. A milk producer is any 
person who owns or controls one or more cows, 
a part of all of the milk or milk products from 
which is sold or offered for sale. 


M. Milk distributor. A milk distributor is 
any person who offers for sale or sells to an- 
other any milk or milk products for human 
consumption as such. 

N. Dairy or dairy farm. A dairy or dairy 
farm is any place or premises where one or 
more cows are kept, a part of all of the milk 
or milk products from which is sold or offered 
for sale. 


O. Milk plant. A milk plant is any place, 
or premises, or establishment where milk or 
milk products are collected, handled, processed, 
stored, bottled, pasteurized, or prepared for 
distribution. 


P. Health officer. Wherever the term 
‘health officer?” is used in this ordinance, said 
term shall mean ‘‘milk sanitarian’’ or his auth- 
orized representative. The Milk Sanitarian 
shall familiarize himself with all state laws, or- 
dinances and rules and regulations of all state 
officers and of the state and local Board of 
Health relating to the production and distribu- 
tion of milk, skim-milk and cream; and shall 
see that all such laws, ordinances and rules are 
strictly enforced. He shall take samples of 
milk, skim-milk and cream distributed or in- 
tended for distribution for determining whether 
such comply with all state laws, ordinances, 
rules and regulations of all state officers, and 
of the state and local Board of Health. He shall 
inspect all dairies from which milk is distribut- 
ed and all distribution stations and places 
where milk is kept for distribution, together 
with their equipment and employees. A com- 
plete record of all conditions found shall be 
filed with the Mayor. The powers and duties 
of the Milk Sanitarian may be exercised by, 


combined with or delegated to any other of- 
ficer or employee by action of the Council by 
resolution. In the discharge of his duties he 
shall co-operate with the State Dairy and Food 
Commissioner, the Animal Health Commission 
and the State Board of Health. 


Q. Average bacterial plate count, direct 
microscopic count, reduction time, and cooling 
temperature. Average bacterial plate count 
shall be taken to mean the logarithmic average 
of the bacterial plate counts of the last four 
consecutive samples, taken upon separate days, 
irrespective of periodie grade announcements. 
Average direct microscopie count shall be taken 
to mean the logarithmic average of the direct 
microscopic counts of the last four consecutive 
samples, taken upon separate days, irrespec- 
tive of periodic grade announcements. Average 
reduction time shall be taken to mean the 
arithmetic average of the reduction time of the 
last four consecutive samples, taken upon separ- 
ate days, irrespective of periodic grade an- 
nouncements. Average cooling temperatures 
shall be taken to mean the arithmetic average 
of the temperatures of the last four eonseeu- 
tive samples, taken upon separate days, ir- 
respective of periodic erade announcements. 


R. Grading period. The grading period 
shall be such period of time as the Milk Sani- 
tarian may designate within which grades shall 
be determined for all milk and/or milk pro- 
ducts, provided that the grading period shall 
be four (4) months. 


S. Person. The word ‘‘person’’ as used in 
this ordinance shall mean person, firm, cor- 
poration, or association. 


T. Goat milk. Goat milk is the lacteal se- 
cretion, free from colostrum, obtained by the 
complete milking of healthy goats, and shall 
comply with all the requirements of this ordin- 
ance. The word ‘‘cows’’ shall be interpreted 
to include goats. 


Section 2. The sale of adulterated, mis- 
branded, or ungraded milk or milk products 
prohibited. No person shall within the City 
of Ames, Iowa, or its police jurisdiction, pro- 
duce, sell, offer, or expose for sale, or have 
in possession with intent to sell, any milk or 
milk product which is adulterated, misbranded, 
or ungraded. It shall be unlawful for any per- 
son, elsewhere than in a private home, to have 
in possession any adulterated, misbranded, or 
uneraded milk or milk product. 


Section 3. Permits. It shall be unlawful for 
any person to bring into or receive into the 


“ty of Ames, Iowa, or its police jurisdiction, 
for sale, or to sell, or offer for sale therein, or 
to have in storage where milk or milk products 
are sold or served, any milk or milk product 
lefined in this ordinance, who does not possess 
a permit from the health officer of the City of 
Ames, Iowa, and on whose vehicle there does 
not appear in a conspicuous place the permit 
number in figures at least 3 inches high and 
115 inches wide. 

Only a person who complies with the require- 
ments of this ordinance shall be entitled to re- 
eeive and retain such a permit. 

Such a permit may be revoked by the health 
officer upon the violation by the holder of any 

of the terms of this ordinance or in any emer- 
gency when in the judgment of the health of- 
fieer the milk or milk produet in question has 
become a publie health menace: Provided. That 
the holder of said permit shall, after comply- 
ing with such revocation, have the right of ap- 
peal to the board of health. 


Section 4. Labeling and placarding. All 
bottles, cans, packages, and other containers 
enclosing milk or any milk product defined in 
this ordinanee shall be plainly labeled or mark- 
ed with (1) the name of the contents as given 
in the definitions in this ordinance; (2) the 
grade of the contents if said contents are grad- 
ed under the provisions of this ordinance; (3) 
the word ''pasteurized'' only if the contents 
have been pasteurized; (4) the word “raw” 
only if the contents are raw; (5) the name of 
- the producer if the contents are raw, and the 
name of the plant at which the contents were 
pasteurized, if the contents are pasteurized; 
and (6) in the case of vitamin D milk, the 
designation ‘‘Vitamin D Milk’ and the source 
of the vitamin D. The label or mark shall be 
in letters of a size, kind, and color approved 
by the health officer and shall contain no marks 
or words not approved by the health officer. 
_ Every restaurant, cafe, soda fountain, or 
other establishment serving milk or milk pro- 
. ducts shall display at all times, in a place desig- 
nated by the health officer, a notice approved 
by the health officer, stating the lowest grade 
of milk and/or milk products served. 


Section 5. Inspection of dairy farms and 
milk plants for the purpose of grading or re- 
erading. At least once during each grading 
period the health officer shall inspect all dairy 

farms and all milk plants whose milk or milk 
products are intended for consumption within 
the City of Ames, Iowa, or its police jurisdie- 
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tion. In ease the health officer discovers the 
violation of any item of sanitation, he shall 
make a second inspection after a lapse of such 
time as he deems necessary for the defect to 
be remedied, but not before the lapse of 3 days, 
and the second inspection shall be used in deter- 
mining the grade of milk and/or milk pro- 
duets. Any violation of any item of this ordin- 
ance on two consecutive inspections within any 
one grading period shall call for immediate 
degrading. 

One copy of the inspection report shall, be 
posted by the health officer in a, conspicuous 
place upon an inside wall of one of the dairy 
farm or milk plant buildings, and said inspec- 
tion report shall not be defaced or removed by 
any person except the health officer. Another 
copy of the inspection report shall be filed with 
the records of the health department. 


Section 6. The examination of milk and milk 
products. During each grading period at least 
four samples of milk and/or cream from each 
dairy farm and each milk plant shall be taken 
on separate days and examined by the health 
officer. Samples of other milk products may 
be taken and examined by the health officer 
as often as he deems necessary. Samples of 
milk and/or milk products from stores, cafes, 
soda fountains, restaurants, and other places 
where milk or milk products are sold shall be 
examined as often as the health officer may re- 
quire. Bacterial plate counts and direct mic- 
roseopie counts shall be made in conformity 
with the latest standard methods recommended 
by the American Public Health Association. 
Examinations may include such other chemical 
and physical determinations as the health of- 
ficer may deem necessary for the detection of 
adulteration, these examinations to be made in 
accordance with the latest standard methods 
of the American Public Health Association and 
the Association of Official Agricultural Chem- 
ists. Bacterial plate count, direct mieroscopic 
count, reductase test, and cooling temperature 
results shall be given to the producer or dis- 
tributor concerned as soon as determined. if 
said results fall without the limits prescribed 
for the grade then held. Samples may be taken 
by the health officer at any time prior to ‘the 
final delivery of the milk or milk products. 
All proprietors of stores, cafes, restaurants, 
soda fountains, and other similar places shall 
furnish the health officer, upon his request, with 
the names of all distributors from whom their 
milk and/or milk products are obtained. Bio- 
assays of the vitamin D content of vitamin D 
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milk shall be made when required by the health 
officer in a laboratory approved by him for 
such examinations, 


Section 7. The grading of milk and milk 
products. At least once every 4 months the 
health officer shall announce the grades of all 
milk and milk produets delivered by all pro- 
ducers or distributors and ultimately consumed 
within the City of Ames, lowa, or its police 
jurisdiction. Said grades shall be based upon 
the following standards, the grading of milk 
products being identical with the grading of 
milk exeept that the bacterial standards shall 
be doubled in the case of cream, and omitted 
in the case of sour cream and buttermilk. Vita- 
min D milk shall be only of grade A. 


Certified milk. Certified milk is milk which 
conforms with the requirements of the Ameri- 
can Association of Medical Milk Commission 
in force at the time of production and is pro- 
duced under the supervision of the Medical 
Milk Commission of the Medical Society of 
Story County, Iowa. 


Grade A raw milk. Grade A raw milk is milk 
the average bacterial plate count of which, as 
determined under section 1 (Q) and 6 of this 
ordinance, does not exceed 25,000 per cubic 
centimeter or the average direct microscopic 
count of which does not exceed 25,000 per 
eubie centimeter if clumps are counted on 
100,000 per cubie centimeter if individual or- 
ganisms are counted, and which is produced 
upon dairy farms conforming with all of the 
following items of sanitation. 


Item Ir. Cows; tuberculosis and other 
diseases. A physical examination and, except 
as provided hereinafter, a tuberculin test of 
all herds and additions thereto shall be made 
before any milk therefrom is sold, and at least 
once every 12 months thereafter, by a licensed 
veterinarian approved by the state livestock 
sanitary authority. Said tests shall be made 
and any reactors disposed of in accordance with 
the requirements approved by the United 
States Department of Agriculture, Bureau of 
Animal Industry, for accredited herds. 

A certificate signed by the veterinarian or 
attested to by the health officer, and filed with 
the health officer, shall be evidence of the above 
test. 

Provided that in modified accredited coun- 
ties the modified accredited area system ap- 
proved by the United States Bureau of Animal 
Industry shall be accepted in lieu of the annual 
testing. 

An approved agglutination test for Brucel- 
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losis (Bang's disease) of all herds and addi- 
tions thereto shall be made before any milk 
therefrom is sold, and at least onee every 4 
months thereafter, or more often as required 
by the health officer, by a licensed veterinarian 
and in a laboratory approved by the state live- 
stock sanitary authority. Said tests shall be 
made and any reactors disposed of in aceord- 
ance with the requirements approved by the 
United States Department of Agriculture, Bu- 
reau of Animal Industry, for aecredited herds. 

A certificate signed by the veterinarian or 
attested to by the health officer, shall be evi- 
dence of the above test. Provided that in ae- 
credited herds the accrediting system approved 
by the lowa Department of Agriculture shall 
be accepted in lieu of testing every 4 months. 

For diseases other than tuberculosis and 
Brucellosis such tests and examinations as the 
health officer may require shall be made at 
intervals and by methods preseribed by him. 
and any diseased animals or reactors shall be 
disposed of as he may require. 

Cows which show an extensive or entire in- 
duration of one or more quarters of the udder 
upon physical examination, whether secreting 
abnormal milk or not, shall be permanently 
excluded from the milking herd. Cows giving 
bloody, stringy, or otherwise abnormal milk 
but with only slight induration of the udder 
shall be excluded from the herd and their milk 
shall be discarded until re-examination shows 
that the milk has become normal. 


Item 2r. Dairy barn, lighting. A dairy or 
milking barn shall be required, and in such 
sections thereof where cows are milked win- 
dows shall be provided and kept clean and so 
arranged as to insure adequate light properly 
distributed, and when necessary shall be pro- 
vided with adequate supplementary artificial 
light. 


Item 3r. Dairy barn, air space and ventila- 
tion. Such sections of all dairy barns where 
cows are kept or milked shall be well ventilat- 
ed and shall be so arranged as to avoid over- 
crowding. 


Item 4r. Dairy barn, floors, The floors and 
eutters of such parts of all dairy barns in 
which cows are milked shall be constructed of 
conerete or other approved impervious and 
easily cleaned material, shall be graded to drain 
properly, and shall be kept clean and in good 
repair. No horses, pigs, fowl, calves, ete. shall 
be permitted in parts of the barn used for 
milking. 


Item 5r. Dairy barn, walls and ceilings. The 
walls and ceilings of all dairy barns shall be 
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whitewashed once each year or painted once 
very 2 years, or oftener, if necessary, or finish- 
ad in an approved manner, and shall be kept 
elean and in good repair, In case there is a 
second story above the part of that barn in 
which cows are milked, the ceiling shall be 
tight. 1f the feed room adjoins the milking 
space, it shall be separated therefrom by a dust- 
tight partition and door. No feed shall be 
‘stored in the milking portion of the barn. 


Item 6r. Dairy barn, cow yard. All cow 
yards shall be graded and drained as well as 
practicable and kept clean. 


Item 7r. Manure disposal. All manure shall 
be removed and stored or disposed of in such 
manner as best to prevent the breeding of 
flies therein or the access of cows to piles 
thereof. 


Item Sr, Milk house or room construction. 
There shall be provided a milk house or milk 
"room for the cooling, handling, and storage of 
milk and/or milk products and the washing, 
bactericidal treatment, and storage of milk 
apparatus and utensils. The milk house or room 
(a) shall be provided with a tight floor con- 
structed of concrete or other impervious ma- 
terial, in good repair, and graded to provide 
proper drainage; (b) shall have walls and ceil- 
ings of such construction as to permit easy 
- eleaning, and shall be well painted or finished in 
an approved manner; (c) shall be well lighted 
and ventilated; (d) shall have all openings ef- 
fectively screened, including outward-opening, 
seli-closing doors, unless other effective means 
are provided to prevent the entrance of flies; 
and (e) shall be used for no other purposes than 
those specified above except as may be approv- 
ed by the health officer, shall not open direct- 
ly into a stable or into any other room used for 
domestic purposes, shall have water piped into 
it, shall be provided with adequate facilities 
for the heating of water for the cleaning of 
utensils, shall be equipped with 2 compartment 
stationary wash and rinse vats, except that in 
the case of retail raw milk, if chlorine is em- 
- ployed as the principal bactericidal treatment, 
the 3 compartment type must be used, and shall 
- be partitioned to separate the handling of milk 
and the storage of cleansed utensils from the 
cleaning and other operations, which shall be 
- so located and conducted as to prevent any 
eontamination of the milk or of cleaned equip- 
ment. 


. ltem 9r. Milk house or room, cleanliness and 
. flies. The floors, walls, ceilings, and equip- 
ment of the milk house or room shall be kept 
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clean at all times. All means necessary for 
the elimination of flies shall be used. 


Item 10r, "Toilet. Every dairy farm shall 
be provided with one or more sanitary toilets 
conveniently loeated, and properly construeted, 
operated, and maintained so that the waste is 
inaeeessible to flies and does not pollute the 
surface or contaminate any water supply. 


Item llr. Water supply. The water supply 
for milk room and dairy barn shall be properly 
loeated, eonstrueted, and operated, and shall 
be easily aeeessible, adequate, and of a safe, 
sanitary quality. 


Item 12r. Utensils, construction. All eon- 
tainers or other utensils used in the handling, 
storage, or transportation of milk or milk pro- 
duets must be made of non-absorbent material 
and of such construction as to be easily clean- 
ed, and must be in good repair. Joints and 
seams shall be soldered flush. Woven wire 
cloth shall not be used for straining milk, All 
milk pails shall be of a small-mouth design ap- 
proved by the health officer. 


Item 13r. Utensils, cleaning, All contain- 
ers, equipment, and other utensils used in the 
handling, storage, or transportation of milk 
and milk products must be thoroughly cleaned 
after each usage. 


Item 14r. Utensils, bactericidal treatment. 
All containers, equipment, and other utensils 
used in the handling, storage, or transportation 
of milk or milk products shall between each 
usage be subjected to an approved bactericidal 
process with steam, hot water, or chlorine. 


Item 15r. Utensils, storage. All containers 
and other utensils used in the handling, stor- 
age, or transportation of milk or milk pro- 
ducts shall be stored so as not to become con- 
taminated before again being used. 


Item 16r. Utensils, handling. After bac- 
tericidal treatment no container or other milk 
or milk product utensil shall be handled in 
such manner as to permit any part of any per- 
son or his clothing to come in contact with any 
surface with which milk or milk products come 
in contact. 


Item 17r. Milking, udders and teats, ab- 
normal milk. The udders and teats of all milk- 
ing cows shall be clean at the time of milking. 
Abnormal milk shall be so handled and dis- 
posed of as to preclude the infection of the 
cows and the contamination of the milk utensils. 


Item 18r, Milking, flanks. The flanks, 
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bellies, and tails of all milking cows shall be 
free from visible clirt at the time of milking. 


Item 19r. Milkers' hands. Milkers’ hands 
shall be clean, rinsed with a bactericidal solu- 
tion, and dried with a clean towel, immediately 
before milking and following any interruption 
in the milking operation. Wet-hand milking 
is prohibited. Convenient facilities shall be 
provided for the washing of milkers’ hands. 


Item 20r. Clean clothing. Milkers and milk 
handlers shall wear clean outer garments while 
milking or handling milk, milk products, con- 
tainers, utensils, or equipment. 


Item 21r. Milk stools. Milk stools shall be 
made of metal or other impervious material 
and, shall be kept clean. 


Item 22r, Removal of milk. Each pail of 
milk shall be removed immediately to the milk 
house or straining room. No milk shall be 
strained or poured in the dairy barn. 


Item 23r. Cooling. Milk must be cooled 
immediately after completion of milking to 
50° F. or less, and maintained at that aver- 
age temperature, as defined in section 1 (Q), 
until delivery. If milk is delivered to a milk 
plant or receiving station for pasteurization or 
separation, it must be delivered within 2 hours 
after completion of milking or cooled to 50° F. 
or less, and maintained at that average tem- 
perature until delivered. 


]tém 24r. Bottling and capping. Milk and 
milk produets shall be bottled from a container 
with a readily cleanable valve, or by means of 
an approved bottling machine. Bottles shall 
be capped by machine. The bottler and capper 
shall be cleaned and subjected to bactericidal 
treatment before each usage. Caps shall be 
purchased in sanitary containers and kept 
therein in a dry place until used. 


Item 25r. Personnel, health. Every person 
connected with a retail raw dairy whose work 
brings him in contact with the production, 
handling, storage, or transportation of milk, 
milk products, containers, or equipment shall 
furnish such information, permit such physical 
examinations, and submit such laboratory 
specimens as the health officer may require for 
the purpose of determing freedom from infee- 
tion. 

The health officer, or a physician authorized 
by him, shall in each such instance take a care- 
ful history and if such history suggests that 
such person may be a carrier of or infected 
with the organisms of typhoid or paratyphoid 
fever or of any other communicable disease 
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likely to be transmitted through milk, he shall 
secure appropriate specimens of bodily dis- 
charges and cause them to be examined in a 
laboratory approved by him or by the State 
health authorities for such examinations. 


Item 26r. Miscellaneous. All vehicles used 
for the transportation of milk or milk products 
shall be so constructed and operated as to pro- 
tect the milk or milk products from the sun 
and from contamination. Such vehicles shall 
be kept clean and no substances capable of 
contaminating milk or milk products shall be 
transported with milk or milk products in such 
manner as to permit contamination. All ve- 
hicles used for the distribution of milk or milk 
products shall have the name of the distributor 
prominently displayed. 

The immediate surroundings of the dairy 
shall be kept in a neat, clean condition. 


Grade B raw milk. Grade B raw milk is 
milk the average bacterial plate count of which 
at no time prior to delivery exceeds 100,000 
per cubic centimeter, or the average direct mic- 
roscopie count of which does not exceed 100,000 
per cubic centimeter if clumps are counted or 
400,000 per cubic centimeter if individual or- 
ganisms are counted, or the average reduction 
time of which is not less than 6 hours, as deter- 
mined under Sections 1 (Q) and 6, and which 
is produced upon dairy farms conforming with 
all items of sanitation required for grade A 
raw milk except as follows: Under item 4r 
tight wooden floors and gutters shall be per- 
mitted in place of concrete; under item Sr the 
piping of water into the milk house, the par- 
titioning of processes, and the provision of 
stationary and three-compartment wash and 
rinse vats shall not be required; under item 
23r the temperature requirement of retail raw 
milk shall be 60° F. and of milk for pasteuriza- 
tion or separation 70° F.; item 25r shall not be 
required; item 26r shall not be interpreted to 
mean “permanently?” covered vehicles; pro- 
vided that all items or parts of items relatine 
to cleanliness shall be required. 


Grade C raw milk. Grade C raw is milk the 
average bacterial plate count of which at no 
time prior to delivery exceeds 500,000 per cubic 
centimeter, or the average direct microscopic 
count of which does not exceed 500,000 per 
eubie centimeter if elumps are counted or 
2,000,000 per eubie centimeter if individual or- 
vanisms are counted, or the average reduction 
time of which is not less than 31% hours as 
determined under Sections 1 (Q) and 6, and 
which is produced upon dairy farms conform- 
ing with all items of sanitation required for 


grade B raw milk except 7r, 12r, 20r, 21r, 22r, 
23r, 24r, and 26r; provided that under item 4r 
properly constructed elay-mixture floors shall 
be permitted, and that under item 5r painting 
‘or whitewashing and tight ceilings and feed 
rooms shall not be required. 


— Grade D raw milk. Grade D raw milk is 
milk which does not meet the requirements of 
‘rade C raw milk, and which shall be plainly 
labeled “cooking only.” 


Grade A pasteurized milk. Grade A pas- 
teurized milk is grade A or grade B raw milk 
which has been pasteurized, cooled, and bottl- 
ed in a milk plant conforming with all of the 
following items of sanitation and the average 
bacterial plate count of which at no time after 
pasteurization and until delivery exceeds 15,000 
per cubic centimeter, as determined under See- 
tions 1 (Q) and 6. 


Item lp. Floors. . Floors of all rooms in 
which milk or milk products are handled or 
stored shall be constructed of concrete or other 
equally impervious and easily cleaned mater- 
ial and shall be smooth, properly drained, pro- 
vided with tapped drains, and kept clean. 


Item 2p. Walls and ceilings. Walls and ceil- 
ings of rooms in which milk or milk products 
are handled or stored shall have a smooth. 
washable, light-colored surface and shall be 
kept clean. 


Item 3p. Doors and windows. Unless other 
effective means are provided to prevent the ac- 
cess of flies, all openings into the outer air 
shall be effectively screened and doors shall be 
self-closing. 


Item 4p. Lighting and ventilation. All rooms 
shall be well lighted and ventilated. 


Item 5p. Miscellaneous protection from con- 
tamination. The various milk-plant operations 
shall be so located and conducted as to prevent 

any contamination of the milk or of the cleaned 
equipment. All means necessary for the elimi- 
nation of flies shall be used. This requirement 
shall be interpreted to include separate rooms 
for (a) the pasteurizing, processing, cooling 
and bottling operations; (b) the washing and 
bactericidal treatment of containers and equip- 
ment. Cans of raw milk shall not be unloaded 


directly into the pasteurizing room. Pasteur- 
ized milk or milk products shall not be permit- 
ted to come in contact with equipment with 
which unpasteurized milk or milk products 
have been in contact, unless such equipment has 
first been thoroughly cleaned and subjected to 
Rooms in which milk, 


bactericidal treatment. 
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milk products, cleaned utensils, or containers 
are handled or stored shall not open directly 
into any stable or living quarters, 


Item 6p Toilet facilities, Every milk plant 
shall be provided with toilet facilities conform- 
ing with the ordinances of the City of Ames, 
lowa. Toilet rooms shall not open directly 
into any room in which milk, milk products, 
equipment, or containers are handled or stored. 
The doors of all toilet rooms shall be self- 
closing. Toilet rooms shall be kept in a clean 
condition, in good repair, and well ventilated, 
In case privies or earth closets are permitted 
and used, they shall be separate from the build- 
ing and shall be of a sanitary type constructed 
and operated in conformity with the require- 
ments of item 10r, grade A raw milk. 


Item 7p. Water supply. The water supply 
shall be easily accessible, adequate and of a 
safe, sanitary quality. 


Item 8p. Hand-washineg facilities. Conven- 
ient hand-washing facilities shall be provided, 
including warm running water, soap, and ap- 
proved sanitary towels. The use of a common 
towel is prohibited. 


Item 9p. Milk piping. Only “sanitary milk 
piping”” of a type which can be easily cleaned 
with a brush shall be used. 


Item 10p. Construction and repair of equip- 
ment. All containers and equipment with 
which milk or milk products come in contact 
shall be constructed in such a manner as to be 
easily cleaned, and shall be kept in good repair. 


Item llp. Disposal of wastes. All wastes 


shall be properly disposed of. 


Item 12p. Cleaning and bactericidal treat- 
ment of containers and apparatus. All milk 
and milk products containers and apparatus 
shall be thoroughly cleaned after each usage 
and subjected immediately before each usage 
to an approved bactericidal process. When 
empty and before being returned to a producer 
by a milk plant each container shall be effect- 
ively cleaned and subjected to bactericidal 
treatment. 


Item 13p. Storage of containers. After bac- 
tericidal treatment all bottles, cans, and other 
milk and milk products containers shall be 
stored in such manner as to be protected from 
contamination. 


Item 14p. Handling of containers and ap- 
paratus. Between bactericidal treatment and 
usage and during usage containers and appara- 
tus shall not be handled or operated in such 
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manner as to permit contamination of the milk, 


Item 15p. Storage of caps and parchment 
paper. Milk bottle caps and parchment paper 
for milk cans shall be purchased and stored 
only in sanitary tubes and cartons, respective- 
ly, and shall be kept therein in a clean dry 
place until used. 


Item 16p. Pasteurization. Pasteurization 
shall be performed as deseribed in Section 1 
(J) of this ordinance. The time and tempera- 
ture record charts shall be dated and preserved 
for a period of 3 months for the information of 
the health officer. 


Item 17p. Cooling. All milk and cream re- 
ceived for pasteurization but not pasteurized 
within 2 hours after it is received at the plant 
shall within 2 hours of receipt be cooled to a 
temperature of 50° F. or less and maintained 
thereat until pasteurized, except during separa- 
tion; and all pasteurized milk and milk pro- 
ducts shall be immediately cooled to an aver- 
age temperature of 50° F. or less, as defined in 
Section 1 (Q), and maintained thereat until 
delivery. 


Item 18p. Bottling. Bottling of milk and 
milk products shall be done at the place of 
pasteurization in approved mechanical equip- 
ment. 


Item 19p. Overflow milk. Overflow milk or 
milk products shall not be sold for human con- 
sumption. 


Item 20p. Capping. Capping of milk and 
milk products shall be done by approved me- 
chanical equipment. Hand capping is prohibit- 
ed. 


Item 21p. Personal health. Every person 
connected with a pasteurization plant whose 
work brings him in contact with the production, 
handling, storage, or transportation of milk, 
milk products, containers, or equipment shall 
furnish such information, permit such physical 
examinations, and submit such laboratory 
specimens as the health officer may require 
for the purpose of determining freedom from 
infection. 

The health officer, or a physician authorized 
by him, shall in each such instance take a care- 
ful history and if such history suggests that 
such person may be a carrier of or infected 
with the organisms of typhoid or paratyhpoid 
or of any other communicable disease likely to 
be transmitted through milk or milk produets 
he shall secure appropriate specimens of bodily 
discharges and cause them to be examined in 
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a laboratory approved by him or by the State 
health authorities for such examinations. 


Item 22p. Personal cleanliness. All persons 
coming in contact with milk, milk products, 
containers, or equipment shall wear clean outer 
garments and shall keep their hands clean at 
all times while thus engaged. 


Item 23p. Miscellaneous. All vehicles used 
for the transportation of milk or milk products 
shall be so constructed and operated as to pro- 
tect the milk or milk produets from the sun 
and from contamination. Such vehicles shall 
be kept clean, and no substance capable of 
contaminating milk or milk produets shall be 
transported with milk or milk products in such 
manner as to permit contamination. All ve- 
hicles used for the distribution of milk or milk 
produets shall have the name of the distributor 
prominently displayed. 

The immediate surroundings of the milk plant 
shall be kept in a neat, clean condition. 


Grade B pasteurized milk. Grade B pasteur- 
ized milk is grade C raw milk whieh has been 
pasteurized, cooled, and bottled in a milk plant 
conforming with all of the requirements for 
grade A pasteurized milk, and the average bac- 
terial plate count of which at no time after 
pasteurization and before delivery exceeds 
25,000 per cubic centimeter, as determined 
under Section 1 (Q) and 6. 


Grade C pasteurized milk. Grade C pasteur- 
ized milk is pasteurized milk which does not 
meet the requirements of grade B pasteurized 
milk, and which shall be plainly labeled ‘*‘ cook- 
ing only.” 


Section 8. Grades of milk and milk products 
which may be sold. From and after 12 months 
from the date on which this ordinance takes 
effect no milk or milk products shall be sold 
to the final customer, or to restaurants, soda 
fountains, grocery stores, or similar establish- 
ments, except grades A and B pasteurized, 
certified, and grade A raw. This section shall 
not be construed as forbidding the sale of lower 
orades of milk and milk products during tem- 
porary periods of degrading not exceeding 30 
consecutive days, or, in emergencies, such long- 
er period as the health officer may deem neces- 
sary. 


Section 9. Supplementary grading preserib- 
ed and regrading authorized. If at any time 
between the regular announcements of the 
grades of milk or milk products, as the result 
of the findings of two consecutive inspections 
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of any dairy or milk plant, or because the aver- 
age bacterial plate count, the average direct 
microscopic count, the average reduction time, 
or the average cooling temperature exceeds the 
limit fixed for the grade currently held by the 
milk supply in question, a lower grade shall 
become justified, in accordance with Section 7 
of this ordinance, the health officer shall im- 
mediately lower the grade of such milk or milk 
products, and shall enforce proper labeling and 
placarding thereof. 

Any producer or distributor of milk or milk 
produets, the grade of which has been lowered 
by the health officer, and who is properly 
labeling his milk and/or milk products, may at 
any time make application for the regradin& 
of his produet. 

Upon a receipt of a satisfactory application, 
in case the lowered grade is the result of an 
excessive average bacterial plate count, direct 
microscopic count, reduction time, or cooling 
temperature, the health officer shall take fur- 
ther samples of the applieant's output, at a 
rate of not more than two samples per week. 
The health officer shall immediately regrade 
the milk or milk products upward whenever 
the average of the last four sample results in- 
dicates the necessary quality. 

In ease the lowered grade of the applicant’s 
produet is due to a violation of an item of the 
specifications prescribed in Section 7, other than 
average bacterial plate count, direct misero- 
seopie count, reduction time, or cooling tem- 
perature, the said application must be accom- 
panied by a statement signed by the applicant 
to the effect that the violated item of the speci- 
fications has been conformed with. Within 1 
week of the receipt of such an application and 
statement the health officer shall make a re- 
inspection of the applicant’s establishment, and 
thereafter as many additional reinspections as 
he may deem necessary to assure himself that 
the applicant is again complying with the high- 
er grade requirements, and, in case the findings 
justify, shall regrade the milk or milk products 
upward. i 


Section 10. Transferring or dipping milk; 
delivery containers; handling of more than one 
grade; delivery of milk at quarantined resi- 
dences. No milk producer or distributor shall 
transfer milk or milk products from one con- 
tainer to another on the street or in any ve- 
hiele or store, or in any place except a bottling 
or milk room especially used for that purpose. 
The sale of dip milk is hereby prohibited. 

All pasteurized milk and milk products shall 
be placed in their final delivery containers in 
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the plant in which they are pasteurized, and 
all raw milk and milk products sold for con- 
sumption in the raw state shall be placed in 
their final delivery containers at the farm at 
which they are produced. Milk and milk pro- 
duets sold in the distributor’s containers in 
quantities less than one gallon shall be deliver- 
ed in standard milk bottles. It shall be un- 
lawful for hotels, soda fountains, restaurants, 
groceries, hospitals, boarding clubs, and other 
similar establishments to sell or serve any milk 
or milk product except from the original glass 
bottle in which it was received from the dis- 
tributor; provided, however, that this require- 
ment shall not apply to cream consumed on the 
premises which may be served from the ori- 
einal bottle or from a dispenser approved for 
such service. i 

No milk or milk product shall be permitted 
to come in contact with equipment with which 
a lower grade of milk or milk products has 
been in contact unless such equipment has first 
been thoroughly cleaned and subjected to bae- 
tericidal treatment. 

It shall be the duty of all persons to whom 
milk or milk products are delivered to clean 
thoroughly the containers in which such milk 
or milk products are delivered before return- 
ing such containers. Apparatus, containers, 
equipment, and utensils used in the handling, 
storage, processing, or transporting of milk or 
milk products shall not be used for any other 
purpose without the permission of the health 
officer. | 

The delivery of milk or milk produets to and 
the eolleetion of milk or milk produets con- 
tainers from quarantined residences shall be 
subject to the special requirements of the health 
officer. 


Section 11. Milk and milk produets from 
points beyond the limits of inspeetion of the 
City of Ames, Iowa. Milk and milk produets 
from points beyond the limits of inspeetion of 
the City of Ames, Iowa, may not be sold in 
the City of Ames or its police jurisdietion, un- 
less produeed and/or pasteurized under grad- 
ing provisions identieal with those of this or- 
dinance; provided that the health officer shall 
satisfy himself that the-health officer having 
jurisdiction over the production and processing 
is properly enforcing such provisions. The 
limits of inspection shall extend a distance of 
10 miles in all directions from the city hall in 
the City of Ames. In event any person is desir- 
ous of selling milk and milk products from 
points beyond the said limits, then in that 
event, he shall pay the City of Ames the sum 


258 


of $2.00 for each of said inspections, plus mile- 
age of 5e per mile each way to cover costs for 
making said inspection, 


Section 12. Notification of disease. Notice 
shall be sent to the health officer immediately 
by any producer or distributor of milk or milk 
products upon whose dairy farm or in whose 
milk plant any infectious, contagious, or com- 
municable disease occurs. 


Section 13. Future dairies and milk plants. 
All dairies and milk plants from which milk 
or milk products are supplied to the City of 
Ames which are hereafter constructed, recon- 
structed, or extensively altered shall conform 
in their construction to the grade A require- 
ments of this ordinance. 


Section 14. Procedure when infection sus- 
pected. When suspicion arises as to the pos- 
sibility of transmission of infection from any 
person concerned with the handling of milk 
or milk products the health officer is author- 
ized to require any or all of the following mea- 
sures: (1) the immediate exclusion of that per- 
son or cow from milk handling; (2) the im- 
mediate exclusion of the milk supply concern- 
ed from distribution and use; (3) adequate 
medical and bacteriological examination of the 
person, of his associates, and of his and their 
bodily discharges. 


Section 15. Enforcement interpretation. This 
ordinance shall be enforced by the health of- 
ficer in accordance with the interpretations 
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thereof contained in the 1936 edition of the 
United States Public Health Service Milk code, 
which by this reference is made a part thereof. 


Section 16. Penalty. Any person who shall 
violate any provisions of this ordinance shall 
upon conviction, be fined an amount not ex- 
ceeding $100.00 and costs, and in default of 
payment, shall be committed to the city or 
county jail until such fine or costs are paid not 
exceeding 30 days; or, with or without fine, in 
the discretion of the Judge of the Municipal 
Court, a jail sentence may be imposed not ex- 
ceeding 30 days. Each and every violation of 
this ordinance shall constitute a separate offense 
and be punishable as set forth herein. 


Section 17. Repeal and date of effect. All 
ordinances and parts of ordinances in conflict 
with this ordinance are hereby repealed; and 
this ordinance shall be in full force and effect 
immediately upon its adoption and its publica- 
tion, as provided by law. 


Section 18. Unconstitutionality clause. Should 
any section, paragraph, sentence, clause, or 
phrase of this ordinance be declared unconsti- 
tutional or invalid for any reason, the remaind- 
er of said ordinance shall not be affected 
thereby. 


Passed the 21st day of September, 1938. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published the 22nd day of September, 1938. 
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ORDINANCE NO. 549 


¿AN ORDINANCE DEFINING NUISANCES AND PROHIBITING SAME, CREATING PRO- 
CEDURE FOR THE ABATEMENT THEREOP, PROVIDING FOR THE ASSESSMENT OF 
THE COST OF ABATEMENT, REPEALING ORDINANCE NO, 201 AND OTHER ORDIN- 
ANCES IN CONFLICT HEREWITH AND PRESCRIBING PENALTIES FOR VIOLATION 


OF THIS ORDINANCE. 


Be It Ordained by the City Council of the 
City of Ames, Iowa: 


Section 1. The following are hereby declared 
and deemed to be nuisances: 


id. The erecting, continuing, or using any 
building or other place for the exercise of any 
trade, employment, or manufacture, which, by 
oecasioning noxious exhalations, offensive 
smells, or other annoyances, becomes injurious 
and dangerous to the health, comfort, or pro- 
| perty of individuals or the public. 


2. The causing or suffering any offal, filth, 
or noisome substance to be collected or to re- 
- main in any place to the prejudice of others. 


3. The obstructing or impending without 
legal authority the passage of any navigable 
river, harbor, or collection of water. 


4. The corrupting or rendering unwhole- 
some or impure the water of any river, stream, 
- or pond, or unlawfully diverting the same from 
its natural course or state, to the injury or pre- 
judice of others. 


5. The obstructing or ineumbering by fences, 
buildings, or otherwise the public roads, pri- 
vate ways, streets, alleys, commons, landing 

places, or burying grounds, except when the 
. same shall be allowed by the City Council for 
the public good. 


6. Houses of ill fame, kept for the purpose 
of prostitution and lewdness, gambling houses, 
cr houses resorted to for the use of opium or 
hasheesh, or houses where drunkenness, quar- 
reling, fighting, or breaches of the peace are 
carried on or permitted to the disturbance of 
others. 


7. Billboards, signboards, and advertising 
signs, whether erected and constructed on pub- 
lic or private property, which so obstruct and 
impair the view of any portion or part of a 
public street, avenue, highway, boulevard, or 
alley or of a railroad or street railway track 
as to render dangerous the use thereof. 


8. <Any privy vault, cesspool or reservoir 
into which a privy, water closet, stable or sink 
is drained, except it be water tight, established 
or permitted within one hundred feet of any 
well, spring or other source of water used for 
drinking or culinary purposes. 


9. Any privy vaults, reservoirs or cesspools 
named in paragraph 8 and not cleaned at least 
once a year. 


10. Any privy vaults, reservoirs or eesspools 
named in paragraph 8 which, from the first day 
of May to the first day of November of each 
year, is not thoroughly disinfected by adding 
to the contents thereof twice each month two 
pounds of eopperas or other approved disin- 
feetant per eubie yard of vault dissolved in a 
pail of water, or the contents be thickly covered 
with unslaked lime, or other approved disin- 
feetant. 


11. Any privy vault, cesspool, water closet, 
stable or sink which opens or drains into any 
stream or ditch or into any drain except the 
Sanitary sewers. l 


12. All cellars and outbuildings not cleaned 
and ventilated before the first day of May in 
each year. 


13. The keeping of any cattle, horses, sheep, 
goats, or swine within the City, except in pens 
with dry floors or pens free from all filth and 
standing water, or the keeping of the afore- 
said animals in any pen or building within two 
hundred feet of a dwelling house occupied by 
a family other than the family of the owner 
of such animals, except by the consent of the 
head of such family, and the owner of such 
dwelling house. 


14. All cattle yards, barns, stables, and pens 
not kept clean and free from all filth and of- 
fensive odors. 


15.. The keeping or permitting to remain on 
any premises, or the throwing into any stream 
or on any lot, street, alley or publie ground 
any dead, putrid or decaying carcasses, flesh, 
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fish or vegetables, deposits of manure, entrails 
or other unwholesome substances or filth of any 
kind. 


16. The keeping or permitting to remain 
any slop, filth, offensive or stagnant water or 
other substances which are offensive or dan- 
gerous to the publie health, upon any vacant 
lot or occupied premises of the City of Ames. 


17. The maintaining of an outside water 
closet, privy, or privy vault upon a property 
immediately accessible to a sanitary sewer lo- 
cated in a street or alley abutting upon said 
property. 


Section 2. Whenever any nuisance as defin- 
ed in this ordinance is found upon any private 
property the Mayor or City Couneil or any 
agent designated by them may serve or cause 
to be served upon the owner, agent or occupant 
of the property on which said nuisance is lo- 
eated, or on the person causing or maintaining 
the same, a notice in writing, by reading such 
notice to him, her or it, and delivering or offer- 
ing to deliver to him, her or it a copy requir- 
ing him, her or it to abate or remove the same 
within a specified time from the time of the 
service of such notice. 


Section 3. If such owner, agent or occupant 
or person causing or maintaining such nuis- 
ance neglects or fails to abate or remove such 
nuisance within the time specified from the 
time of service of such notice for the removal 
or abatement thereof, the authorized person 
notifying such owner, agent, occupant or per- 
son causing or maintaining such nuisance, shall 
eause the same to be removed or abated, keep- 
ing an actual account of the expenses incurred 
for such removal or abatement and filing a 
verified statement, fully itemized, with the 
costs, with the City Clerk. 


Section 4. If the City of Ames shall pay for 
the costs of abatement, the amount of the same 
shall be a debt due the municipality from the 
owner of said lot or parcel of ground or person 
causing or maintaining the nuisanee. An item- 
ized statement for the amount due shall be 
presented to the owner, agent or occupant of 
such lot or parcel of ground or person causing 
or maintaining the nuisance, and if the same 
is not paid within twenty days, the amount 
shall be certified by the City Clerk to the 
County Auditor as a special tax against such 
lot or parcel of ground or the person causing 
or maintaining the nuisance and shall be eol- 
lected the same as other taxes. 


Section 5. In addition to the right of abate- 
ment, any one violating any of the provisions 
of this ordinance shall, upon conviction, be 
subject to imprisonment not exceeding thirty 
days or to a fine not exceeding $100.00. When- 
ever the fine and costs imposed for the viola- 
tion of this ordinance are not paid, the person 
convicted may be committed to jail until the 
fine and costs are paid, not exceeding thirty 
days. 


Section 6. Ordinance No. 201 and all other 
ordinances or parts of ordinances in conflict 
with this ordinance are hereby repealed. 


Section 7. This ordinance shall be in full 
foree and effect from and after the passage 
and publication as provided by law. 


Passed the 10th day of January, 1942. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
‘‘The Ordinances of the City of Ames, Iowa, 
1943.” 
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E OF. 

: 

Be It Ordained by the City Council of the 
City of Ames, Iowa: 


Section 1. That all owners of business and 
residence premises intended for human habi- 
tation or oeeupation abutting upon a street 
or alley in whieh a sanitary sewer has been 
placed and said sanitary sewer is immediately 
meeessible thereto shall eonneet with said sani- 
tary sewer and install a sanitary toilet and 
toilet facilities in and upon said premises. 


Section 2. No outdoor toilets, privies, vaults, 
eesspools, septic tank or reservoirs into which 
a privy, water closet or sink is drained, shal! 
be established or permitted upon or in any 
premise or premises so situated. 


Section 3. All ordinances or parts of ordin- 


‘ences in conflict with this ordinance are hereby 
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ORDINANCE NO. 552 


AN ORDINANCE RELATING TO SANITARY SEWER CONNECTIONS, THE INSTALLA- 
TION OF SANITARY TOILET FACILITIES, PROHIBITING THE USE OF UNSANITARY 
. DISPOSAL FACILITIES, AND PROVIDING PENALTIES FOR THE VIOLATION THERE 


repealed, partieularly Ordinanee No. 309, 


Section 4. Any person who by himself or 
by his agent shall violate any of the provisions 
of this ordinance shall be guilty of a mis- 
demeanor and upon conviction thereof shall 
be punished by a fine not exceeding $100.00 
or by imprisonment not exeeeding thirty days. 


Section 5. This ordinance shall be in full 
foree and effect from and after its passage and 
publieation as provided by law. 


Passed the 10th day of January, 1942. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinanees entitled, 
“The Ordinances of the City of Ames, Iowa, 
194372 
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ORDINANCE NO. 543 


AN ORDINANCE TO REGULATE THE PARKING OF OCCUPIED AND UNOCCUPIED 


TRAILER COACHES AND TO REGULATE TRAILER PARKS AND LOTS AND TO FIX 
PENALTIES FOR THE VIOLATION THEREOF. 


Be It Ordained by the City Council of the 
City of Ames, Iowa: 


Section 1. Definitions. The following de- 
finitions shall apply to all terms and provi- 
sions of this ordinance: 


(a) ''Trailer Coach’’ shall mean any ve- 
" hiele used, or maintained for use upon high- 
ways or City streets, said coach being so design- 
- ed and so constructed as to permit occupancy 
- thereof as a dwelling or sleeping place for one 
or more persons and having no other founda- 
tion than wheels or jacks. 


(b) “Trailer Park” shall mean an approv- 
ed site, lot, field or traet of eround upon whieh 
two or more trailer coaches are placed, and 
shall inelude any building, strueture, tent, ve- 
hiele or enclosure used or intended for use as 
a part of the equipment of such park. 


(e) *'Trailer Lot" shall mean a unit of 
adequately drained ground of definite size, 
clearly indicated by corner markers for the 
placing of a trailer coach or a trailer coach 
and tow car in a trailer park. 


Section 2. Illegal parking of trailers. It 
shall be unlawful for any person, firm, or cor- 
poration to park any trailer coach: 


(a) on any street, alley, highway, or other 
public place within the corporate limits of 
the City of Ames, lowa, for a period of time 
in excess of two (2) hours, and then only be- 
tween the hours of sunrise and sunset; 


(b) for more than forty-eight (48) hours on 
the premises of any occupied dwelling or busi- 
ness building, nor more than twenty-four (24) 
hours on any lot which is not a part of the 
premises of any occupied dwelling or business 
building, except in a trailer park, unless a per- 
mit therefor shall have been first obtained as 
required by this ordinance. 


Section 3. Allowing illegal parking of trail- 
ers. lt shall be unlawful for any person, firm, 
or corporation to allow any premises occupied 
by him, her, or it to be used in violation of 
the terms of this ordinance. A violation of 


this ordinance by the occupant of the trailer 


coach shall raise the presumption that said 
violation was consented to by the person, firm 
or corporation occupying or owning the pre- 
mises. 


Section 4. Application for permit for park- 
ing outside a trailer park. All applications 
for a permit to occupy any trailer coach out- 
side a trailer park shall be filed with the City 
Manager on a form furnished by the City and 


(a) The application for a permit to oceupy 
any trailer coach on the premises of an oc- 
cupied dwelling or business building for a 
period of time in excess of fourteen (14) con- 
secutive days shall contain the following in- 
formation; | 


(1) The street and number of the oceupied 
dwelling or business building; 


(2) The name of the oceupant of said 
dwelling or business building and his writ- 
ten permission to locate; 


(3) <A plat showing the proposed location 
of the trailer coach on the lot, together with 
the names and the written consent of the own- 
ers or their legal agent of all property any 
portion of which is within 200 feet of the 
proposed trailer coach location ; 


(4) A statement of the nature and loca- 
. tion of sanitary facilities to be used by the 
trailer coach occupants and the permission of 
the oceupant of the dwelling or business build- 
ing on the lot consenting to the use of such 
facilities, provided, however, that in no case 
shall such sanitary facilities exceed a distance 
of 100 feet from said trailer coach; 


(5) A statement that all waste water from 
the trailer coach shall be emptied into a pro- 
per sewer connected fixture; 


(6) A statement that all garbage will be 
kept in fly tight depositories with tight fittine 
covers, which depositories will be kept in a 
sanitary condition at all times. 


(b) The application for a permit to oe- 
cupy a trailer coach on the premises of an 
oceupied dwelling or business building for a 
period of time not exceeding fourteen (14) 
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days in any ninety (90) day period shall con- 
tain the following information: 


(1) The street and number of the oceupied 
_ dwelling or business building; 


(2) The name of the occupant of said 
dwelling or business building and his written 
permission to locate ; 


(3) <A statement of the nature and loca- 
tion of sanitary facilities to be used by the 
trailer coach occupants and the permission of 
the oeeupant of the dwelling or business build- 
ing on the lot consenting to the use of such 
facilities, provided, however, that in no case 
shall such sanitary facilities exceed a distance 
of 100 feet from said trailer coach; 


(4) A statement that all waste water from 
the trailer coach shall be emptied into a pro- 
per sewer connected fixture; 


(5) <A statement that all garbage will be 
kept in fly tight depositories with tight fitting 
covers, which depositories will be kept in a 
sanitary condition at all times. 


(e) The application for a permit to occupy 
any trailer coach on a vacant lot shall con- 
tain the following information: 


(1) The deseription of the vacant property 
to be oceupied, together with the approximate 
distance measured. along the street line to the 
nearest street intersection. 


(2) The name of the owner of said pro- 
perty, together with his written permission to 
locate ; 


(3) <A plat showing the proposed location 
of the trailer coach on the lot, together with 
‘the names and written consent of the owners 
or their legal agents of all property any por- 
tion of which is within 200 feet of the pro- 

` posed trailer coach location; 


(4) A statement of the nature and location 
of the sanitary facilities to be used by the 
trailer coach oceupants and the written per- 
mission of the oceupant of the premises con- 
senting to the use of such facilities, provided, 
however, that in no case shall such sanitary 
facilities exceed a distance of 100 feet from 
said trailer coach; 

(5) A statement that all waste water from 
‘the trailer coach shall be emptied into a pro- 
per sewer connected fixture; 


(6) A statement that all garbage will be 
kept in fly tight depositories with tight fitting 
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covers, which depositories will be kept in a 
sanitary eondition at all times. 


Section 5. Permit for parking outside 
trailer park. If the applieation required in 
Section 4 contains the necessary true infor- 
mation and written consents, a permit for park- 
ing a trailer coach in any location outside of 
a trailer park shall be issued by the City Man- 
Beer upon payment of the fee hereinafter set 
‘orth, 


Section 6. Duration of and fee charged for 
permit. The permit for parking outside a 
trailer park shall be for such period of time 
as is specified therein, but said period of time 
shall not exceed three (3) months. A fee of 
One Dollar ($1.00) shall be charged for each 
permit issued. 


Section 7. Illegal construction or operation 
of trailer park. It shall be unlawful for any 
person, firm or corporation to begin the con- 
struction and/or operation of a trailer park 
without the owner or lessee first having ob- 
tained a permit therefor as required by the 
provisions of this ordinance, 


Section 8. Application for a trailer park 
permit. The application for a permit to oper- 
ate a trailer park shall be filed on a form fur- 
nished by the City with the City Manager who 
shall present the application to the City Coun- 
cil for consideration at the first regular meet- 
ing following the filing of said application. 
The application shall state the name or names 
of the attendant or attendants to be in active 
charge of the trailer park and his or their 
hours of duty, and be accompanied by a plat 
and other documents showing the following 
information: 


(a) A legal deseription of the trailer park 
area, 
(b) The extent of the area to be used for 


trailer park purposes, 


(c) 


(d) Loeation, number, and type of con- 
struetion of existing or proposed toilets, wash- 
rooms, laundries, laundry drying space, and 
utility rooms, 


Location and size of trailer lots, 


(e) Method and plan of sewage disposal, 
(f) Publie water supply taps and facilities, 
(g) Method and plan of garbage disposal, 
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Plan of electric lighting including the 
lo eation of exterior park lights and the elec- 
* facilities provided for trailer coaches, 


= 


Ineinerator and burning space, 
| Q Children's play area, — | 


E Drainage facilities, and 


ay Fire protection facilities. 


Section 9. Requirements for permit for 
trailer park. No permit for the construction 
and/or operation of a trailer park shall be 
issued unless: 


(a) the park shall be located on a well 
Riana site ; 


(b) the park has a surfaced entrance and 
exit, said entrance and exit, or either of them, 
being not less than eighteen (18) feet in width 
and plainly marked in the daytime and ade- 
quately lighted at night; 


(e) all roads within the park are surfaced, 
easily accessible to all trailer coaches, and 
adequately lighted; 


(d) the park is divided into lots for each 
trailer coach, the boundaries of each lot in- 
dicated by corner markers, and each lot hav- 
ing an area not less than eight hundred (800) 
‘square feet with a minimum width of twenty 
(20) feet and a minimum depth of thirty-five 
(35) feet; 


(e) adequate space is provided to afford 
space for clothes drying adjoining laundry 
facilities, locations for burning space and in- 
einerator space, and play space for children; 


(f) a sufficient supply of drinking water 
meeting the sanitary requirements of the State 
Board of Health is provided in convenient 
locations, provided, however, if water from a 
private source is to be used it shall be tested 
at intervals of thirty (30) days by the City 

of Ames at the expense of the permittee; 


(g) all waste water shall be emptied into 
a drain connected to an approved disposal sys- 
stem; 

(h) there is no common drinking vessel for 
drinking water in toilet compartments; 


(i) an abundant supply of hot water is pro- 
vided at all times for bathing, washing and 
laundry facilities; 

= (j) there is provided flush toilets in con- 
 veniently loeated buildings not more than one 
red fifty (150) feet from each trailer 
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coach, said buildings being well lighted at all 
times and constructed of moisture proof ma- 
terial permitting satisfactory cleaning, said 
buildings having floors of concrete or similar 
material with floor drains, and said building's 
being well screened and fly tight; 


(k) there is provided a minimum of one 
toilet for each sex; 


(l) separate bathing facilities for each sex 
are provided not more than one hundred fifty 
(150) feet from the most remote trailer coach 
in the park, each section containing one shower 
for each ten trailer coach lots, said sections 
being not less than nine (9) square feet in 
area with a dressing compartment not less than 
ten (10) square feet in area and constructed 
out of like material and in the same manner 
as designated for toilet buildings; 


(m) adequate laundry facilities are pro- 
vided in the ratio of one double tray for each 
ten trailer coach lots; 


(n) provision is made for garbage recept- 
acles sufficient to prevent littering the ground 
with rubbish and debris and said garbage re- 
ceptacles to be fly tight depositories with tight 
fitting covers conveniently located not farther 
than two hundred (200) feet from any trailer 
coach ; 


(0) provision is made for adequate fire pro- 
tection. 


Section 10. Issuance of and fee charged for 
trailer park permit. The permit for a trailer 
park shall be obtained from the City Council 
and shall be formally issued by the City Clerk 
upon payment of a fee of $10.00. 


Section 11. Duration and display of trailer 
park permit. The permit shall be for a per- 
iod of one year and must be conspicuously dis- 
played in the trailer park office at all times. 


Section 12. Registration. The owner, lessee, 
or attendant in charge of a trailer park shal! 
keep a record of all guests. Said record shall 
be available for inspection at any time by any 
official of the City of Ames and shall contain 
the following information: 


(a) Name and address of each trailer coach 
occupant ; 


(b) License number of trailer 
automobile; 


coach and 


(c) State of issuance of such licenses; and 
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(d) Date of arrival and departure from Section 16. Changes in trailer park plan. 


trailer park. 


Section 13. Suspension of trailer park per- 
mit. Any trailer park permit issued under 
this ordinance shall be suspended by a proper 
official of the City of Ames if the operator 
thereof fails, within 24 hours after notification 
by said official to: 


(a) locate each trailer coach so that it will 
be at least ten (10) feet from any building and 
not nearer than five (5) feet to any property 
line which is a street line and three (3) feet 
to any other property line; 


(b) keep garbage depositories in a sanitary 
condition at all times; 
(c) empty garbage and refuse depositories 


at least three (3) times each week during sum- 
mer months and twice (2) each week during 
winter months ; 


(d) maintain the trailer park in accord- 
ance with the requirements necessary to ob- 
tain a permit. 


Section 14. Inspection. Any officer of the 
City of Ames shall have authority to enter and 
inspect, at any reasonable time, any facility 
licensed hereunder. 


Section 15. Permanent additions or attach- 
ments. No permanent additions of any kind 
whatsoever shall be built onto or become a 
part of any trailer coach nor shall any trailer 
coach, other than one located within a trailer 
park, be attached to the ground by means of 
posts, piers or foundations. 


Any change to be made in a trailer park plan 
after a permit to construct and/or operate a 
trailer park has been obtained shall be filed 
with the City Manager and his approval there- 
of secured, 


Section 17. Revocation of permit. The con- 
viction of any person, firm or corporation for 
violation of this ordinance or any other ordin- 
ance of the City of Ames or Statutes of the 
State of Iowa involving moral turpitude shall 
automatically revoke any permit issued under 
the terms hereof. 


Section 18. Penalty for violation. Anyone 
violating any of the provisions of this ordin- 
ance shall, upon conviction, be subject to im- 
prisonment not exceeding thirty (30) days, or 
to a fine not exceeding One Hundred Dollars 
($100.00). Whenever the fine and costs im- 
posed for the violation of this ordinance are 
not paid, the person convicted may be com- 
mitted to jail until the fine and costs are paid, 
not exceeding thirty (30) days. 


Section 19. This ordinance shall be in force 
and effect from and after its passage and pub- 
lication as provided by law. 


Passed the 8th day of December, 1941. 
Frank D. Paine, Mayor 


Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
'"The Ordinances of the City of Ames, Iowa, 
1943.” 
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AN ORDINANCE PROHIBITING THE SALE AND USE 


ORDINANCE NO. 548 


OF FIREWORKS OR OTHER 


J PYROTECHNIC DISPLAY AND REPEALING ALL ORDINANCES OR PARTS THEREOF 
CONTRARY TO OR INCONSISTENT HEREWITH. 


Be It Ordained by the City Council of the 
City of Ames, Iowa: 


Section 1. The term ‘‘fireworks’’ shall mean 
and inelude any explosive composition, or eom- 
bination of explosive substances, or article pre- 
pared for the purpose of producing a visible 


audible effect by combustion, explosion, de- 


flagration or detonation, and shall include 
blank cartridges, toy pistols, toy cannons, toy 
canes, or toy guns in which explosives are used, 
balloons which require fire underneath to pro- 
pel the same, firecrackers, torpedoes, sky- 


rockets, roman candles, daygo bombs, or other 


fireworks of like construction and any fire- 


- works containing any explosive or inflammable 
compound, or other device containing any ex- 


plosive substance. 


Section 2. Except as hereinafter provided, 
it shall be unlawful for any person, firm, co- 
partnership, or corporation to offer for sale, 


- expose for sale, sell at retail, or use or explode 


any fireworks; provided the City Council may, 


upon application in writing, grant a permi: 
for the display of fireworks by any organiza- 
tion or group of individuals when such fire- 
works display will be handled by a competent 
operator. After such privilege has been grant- 


ed sales of fireworks for such display may be 
. made for that purpose only; provided further, 
— that nothing in Section 1 hereof shall be con- 


strued to prohibit any resident, dealer, manu- 
facturer, or jobber from selling such fireworks 
as are not herein prohibited; or the sale of any 
kind of fireworks provided the same are to 
be shipped out of the state; or the sale or use 
of blank cartridges for a show or theater, or 
for signal purposes in athletic sports or by 
railroads, trucks, for signal purposes, or by 
recognized military organizations; and pro- 
vided further that nothine in this ordinance 
shall apply to any substance or composition 
prepared and sold for medicinal or fumigation 
purposes. 


Section 3. Anyone violating any of the pro- 
visions of this ordinance shall, upon conviction, 
be imprisoned in jail not to exceed thirty days, 
or fined not to exceed One Hundred Dollars 
($100.00). 


Section 4. Ordinance No. 438 of the City 
Ordinances of the City of Ames and all other 
ordinances or parts of ordinances in conflict 
herewith are hereby repealed. 


Passed the 10th day of January, 1942. 
Frank D. Paine, Mayor 
Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames, Iowa, 
1943.” ; 
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THE CITY OF AMES, IOWA, 
BOOK FORM. 


| Be It Ordained by the City Council of the 
City of Ames, lowa: 


Section 1. That the ordinances of the City 
of Ames, Iowa, 1943, as arranged under the 
order and direction of the City Couneil of the 
City of Ames, Iowa, are hereby declared and 
approved to be “The Ordinances of the City 
of Ames, Iowa, 1943”, and the same, together 
with any ordinances hereafter passed in time 
to be ineluded, shall be published in book form, 
as by law provided, and when so published 
shall be received as the passage and legal pub- 
lication of such ordinances without further 
proof. 


Section 2. That said ordinances shall be 
known as “The Ordinances of the City of 
Ames, Iowa, 1943”. 


Section 3. A copy of said published book, 
when printed and bound, shall be attested by 
the Mayor and Clerk, filed in the office of the 
Clerk, and said date shall be the date of pub- 
lication of said ordinances. 


Section 4. 


All ordinances or parts of ordin- 


ances in conflict with any provisions of ‘‘The 
Ordinances of the City of Ames, Iowa, 1943” 
are hereby repealed, specifically Ordinances No. 
114, 120, 123, 128, 133, 147, 148, 162, 169, 170, 
179, 181, 185, 186, 201, 202, 205, 206, 210, 211, 
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ORDINANCE NO, 589 


AN ORDINANCE ADOPTING “THE ORDINANCES OF THE CITY OF AMES, IOWA, 1943” 
AS ARRANGED UNDER THE ORDER AND DIRECTION OF 
AND AUTHORIZING 


THE CITY COUNCIL OF 
THE PUBLICATION THEREOF IN 


212; 219, 215, 218, 219, 220, 221, 222, 224, 225, 
227, 228, 231, 239, 234, 237, 238, 248, 253, 257, 
264, 273, 276, 283, 295, 298, 307, 325, 328, 336, 
351, 352, 359, 360, 361, 362, 376, 394, 410, 411, 
427, 433, 437, and 499, provided, that nothing 
herein eontained shall be eonstrued to amend or 
repeal any ordinanees of the City of Ames, 
lowa now in force relating to the issuance of 
bonds for any purpose, granting of any fran- 
chise, making appropriations for public expen- 
ditures, establishing, altering, widening, con- 
structing, naming or vacating streets, avenues 
and alleys, approving plats, or establishing any 
street, avenue, alley or sidewalk grade. 


Section 5. These ordinances shall be in full 
force and effect from and after their passage 
and publication of this ordinance in hook form, 
as provided by law. 


Section 6. All ordinances or parts thereof, 
in conflict or inconsistent herewith, are hereby 
repealed. 


Passed this 8th day of March, 1943. 
H. B. Manning, Mayor 


Attest: J. W. Prather, City Clerk 


Published in book of ordinances entitled, 
“The Ordinances of the City of Ames. Iowa, 
1943.”’ 
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Be It Ordained by the City Council of the 
City of Ames, Iowa: 


Section 1. That there be established and 
maintained in the City of Ames, Iowa, by the 
City a free Public Library, the same to be 
»stablished and maintained in conformity with 
the provisions of the laws of Iowa relating to 
free publie libraries in eities and towns. 


Section 2. That said City does hereby ac- 
ept the proposed gift and donation of Andrew 
Carnegie of the sum of $10,000.00 to be used 
in the ereetion of a building for such library, 
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ORDINANCE NO. 140 


AN ORDINANCE RELATING TO THE ESTABLISHMENT OF A FREE PUBLIC LIBRARY. 


and that said City does hereby agree and 
pledge itself to hereafter annually raise, ap- 
propriate and expend at least the sum of 
$1,000.00 for the support and maintenance of 
said library. 


Section 3. That this ordinance shall be pub- 
lished as required by law and shall be in full 
foree and effect from and after such publica- 
tion. 


Passed the 16th day of April, 1903. 
Parley Sheldon, Mayor 
Attest: A. B. Maxwell, City Clerk 
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ORDINANCE NO. 465 


AN ORDINANCE ESTABLISHING PERMANENT REGISTRATION FOR VOTERS IN THE 
CITY OF AMES, IOWA; APPOINTING A COMMISSIONER OF REGISTRATION 
PRESCRIBING HIS DUTIES; PROVIDING FOR PLACES AND MANNER OF REGIS- 
TRATION: PROVIDING FOR COMPENSATION OF COMMISSIONER OF REGISTRATION, 


AND 


AND HIS DEPUTIES AND CLERKS, AND ADOPTING ALL OF THE PROVISIONS FOR 
PERMANENT REGISTRATION PROVIDED BY CHAPTER 39-B1 OF THE CODE OP 


IOWA, 1935. 


Be It Ordained by the City Council of the 
City of Ames, lowa: 


Section 1. Permanent Registration. That 
there be and hereby is established for the City 
ot Ames, Iowa, the plan of permanent registra- 
tion of voters provided by Chapter 39-B1 of 
the Code of Iowa, 1935, all of which provi- 
sions are hereby adopted and made applicable 
to and a part of this ordinance as fully as 
though each section of said Chapter were set 
out at length herein and such plan of regis- 
tration shall be used at all elections hereatter 
held within the City of Ames, Iowa, at which 
registration is required. 


Section 2. Commissioner of registration. For 
the purpose of administering the provisions of 
this ordinance and the laws of the State of 
lowa relating thereto, the City Clerk is here- 
by appointed and designated the Commission- 
er of Registration and he shall have all of the 
powers and perform all of the duties required 
of him by the laws of the State of Iowa as 
same shall apply to such registration, includ- 

ing the following: 


(a) He shall have complete charge of the 
registration of all qualified voters within the 
City of Ames, Iowa. 


| (b) He shall appoint such deputies and 

clerks as may be necessary, from the two poli- 
tical parties receiving the highest vote at the 
last general election. The number of such 
deputies and clerks for all preeinet registra- 
tion places, and the central registration office, 
- shall be equally divided between the members 
of the two said politieal parties. "These ap- 
pointments shall be subject to the approval of 
the City Council. 


(e) 


He shall provide such printed forms 


and blanks as may be necessary, together with 
such other supplies and equipment as are neces- 
sary to properly carry out the provisions of 
said Chapter 39-B1 of the Code of Iowa, 1935. 


(d) He shall establish and select registra- 
tion places throughout the City in the pro- 
portion of one to each precinet, which shall be 
open between seven o'clock a.m. and nine 
o’clock p.m. during not less than two nor more 
than four days between the date of the pass- 
age of this ordinance providing for permanent 
registration and up to and including the 10th 
day prior to the next eleetion. The said Com- 
missioner of Registration shall appoint the two 
clerks of election for each precinct, who shall 
have charge of the election register. 


(e) That the office of the Commissioner of 
Registration shall be open at al! times during 
the regular office hours of the City Clerk in 
the City Hall at Ames, Iowa, or at such other 
times and places as may be designated from 
time to time by the Commissioner of Regis- 
tration. 


(f) The Commissioner of Registration, or a 
duly authorized clerk acting for him, shall, up 
to and including the tenth day next preceding 
any election, receive the application for regis- 
tration of all such qualified voters as shall per- 
sonally appear for registration at the office of 
the Commissioner or at any other place as is 
designated by him for registration, who then 
are or on the date of election next following 
the day of making such application will be en- 
titled to vote. 


Section 3. Qualification of officers. In com- 
plianee with Section 718-b17 of the Code of 
Iowa, 1935, the city attorney has prepared the 
following oath and before entering upon his 
duties each officer or clerk shall subseribe to 
the same. 


State of lowa, Story County: ss 

| TENE A Aveta , do solemnly swear 
that I am a qualified voter in ... precinet 
of the City of Ames, Story County, lowa, and 
a member of the ...... party; 
that I will support the Constitution of the 
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United States and the Constitution of the State 
of Iowa, and that I will faithfully and impar- 
tially, to the best of my knowledge and ability, 
perfor m all the duties of the office of . . 

Ine precinet in the City of Ames, Story 
County, ‘Towa, as required by law, and par- 
ticularly Chapter 39-B1 of the Code of Lowa, 
1935, and Ordinance No. . of the City of 
Ames, lowa. | 

Dated this ........ (nv OL na el 

Section 4. Expense and compensation, The 
cost of material, equipment and labor for the 
installation and maintenance of the permanent 
registration systern shall be shared equally by 
the County and the City of Ames, Iowa, and 
the City Couneil shall provide out of the cur- 
rent revenues of the City of Ames sufficient 
funds, based upon the estimate prepared by 
the Commissioner of Registration and subject 
to the approval of the City Council. 

That the Commissioner of Registration, in 
addition to his regular salary as City Clerk, 
shall receive the sum of No Dollars per year 
as compensation for the additional services re- 
quired by the performance of the duties herein 
described and provided in said Chapter 39-B1 
of the Code of Iowa, 1935. 

That each deputy and clerk appointed by 
the Commissioner of Registration shall receive 
the sum of 40e per hour for services rendered 
while acting as such deputy or clerk. 


Section 5. Certificate of registration. After 
the adoption of this ordinance, before any per- 
son offering to vote receives the ballots from 
the judge or is permitted to enter the voting 
machine, a certificate containing the follow- 
ing information shall be signed by the appli- 
cant: 


Certificate of Registered Voter. 


I hereby certify that I am a qualified voter 


THE ORDINANCES OF THE Crry or Ames, Iowa, 1943 1 


duly registered under the permanent registra- 
tion act of 1927, and Ordinance No. —— of 
the City of Ames, Iowa, in the . ~ pre- 
einet, Ward, City of Ames, County 
of Story, State of Iowa. 


Party Affiliation 


(If Primary Election) 
Signature of voter, .... . 

Addvegm. c ex E BLA EN 

Approved : 


Judge o or C lerk of Election 


The Certificate of registration shall be ap- 
proved by a judge or clerk of election if the 
signature of the voter on the certificate oi 
registration and the signature on the registry 
list appear to be the same. The voter shall pre- 
sent this certificate to the judge in charge of 
the ballots or voting machine, as proof of his 
right to vote. After voting the voter shall 
present his certificate of registration to the 
judge or clerk in charge of the register of 
election, who shall make entry as provided in 
Section 718-b8 of the Code of Iowa, 1935. The 
certificates shall be arranged in alphabetical 
order after the close of the election, placed in 
envelopes provided for that purpose, and re- 
turned to the City Clerk as Commissioner of 
Registration. 


Section 6. Ordinance in force, This ordin- 
ance shall be in full force and effect from and 
after its passage and publication as provided 
by law. 


Passed the 17th day of February, 1936. 
W. L. Allan, Mayor 


Attest: J. W. Prather, City Clerk 


Published the 19th day of February, 1956. 
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EFFECTIVE CITY ORDINANCES NOT FULLY SET FORTH HEREIN BECAUSE OF LACK 


NO. 129 


No. 131 


. 142 


. 146 


. 150 


. 151 


. 152 


. 166 


OF GENERALITY. 


An ordinance providing for the ex- 
tension of the drain on Burnett 
Street north to the north line of 
Sycamore Street. 


An ordinance establishing the 
datum plane, standard bench mark, 
street, curb and sidewalk grades, anıl 


eurblines on certain streets in the 
City of Ames, Iowa. 
An ordinance providing for the 


construction of the tile drain along 
parts of Onondaga and Clark Streets. 


An ordinance relating to the estab- 


lishment of sewer districts in the 
City of Ames, Iowa. 
An ordinance ordering the con- 


struction of sanitary sewers and sub- 
drains in Sewer District No. 1 in 
Ames. 


An ordinance to establish a grade 
on Sherman Street, from Jackson 
Street to Boone Street. in Ames. Iowa. 


An ordinance to provide for the 
construction of permanent sidewalks 
on Boone, Sherman and Kellogg 
Streets in Ames. 


An ordinance to provide for the 
construction of permanent sidewalks 
along parts of Burnett, State, Pearl, 
Duff, Fayette, Clark and Onondaga 
streets in the City of Ames, Iowa. 


An ordinance to provide for the 
construction of permanent sidewalks 
upon and along portions of Boone, 
Oak, Center, Hanover, Carroll, Duff, 
Lincoln and Hoggatt Streets within 
the City of Ames, Iowa. 


An ordinance to establish a park 
line on each side of Duff Street from 
Story Street north to Pearl Street. 


An ordinance relating to the estab- 
lishment of grades in Ward Four. 


An ordinance to provide for the 
construction of sanitary sewers and 
sub-drains within the City of Ames, 
Iowa, along portions of the following 
named streets, to-wit: Iowa, State, 
Lineoln, College, Onondaga. 


No. 176 


No. 180 


No. 


. 184 


No. 187 


No. 193 


No. 194 


An ordinance relating to the estab- 
lishment of grades in Ward Four. 


An ordinance relating to the vaca- 
tion of an alley in Woodland Park 
Addition. 


An ordinance vacating certain parts 
of College and State Streets, Ames, 
Iowa. 


An ordinanee ordering the construe- 


tion of sanitary sewers and sub-drains 
within the City of Ames, Iowa, along 
portions of the following named 
streets, to-wit: College, Lineoln, Kel- 
logg, Carroll, and Iowa. 


An ordinanee vaeating all of Des 
Moines street in the City of Ames, 
Iowa. 


An ordinanee to vacate the west 
8 feet of Duff Avenue extending 
from the north side of Boone Street 
to the Chieago & Northwestern Rail- 
way right of way. 


An ordinance ordering the con- 
struction of sanitary sewers, within 
the City of Ames, lowa, along por- 
tions of the following named streets 
and avenues, to-wit: Pike Avenue, 
Hyland Avenue, West Street, Wood- 
man Street, Boone Street, College 
Campus, Welch Avenue, Chamberlain 
Street, Haywood Street, Ridge Ave- 
nue, Linn Avenue, Ash Avenue, Lin- 
coln Avenue. 


An ordinance to establish the 
grade for eurbing upon both sides 
of Onondaga street from Duff Ave- 
nue to Burnett Avenue and on both 
sides of Douglas Avenue from Onon- 
daga Street to Story Street; and on 
both sides of Kellogg Ave. from the 
right of way of the Chicago & North- 
western railway company to Story 
Street, Ames, Iowa. 


An ordinance to establish the curb 
line on both sides of Onondaga street 
from Duff Avenue to Burnett Ave- 
nue; and on both sides of Douglas 
Avenue from Onondaga street to 
Story Street; and on both sides of 
Kellogg Avenue from the right of 
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No. 195 


No 


No 


No. 


No, : 


. 207 


. 208 


. 239 


. 240 


241 


. 246 


. 249 
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way of the Chicago & Northwestern 
Railway Co. to Story Street. 


An ordinance’ establishing the 
datum plane and the standard bench 
mark of the City of Ames, Iowa, with 
reference to which all grades are to 
be made, and establishing the grades 
of Onondaga street, of Clark Avenue 
from Onondaga Street to Story Street, 
of Burnett Avenue from Onondaga 


Street to Story Street, of Kellogg 
Avenue from Onondaga Street to 
Story Street and of Douglas Ave. 


from Onondaga Street to Story Street. 


An ordinance vacating a certain 
part of Ellis Street, Ames, Iowa. 


An ordinance establishing grades 
on Boone Street and Lynn Avenue. 


An ordinanee to establish the 
erade orı north side of Iowa Street 
from Kellogg Avenue to Douglas 
Avenue and on east side of Kellogg 
Avenue from lowa Street to College 
Street in Ames, Iowa. 


An ordinance approving the T. L. 
Rice plat for the sub-division of the 
S. 204.2 ft. of the W. Ya of the SE!A 
of the NW, of 9-83-24 W. of the 5th 
P.M. and accepting the dedication of 
the 60 ft. lying N. and adjoining said 
sub-division by €. G. Lee and others 
as Storms Street. 


‚An ordinance approving the Joseph 
Stanley plat for the subdivision of 
Lot 6 of the W1% of SW14 of 4-83-24, 
West of the 5th P.M., Iowa, and ac- 
cepting dedication of street shown 
there as Campus Avenue. 


An ordinance relating to the 
changing of the names of certain 
streets within the City of Ames, Iowa. 


An ordinance accepting and ap- 
proving plat of Chautauqua Park 
Addition to the City of Ames, Iowa. 


An ordinance accepting and ap- 
proving plat of Doolittle’s Addition 
to the City of Ames, Towa. 


An ordinance re-establishing the 
erades of certain sidewalks on cer- 
tain streets and along certain pro- 
perties within the City of Ames, 
Iowa. 


No. 


No. 4 


No. 


No. 


No. 


No. 


251 


261 


. 262 


. 263 


. 266 


. 268 


An ordinance accepting and ap- 
proving plat of Frandsons subdivi- 
sion of outlot 1 of Lee and Littles 
first addition to the City of Ames. 
lowa. 


An ordinance accepting and ap- 
proving plat of Cole’s Sub-Division 
of a portion of land in the SW cor- 
ner of the NE!4 of the NW14 2-84- 
24, 5th P.M. of Iowa. 


An ordinance establishing grades 
for sidewalks. 


An ordinance aceepting and ap- 
proving plat of “Sunny Side’’ addi- 
tion to the City of Ames, Iowa in 
lot 2 and other lands in the NW1, of 
11-83-24 West of 5th P.M., Ames. 
Iowa. 


An ordinance making appropria- 
tions of an amount from the electric 
department fund sufficient to pay 
for the purchase of additional ground 
for the extension of electric light 
plant purposes. 


An ordinance, making appropria- 
tion of an amount from the electric 
department fund sufficient to pay for 
the construction and installation of 
a cooling system for the electric light 
plant to be located on lots 6 & 7, 
block 39, Blairs 2nd Addition to 
Ames, Iowa. 


An ordinance relating to the ehang- 
ing of the names of certain streets 
and avenues, within the City of 
Ames. 


An ordinance accepting and ap- 
proving the plat of Briley's Addition 
to the City of Ames, lowa. 


An ordinance relating to the 
changing of the names of certain 
streets and avenues in the City ol 
Ames, Iowa. 


An ordinance vacating a portion of 
Main Street in the City of Ames, 
Iowa. 


An ordinance accepting a certain 
plat of College Heights Addition 
heretofore approved by the City 
Council of Ames, lowa, and accept- 
ing the dedication of the streets and 
alleys therein designated to the use 
of the public. | 


. 280 


. 281 


. 285 


. 286 


| No. 288 


No. 294 


An ordinance relating to the estab- 
lishment of sewer districts in the City 


of Ames, lowa, and repealing all 
foregoing ordinances in relation 
thereto. 


An ordinance approving the plai 
of Blocks 7 and 9 of College Heights 
Addition to Ames, and accepting and 
confirming the dedication to publie 
use of certain portions of a street in 
said College Heights addition known 
as Pearson Avenue. 


An ordinance relating to the estab- 
lishment of curb lines on certain 
streets and avenues within City of 
Ames, Lowa. 


An ordinance relating to the ac- 
ceptance of the plat of Lincoln Place 
Addition to the City of Ames. 


An ordinance relating to the va- 
cation of a portion of Chamberlain 
Street and authorizing a deed of the 
same to Charles Miller for value re- 
ceived, 


An ordinance relating to a sewer 
district in the City of Ames, Iowa. 


An ordinance approving and ac- 
cepting the plat of Elm Park Addi- 
tion to Ames, Iowa.. 


An ordinance approving and ac- 
cepting plat of Baird's Addition and 
accepting and confirming the dedica- 
tion to the public use of the streets 
and avenues therein. 


The ordinance relating to the ac- 
ceptance of the plat of Ridgewood 
Addition to the City of Ames, Iowa. 


An ordinance approving plat of 
part of E. 30 acres SW14 NEY, 9- 
83-24, and part of Smith’s 2nd Addi- 
tion, and accepting the dedication to 
the public use of the streets therein. 


An ordinance approving and ac- 
cepting the plat of Brashear’s Addi- 
tion to Ames, Iowa. 


An ordinance relating to the chang- 
ing of the names of certain streets 
and avenues in the City of Ames, 
Iowa. 


An ordinance vacating the alley 
heretofore platted in lot 4, Parker's 
addition to the City of Ames, Iowa. 
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No. 


No. 


No. 


No. 


No. 


No. : 


No. 


No. 


No. 


OF AMES, Towa, 1948 


296 


304 


306 


308 


331 


332 


340 


. 949 


219 


An ordinanee establishing grades 
on the west side of Crawford avenue 
from Fifth street to Sixth street and 
from Sixth street to Seventh street, 
within the City of Ames, Iowa. 


An ordinance establishing grades 
on the east and west sides of Hay- 
ward avenue. 


An ordinance establishing erades 
for permanent sidewalks on certain 
streets and avenues within the City 
of Ames, Iowa. 


An ordinance vacating a portion of 
Carroll Avenue, in the City of Ames, 
Iowa. 


An ordinanee vacating all of that 
portion of Carroll Avenue lying be- 
tween the north and the south lines 
of the Chicago € Northwestern Rail- 
way Company right of way in the 
City of Ames, Iowa, and granting 
and conveying that portion of said 
avenue so vacated to the Chicago & 
Northwestern Railway Company. 


An ordinance relating to the ac- 
ceptance of the plat of Ames Grain 
& Coal Co.’s Addition to Ames. 


An ordinance vacating a portion of 
Weleh Avenue in Ames and the al- 
ley running N. and S. between Lots 1, 
2. and 3 and 4, 5 and 6 of Franson’s 
Sub-Division and between the $. line 
of Storm Street and the S. corporate 
line of the City. 


An ordinance relating to the estab- 
lishing of curb lines on Knapp Street, 
South Second Street, South Third 
Street, Park Avenue, Donald Street, 
Storm Street and Ninth Street, with- 
in the City of Ames, Iowa. 


An ordinance establishing grades 
upon Lynn Avenue, Stanton Avenue, 
Knapp Street, Storm Street, Hayward 
Avenue and Ash Avenue. 


An ordinance establishing grades 
upon Ash Avenue and Lynn Avenue. 


An ordinance vacating a portion of 
Clark Avenue in the City of Ames, 
lowa. 


An ordinance providing for the is- 
suance of waterworks bonds in the 
sum of $70,000.00, 
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No. 


No. 


363 


967 


368 


. 369 


.387 


. 993 


2999 


. 403 


. 404 


. 405 


.432 


THE ORDINANCES OF THE City or Ames, Towa, 1943 


An ordinanee changing and estab- 
lishing the names of certain streets 
and avenues in the City of Ames. 


An ordinance establishing grades 
for: Alley on the $ side of Block 13; 
Alley on the S side of Block 14, Ori- 
einal Town, and Alley on the S side 
of Block 15, Blairs Addition and, 
Burnett Avenue from Main St. S to 
C. € N. W. Ry. right of way. 


An ordinance vacating a portion of 
Third Street in Ames, Iowa and pro- 
vidine for the sale thereof. 


An ordinance establishing grades 
upon certain streets and avenues in 
the City of Ames, Iowa. 


An ordinance amending Section 1 
of Ordinance No. 368. 


An ordinance vacating a portion of 
Crawford Avenue in the City of 
Ames, Iowa. 


An ordinance establishing grades 
for sidewalk on west side of Clark 
Avenue from 6th Street to 7th Street. 


An ordinance establishing grades 
upon certain streets, avenues and al- 
leys in the City of Ames, Iowa. 


An ordinance designating and 
establishing a street to be known as 
Clark Avenue across that portion of 
land which is vacated by Ordinance 
No. 347. 


An ordinance relating to the vaea- 
tion of a portion of N Lincoln Way 
and authorizing a deed of same to 
Charles Olsan for value received. 


An ordinance providing for the is- 
suance of $31,500 sewer bonds of the 
City of Ames, providing for the levy 
of taxes to pay the same and repeal- 
ing all prior ordinances in conflict 
herewith. 


An ordinance designating 
establishing as ‘‘Chamberlain Place 
the alley intersecting Block 3 of 
Beardshear’s Addition to Ames, be- 
tween Chamberlain Street: on the 
North and Hunt Street on the South. 


and 


»? 


An ordinance amending Section 2 
of Ordinance 403. 


An ordinance adopting the ‘‘ Revis- 


No. 


No. 


No. 


436 


. 442 


. 443 


. 455 


468 


469 


. 491 


. 492 


ed Ordinances of 1930 of the City of 
Ames, Iowa,” as revised and arrang- 
ed under the order and by direction 
of the City Council of Ames and 
authorizing the publication thereof 


in Book Form. 


An ordinance establishing the grade 
of the alley in Block 19, Blair’s Ad- 
dition to Ames. 


An ordinance vacating the alley 
running E € W between Hazel Ave. 
on the East and Russell Ave. on the 
West and intersecting Block 11 of 
College Park Add. and Block 2 of 
Read’s Addition to Ames. 


An ordinance vacating a portion of 
Main St. in Ames. 


An ordinance changing the names 
of certain streets and avenues in the 
City of Ames. 


An ordinance accepting the dedica- 
tion of an alley for public use in 
Block 18, Blairs Addition to Ames. 


An ordinance vacating a portion of 
the alley in Block 18, Blairs Addition 
to Ames. 


An ordinance establishing the grade 
in the East and West alley through 
Block 18, Blairs Addition to Ames. 


An ordinance vacating a portion of 
the alley in Block 18, Blair’s Addi. 
tion to Ames, Iowa. 


An ordinance establishing the grade 
on Lincoln Way from the center lin: 
ot Howard Avenue to the West cor: 
poration line of the City of Ames. 


An ordinance vacating a portion oj 
the alley in Block 2, College Park Ad. 
dition and in the addition to Block 
2, College Park Addition to Ames. 
Iowa. 


An ordinance creating and estab. 
lishing the storm sewer district here: 
inafter known as the Hayward Ave- 
nue storm sewer district No. 1, pro: 
viding for the construction of a storm 
sewer therein, and for making assess- 
ments therefor. 


An ordinance naming the avenuc 
extending from Northwestern Ave- 
nue in a Northeasterly direction to 


. = p 
"7 4. ag rl OS aid 


No. 496 


o. 498 


No. 500 


No. 503 


No. 504 


No. 509 


No. 515 
No. 516 


No. 519 


No. 520 


the intersection of Fifth Street and 
Grand Avenue, 


An ordinance creating and estab- 
lishing sidewalk grades on certain 
streets and avenues in the City of 
Ames. 


An ordinance providing for the is- 


suanee of $60,000 Hospital Bonds of 


Ames and providing for the payment 
of the principal and interest. 


An ordinance creating and estab- 
lishing curb grades. 


An ordinance vacating a portion of 
Marston Avenue and South Second 
Street in Ames, lowa. 


An ordinanee providing for the 
issuanee of $85,000 library bonds of 
Ames, and providing for the payment 
of the principal and interest on said 
bonds. 


An ordinance creating and estab- 
lishing sidewalk grades on certain 
streets and avenues in Ames, lowa. 


An ordinanee creating and estab- 
lishing curb grades on certain streets 
and avenues in Ames. 


An ordinance vacating a portion of 
Sheldon Avenue. 


An ordinance vacating a portion of 
13th Street. | 


An ordinance establishing a build- 
ing line of Highway Avenue between 
Oakland Street and Woodland Street 
in the City of Ames, Iowa. 


An ordinanee ereating and estab- 
lishing the storm sewer distriet here- 
inafter known as the Woodland, Oak- 
land Street Storm Sewer District, 
providing for the eonstruetion of a 
storm sewer therein, and for making 
assessments therefor. 
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No. 


No. 


No. 


No. 


No. 


or Ames, Iowa, 1948 


529 


530 


541 


. 968 


:514 


.919 


580 


. 590 


281 


An ordinance creating and estab- 
lishing eurb grades on certain streets 
and avenues in Ames. 


An ordinance ereating and estab- 
lishing a sanitary sewer district here- 
inafter known as the Hyland Heights 
Sanitary Sewer District, providing 
for the construction of a sanitary 
sewer therein, and for making assess- 
ments therefor. 


An ordinance providing for the is- 
suance of $22,000 Sewer Bonds and 
providing for the levy of taxes to pay 
for same. 


An ordinance creating and estab- 
lishing the sanitary sewer district 
hereinafter known as the Highway 
Avenue Sanitary Sewer District, pro- 
viding for the construction of a sani- 
tary sewer therein, and for making 
assessments therefor. 


An ordinance creating and estab- 
lishing eurb grades on certain streets 
and avenues in Ames. 


An ordinance changing the names 
of certain streets and avenues and 
naming certain streets and avenues 
in Ames. 


An ordinance changing the name of 
Cole Street to Park Way. 


An ordinance providing for the is- 
suanee of $89,000 Airport Bonds, 
providing for the levy of taxes to 
pay the same, and declaring an 
emergency. 


An ordinance vacating a portion of 
Gray Avenue in the City of Ames. 
Iowa. 


An ordinance making appropriation 
for the expenditures of the City gov- 
ernment for the fiseal year beginning 
April 1, 1943 and ending March 31, 
1944. 
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INDEX 


INDEX 


m@ibatement of nuisance ....... esee eens 260 
Abatement of unhealthy conditions .......... 61 

Health physician recommendation ......... 61 
Abnormal milk, handling of ................ 252 
Absorbants—flammable liquids ............. 100 
ESAS c dalned Sour x9 rx REN E E EX V 233 
Accidents (see Traffic and parking) 
Adoption of Ordinances ................... 271 
Adulterated milk 

Cisl AN orte dr PECES 250 

wD SLUTS A O AAA 250 
Advertising, offensive—misdemeanor ........ 235 
Affray—misdemeanor ................ eee 233 
Alarm of fire, false—misdemeanor .......... 239 
Alleys (see also Streets and alleys) 

Gil Im RANA O nen 238 

MSW DRE ITD CATE OF o.oo ag hoc a rr n 53 

IS et e a a ts 137 

Encroachment (see Streets and alleys) 

O AAA oie iw a oc Kea ae a 80 
cavation and obstruction (see Streets and 
alleys) 

DEE TE, OA Ee ee NA, EA 247 

Mayor appoint alley committee ........... 121 

Motor carriers operation unlawful ......... 69 

Nuisance 
Ghsrnchons m alley... e 259 
Obstructing view by signs .............. 259 

One way alleys, established .............. 80 

Permanently improved—Public service con- 
ee Rn a a ea 205 

Private encroachment (see Streets and alleys) 

KO cio on e 238,241 

Signs (see Signs, awnings and fixtures) 

A AO A E RA ETECNPPPP 80 

alar parking legal... cocos. coca aa 263 

- Alteration, structural, defined .............. 137 
Ambulance (see Emergency vehicle) 
Amusement building, storage of flammable 

SOULS pI an Re Se a E 97 

Animals 

DOS RS tare e ataca 242 

Eee UC A ad NE RN oo aa oii RR 234 

AA ARANA RN 239 

AA ES AO mn 259 

A AA RN A A 241 

Dead animals 
A E oss 241,259 
AA SIA AN ASS TA 247 

Dogs 
O a TP TARTE POSSET 234, 240 
(ERE en D O a SENT CES CIC 240 
ee CE RT we 234,240 

A a) aio) aviv oa Gia nll TETTE T EE 241 

A a) rah aya Vo bie eae orale Bleue) a 259 

A AA O 242 

A TD A A ETT. 242 

DEL ne E een 239 

A A O A O 240 


Antennae and radio wires ........ooo ooo... 240 
Apartment house—electrical conduit work .... 218 
Apprentice—plumbing 
Eehusd ee an ne a adas x12) 87. Y) oe 111 
Waterworks system work ................ 225 
Ares, dehned/ coc we SIS IY al aaa UE TWO T E 161 
Areaways í 
Leaving open—misdemeanor ............. 240 
Street and alley encroachment ............ 209 
Arrest—City Marshal 
ALONDRA a ORE ERO ERE TOS TG 55 
OSO mal «sk SERIES Ira ud sies LRQ EIS 55 
Of disorderly persana |... cest ram 55 
Of persons fleeing from justice ............ 55 
Arterial highway, defined (see Highway) 
Ashes 
Eire S extinguisDer di. A 16) «te E (31 08 100 
In alley—misdemeanor ............... 238 
Asphaltum painting tanks ................. 103 
Assault and battery—misdemeanor .......... 233 
Assembly, unlawful—misdemeanor .......... 233 
Assessment 
Dangerous buildings, removal ............ 87 
lce and snow removal Aveo eis sc ee n 203 
Nuance abe te ete sis alos a nere fine 260 
Numberme af buildings: ;|.-...55...-. 0.5 109 
Bermanentrsidewalkin. eoe ld ere ane 208 
Huyvment dbi Ves terio RA AA 208 
Waiver or objechon aras ore sos ee 208 
Public buildings, removing ............... 135 
Public service connection e.a. gereon ee 205 
Assignees 
Auction license not required .............. 171 
Assistant City Manager 
Perrin timenite > srl sao a wie eee. vsus ees 53 
a PO A RR EEE 49 
Asylum—electric conduit work ............. 218 
Adm E O O DEAE are 137 
AUCTION SALES—JEWELRY 
Application for license ................. 171 
Consecutive sales, two year requirement .... 172 
False bidding prohibited ................. 172 
EXAUOPand deception. 2. y xen ers 173 
Figure forissle EA TAI 172 
Inspection of merchandise by City Clerk .... 172 
Inventory of merchandise required ........ 172 
License 
Application requirements ............ 171 
ESPIA tiOn orua aa Ea R a a SE E a T SOIT a 172 
E On O A AEE E chor ear 172 
Granting of 
Two years after conviction of violation 
DRNA 194 A tiie AA Maree ad siete 172 
Two years between sales ............ 172 
Inventory required! oaa loi be ele nie eq» 2. 172 
SEE) Len UNC S EECAQUOR ETE OT SCHKLCRURAT a BC ORCA ORCI GC 173 
License not required for 
Assignees of insolvent debtors or bank- 
UPS Mere A A AC 171 
(Cres EU ALANNE ee ED TELS vier DOR TO 171 
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AUCTION SALES—-JEWELR Y — (continued) 


NETTER Wale SUTRA SEE TUER ROTER Dr 171 
Executors O rn 171 
GUardıans nn a A 171 
Marshala ¿ota o OA 171 
Cist V SLATE o Sine Om Pe Deo 9 171 

License required for 

e) Er HRS se ee ery Femur Ty uci io D 171 
Gold. new and) used 523 15 an ne ae 171 
dE ES TP TS IE ROC OE EDEN POE eh LOSS CR V Co 171 
wer A DASS RERO EID XC Y Qn te 171 
Stones, precious or semi-precious ....... 171 

Sale 

Additions to stock of merchandise ....... 172 
"Copper", "booster" or  "shiller" pro- 
Mibited se sen ecke foie talle ua nva PER. s ETATS ee 172 
S Vd Yel ee OX T 172 
Only in place of business .............. 172 
Representations to the public .......... 172 
Suspension IE TESTIGO shies aires eee aie 173 
Two years time between sales .......... 172 

Viola nontand penalty ie DI IET 173 

Auctioneer (see Auction sales) 

Auditor (see City Clerk) 

Authorized emergency vehicle (see Emergency 
vehicle) 

Automatic extinguishing device — flammable 

hquidsc A che eto etal Cera E S SEIT rar 100 
Automobiles (see Vehicles; Traffic and parking) 
Avenue (see Street) 

Awnings (see Signs, awnings and fixtures) 
B 
Backfilling ditches 

Eluombinsicu o at or eee Mice I 116 

Street and alley excavation .............. 211 

Waterworks: system) o ia ds Le eR Da P to od 230 
Bacterial plate count, defined ............... 250 
Bactericidal treatment, milk containers and ap- 

paratus exec els a rye ore roe Fe RR OUR. Pome 250 
Bail 

Acceptance by police officers ............ 242 

Enxfeitüure nait OE IET IS IIR o ror ERE ESTIS 242 
Barn (see Dairy barn) 

Gonastituting wav nd isances ci nus wie ls ie x PER ES 259 
Barrels—flammable liquids ........... 98,99, 100 
Base lines—numbering of buildings .......... 109 
Basement, defined... aloe ais liada 137 
Basement—plumbing 

Cloro ccs tars caera veut ea o 5 128 

Floor! drainai to 2455 onde a 120 
Bathing facilities—trailer park .............. 265 
Bathrooms 

Plumbing—location of fixtures ............ 125 

Menta On. o la tela. VURINIS PIS a caliente lO > 125 
Bawdy house—misdemeanor ........oo...o.o.. 234 


BEER AND MALT LIQUOR 


Chief of Police to supply list of inebriates ... 153 
Gift prohibited to persons 
List of persons supplied by Chief of Police .. 153 

Conclusive presumption of information ... 153 
Sale prohibited to persons 


Known of becoming intoxicated ........ 153 
Taking treatment of liquor habit ........ 153 
Under influence of intoxicating liquor .... 153 
Service prohibited to persons ............. 153 
Violation and penulby «asa ou anea meri 153 


BEER REGULATIONS (See also Beer & Malt 
Liquor) 


Applicant for license 


CIO lars dr oa. d ave RANAS > 151 
False ststemente manume aa de 151 
Fitness determined by Council .......... 151 
Application for license 
Clasa Br vr een 15. 
Clar u IE BEN N. 15) 
Beer: labeled 5 77 7... of Zee on ni Hint ieee 151 
Bonds. v ola RE SLE VR ANAIS 155, 151 
Booths Clara Bo $7 A A 15; 
Citizenship oF applicant ly TA ci 151 
Class "B" permits (see Permit) 
Class "C" permits (see Permit) 
Consumption upon street prohibited ....... 15! 
Containers 
Labeled) Simca v x oom Boles EPIRI 151 
Sale in original; 2 3 2-2 een ar aa T 151 
Dancing prohibited in Class "B" .......... 15; 
Definitions, see Code of lowa, 1939 Sec. 
192150901 5, vier ED s ea ere ee 15: 
Expiration. of license... 2... ee 15? 
False statements by applicant ............. 15% 
Fees 
Class "B" ‘permit: X... es eee AE 15t 
Class "C" "permit: oiro r sn KE 15t 
To the general fund =. sir aie. ers 15: 
Fitness of applicant determined by Council . 15% 
Food required in (Class: “Bi een 15; 
Games of chance prohibited in Class "B" .. 15; 
Gift of beer or lunch prohibited .......... 15; 
Gift 'to..minors:... 7.5 ro y tere tone: PA OE 15§ 
Grocery store, Class "C" permit to ........ 15; 
Hotel privilege of Class "B" ............ 133 
Hours of sale 
Glass! "B^ 4-2. bin a ee ee 15; 
Class NE sa 15t 
Lighting-in, Class!" Bis. ozone ENS TE 15; 
Liquor prohibited in Class "B" ........... 15; 
Location of premises of Class "B" ......... 15€ 
Lunch; ‘gift of: prohibited er en ee 15; 
Minors 
Sale By s.: pe bye code oe ale. 0) a al a ee 15 
Sale, or gift^tao- aa VIE Ao arate 15° 
Notification of issuance of permit ......... 15! 
Number of permits limited—Class "B" ...... 16¢ 
Permit 
Bond: use E oir a 15! 
Class "B" permits 
Application for srep ces: pele area ee 15! 
Bond c:a ene are ce Sim Wiens ae eve) epi Uae 15: 
Bootha’ acp uree aaae RIEN SISSE EIS 15: 
Dancing prohibited... 15; 
Fees sirae inaro e are 15¢ 
Food required! o e abet trons 153 
Games of chance prohibited ........ 15: 
Hotel privilege! -oaee rose en 15! 
Hours ob sale. sora ode raa 15; 
Lights cd Ee ples eerie 15; 
Liquor prohibited |. a alv 15; 
Location of premises .............. 156 
Number limited > > ost a es 16! 
Seating! capacity, sic e shee 15; 
TOLIMA PEE S deeds er 15¢ 
To individ Gal eee ae annette: ios sks 15: 
Class "C" permits 
Application fnr raten era Re 15; 
Bond: 4t soc ates re SU a SE EDI 15% 
Eeer o a Glia P ESTRTSSRERC IN 158 
Hours of-ssule 1... aa midis QE 15% 
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BEER REGULATIONS (See also Beer & Malt BICYCLES—( continued) 

Liquor )—(continued) Revocation or suspension of license ........ 68 
N kek 158 Sale reported to City Clerk .............. 67 
Notification to state board .......... 155 Sidewalk : 

ILOIQUVV RS a 158 Observance of traffic rules 000 00....... 68 
A EEE 159 Operate ap single file O O IO 68 
Sale in original containers ......... 158 Operate in straight line .....ommmmm..s.. 68 
Separate permite for each place of Operation prohibited E NIC TE O 68 

loc ee AN TE 158 Pedestrians have right-of-way .......... 68 
ee a a 160 OWNER RW s ose sony de ee 67 
NER MOTA PORT ETE TET e 157 Rien unlawful «esee eee 67 
AAA TE Following fire truck prohibited <.. assise: 68 

Persons interested in business ............ 158 Observance of traffic rules ss... sees 63 

Pharmacy, Class "C" permit to .......... 157 Operation m straight line DUO DIOS CEU E ST AANA: 68 

A A S qd wre am ax m 158 Operation near the right curb .......... 68 

Procedure and bond forfeiture ...........: 159 Operation two abreast «2... ..es eee eeee 68 

A O 160 Towing prohibited «6.1.60... sees seen 68 

Nan df icena Taillight, red glass reflector ..... os 67 

Gomnobeors by GOUNCI ....-.. cen 159 Towing unlawful 2... 66st ee ee eee eee eee 68 
A A A e 159 Violation and penalty ........... esee 68 
i y 

Me and bond forfeiture .......... 16( Billboards (xce Signs aminas and E 

: ills 
ioc eae EXE LS ML eer AT Sos 135 Depositing in letter boxes .............. 241 
Gol ag m D CUL IU E a 157 Posting of—misdemeanor ............... 237 
COLI CGU CPP NON AN 158 Water billezunpaid aos wis sene ree rose ay Ue 200 
Ona COMERIMIERS ..2.-x o 158 Birds, injuring—misdemeanor .. O CIO TU. 242 
Labels required in containers ........... 158 Blasphemous language, use of—misdemeanor .. 233 
> conc a i ARA 159 Blacks frontage; defined. re circle ahve eat oe 

A EB ecedeocesecrz 157 Blocking street crossing—misdemeanor ...... 238 

Separate permit for each place of business .. 158 BOARD OF ADJUSTMENT (see Zoning Rules 

Surrender of license—refund ............. 160 and Regulations) 

(SSE SOSA OCA OT do iia ren 158 

Transfer of permit prohibited ............ 158 BOARD OF CENSORS 

Violation and penalties ....-...-..- ds 160 Appointment and number of members ...... 31 

Bees, keeping of—misdemeanor ............ 234 ee ee SB x ; PA : í E FR ; 3 : j| i j i i l O A 
Behavior, indecent—misdemeanor ........... 235 Duty of owner of theatre u... 31 
Bells Mayoral less, BUR 31 
Electrical permit not required to install .... 217 TE A : ; j À i | ? } i 31 
Ringing of—misdemeanor ............... 234 Prohibition of presentation .............. 31 
(nr NServed a EAS AS s cae sete 31 
BICYCLES AAA A O A ts een 31 
IA NA RA 66,67 Madden rad A o uty Pere Ioan 31 
Counterfeiting ATA val ae ONE AO 67 Wiolätionkardepenalty: 7.0. 2115 cvi de one 31 
w uc 
Headlight  upment unlawful (7 BOARD OF EXAMINERS OF PLUMBERS 
License Application for license aon unueeo t 2»). ee 33 
Eannterteitiug (GF ana dan nao we 67 Applicant 
A A AA NE AA AO 67 EXHIMatiod arar a ence o Ia 33 
MT AA A e A 67 EXlurs tor appear. c come once de 33 
Revocation or suspension ...:.......... 68 Appointment by City Council ............ 33 
Lights Glasecawotyplitibers vs esce eate Yon esed 33 
Liendhehp 25 TE EIER d Em ao 67 Gadmpensaátionme v ctis dao interes eee 33 
Maire tacto on Scenes rises 67 Creation of board and quorum ........... 33 
ea GS USOT, d ees darte V AT 67 Examination of applicants 

Observance of traffic rules .............. 68 Notice givens so cea «sea cer eleven 33 

Operation of bicycle Privileges while waiting for examination .. 33 

Ot than owner. aaa 67 AAA UO OMAE T OR at Ore tera 33 
GU AAA A A AA IA 67 Journeyman plumber ............ s) AUG MUS 
Careful and prudent manner ............ 68 License; Master, Employing or Journeyman 
AM 220575 a mle ecko: aah, aio 68 plumber 

Bos SIGNET CUED. 2. A aye mw a 68 A A sc sere IS cote ese ont 113 
Prohibited on certain sidewalks ........ 68 Examination for ac ee nee 33 
A TE Ee AACA ER E 68 Expiration’, vis ite aie A YT A RI rS 33 
AORA DrERSE ¿aa a r o oie AY STET PET 68 PUTS AOR ee e As NIA ney See: 33 

Parking in regular parking spaces ........ 67 CCE GO Dr eA TD BOTE PONTE PO D OT AN TD CENT 33 

PARROT ENS prohibited a 4.000000 212 win. 00 d Rp nun 68 Mota transtera blen 12$ cay. er eee PEE s 33 

Pedestrians on sidewalk having right-of-way 68 Registration uode uw Y dE 33,34, 114 

Reflector on rear of bicycle .............. 67 Renewal Testen Ae 33 


meustratum ly owner ..s.. nex RR ER 67 Master plumber (see also Plumbing) .... 33,111 
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BOARD OF EXAMINERS OF PLUMBERS— 


(continued) 

Meeting. ot board Wien costae cave teats acs core 33 
DUO s On quu» Cid ma A ety ark tr 33 
Records of Boardi run eee baile re 33 


Registration of license granted by any city in 


State coh Own” o ne puede O O 34,114 
Renewaliob license sae e 33 
Failure to renw 2.0004 ae rs AR PARI evens 33 
Fena: ON CaS EOS BOT TET C 33 
Secretary selected by Board ...........+... 33 
Unlawful to practice plumbing without li- 
CRB 55.6022 Lore uhr 34,111 
Violation and penalty—misdemeanor ...... 34 
BOARD OF HEALTH 
Abatementinfinminance an 2 «102 83 Te une 35 
Assessment for expense of abatement ....... 3 
Cemeteries ie wis nee he en 35 


Citizen, filing of information of violation .... 36 
City Attorney, duty to prosecute violation 36, 57 


Cuy Clerks Clerk of Board o eoe se en «visas 35 
City Councils can cette vets Kee AEA e 35, 61 
City Marshal shall perform required duties . 35 
Compensation for special services ......... 36 
Creation of Board 
A LA SURE SE, sa O” 35 
Mayor tea Tad alte pip SER rolle 35 
Duties 
Burial and disposal of dead ............ 35 
Cemeteries; control of lu mao 35 
Obey and enforce rules of state depart- 
AAA A a AS Elo ES 35 
Quarantine as required by state depart- 
A AS ar OO 35,61 
Regulate fees and charges ............. 35 
Reports to state department .......... 35,61 
Rules for enforcement of laws ......... 35 


Expenses in examination, removing and abat- 
ing 


Recovered by suit) on 0.00 aaa A DEA ARES 36 
Max byi County Anditora E en ee 36 
Fees anducharges Leotec ee Sonne mete 36 
Health physician, healťh 
officer een 36, 61, 177, 179, 180, 250 
RD 63 
Meeting of board, quorum ............... 35 
Presiding oficer s-o sieves ee e scree i ween 35 
Time of meeting, 5. aa ois eaaa S at: 35 
Nuisances 
Boardrmaysdehner siy esa o d ESSEN OS 36 
Concurrent jurisdiction with City Council 36 
Order okabatement e A... e all aloe Ee 35 
Police officer, duty to report violations ..... 36 
Faosting3pE rulesy, cis ae ciate olla ala tien 35 
Power to enter building, vessel, or other 
DIBCB «uv aie EI RIS sted pea eV nae S Ve 35,61 
Protection and preservation of health ...... 61 
EAblicabion CORA o is aire cs UR oie EET IS 35 
Onarantmes 70.510 TL iPod Mf Ed 35,61 
O A AA era 35 
Refusing entry to board, health officer or 
SALIA IO A Officer | fic) aia avia io wie son) a AE Eas 36 
Complaint to magistrate ............... 36 
Warrant: Issued. y. aa aea oi eine RR 36 
Removal oE tho a torn ied pieces 35 
Removal of nuisance, source of filth or cause 
OP dieses A eae STENT E O 35 
Expense of vemavalm. ua o rotiert 35 
Esilure TO remove sl pua onus Fes OU ERE 35 
Notice to. remove. u 3 4. pr area Rie s opi X S 35 
Rules to take effect after publication or post- 
XH B. e are cabs a (aC Tv e CC S C Wie KC RE TIN CA APRES 35 
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BOARD OF HEALTH —( continued) 


Sanitation and quarantine officer 


Appointment by mayor ............... 35 
Subject to orders of board ............. 35 
Suit for expense of abatement ............ 36 
Violation and penalty ss ore awot. mo eee 36 


Violation of rules and regulations unlawful .. 36 


BOARD OF HOSPITAL TRUSTEES 


(Compensation ao selects E he nie ee E 37 
Creation ) anus Vin A 37 
Duties oos qu scale erie bine SR T 37 
Mayor“ to appo <a nas RETE 37 
(Officers: uoo dla = re A RE 37 
POWEOYB) ee tie AN: 37 
Term ok aC aasre at sie she ea eee 37 
BOARD OF LIBRARY TRUSTEES 
Appointment. to board: x... nl 41 
City: Council ri ad 41 
Compensation: +. 1... 0 weinen eee ee 41 
Mayor ^... ea ayra ulm za ar a ae IST EIER TRAE 41 
Money deposited in city treasury .......... - 41 
Number of trustera zeoas oo owes sie IM 41 
Powers of board: v. 722i xor IRSE 41 
Record of proceedings ....... =v Pierius 41 
Removal from board S. er to eI MEE 41 
Requirements for appointment ............ 41 
Vacancies) y rie Qua a a NN 41 
Yearly report required pad soinen re ari 41 
BOARD OF REVIEW 
City Clerk as Clerk rar oiie S PPP 52 
City; Council! 3T niece epee nee eee 25 
Mayor as: Chairman... (tc cee oe NI 63 
Boarding or lodging house 
Defined: Lic a iss pas Ces Peon 137 
Use:in District Br... a ele aes 141 
Boilers—waterworks system tests ........... 119 
BONDS 
Bad bond u. e cass as m eral 242 
Beer Permita ratos ee es eee 155, 158 
City Solicitor to sien > 6-5 a VE 57 
City: Clerk: Tecords of 22 2% os hoe eee 49 
Moving: oF structures xie. osip 5 teta en ete 107 
Official bonds 
Bonds of City Officials 
Assistant City Manager ............. 49 
Chief Engineer of Light Plant ........ 49 
Guy Clerk innata eae eee 49 
City Engineer «5.52» EV EIS 49 
City Manager ute RI ER A 49 
City. Marshal eee atre ORT E ES 49 
City Solicitor 5 5 E SM RETE TA 49 
Custodian: of. ‘Cemetery’ noer. AEN 49 
Electric Distribution Foreman ........ 49 
Electrical Inspector -s+ ars amaer ee 49 
Fire, Chiek cint ome ao AS ene 49 
Mayor... iaa ERIS NE 49 
Milk Sanitarian: 10 oe rat ii Ae 49 
Plumbing Inspector <e ar 0929 49 
Purchasing Agent mo ena ae iens 49 
Sewer and Water Foreman ........... 49 
Street Foreman v. „aussen 49 
Superintendent of Electrical distribution 49 
Superintendent of Water Plant ........ 
YeBSUrEI oc citrate EIE Ren Buy RENS Eu ters 49 
Signs, billboards, etc. ......... << o o. .... 164 
Street and alley encroachment ..........+.. 209 
Books, immoral—misdemeanor ............. 235 
Booths, Class "B" beer premises ............ 157 


Bootlegger, buying from—misdemeanor ...... 236 


E iottles (see Containers) 


Bottling and capping =) eR Se ee 254 
BOWLING ALLEYS 
Applicant 
Citizenship «<<< ssc th tr nn 167 
Conformity to law ....- n n nn nns 167 
False statements +... I htt 167 
EN UR eia ee NR ERR tnn 167 
Guy Cuuncll |... rore rts 168 
Definition 
Bowling alley «+. << ==... tt t 167 
bona eese E OO RE LEE EE 167 
Fees 
Ae VON NETTE TICINO Nts ss 168 
To the general fund ........ nnn 167 
Hours of operation 2. e. Itt] 168 
License 
Apnbcation 14.9 tt ttn nn 167 
CIVCÓO ION RDUM EIS te NS 167 
Uc 2 ct RR E DOCS ER A 167 
EE So ee cents Ss se o 167 
Reece eae ote ns ene wis cede SA te 167 
ASP at JO RSS een cas 168 
Transfer prohibited ....--...: c rss” 168 
Prohibition of slot machines and punch 
‘ads is RE LEE 168 
Violation and penalties ....«»- <= ...** 168 
Bows and slings, discharging—misdemeanor ... 240 
Brass—(see Flammable Liquids: Plumbing) 
Breach of peace 
Chief of police suppression ... rer. 55 
A AI 259 
Peace, disturbance of—misdemeanor 
ur TOC TU TTE REESE SÓ 233 
Barking and howling dogs ....--- ++ 234 
Bees, keeping of .-.---: 66668 234 
Bells, ringing of ..--.-t t tnn 234 
Blasphemous and obscene language ....-- 233 
Disorderly hall, skating rink, etc. ...-...- 234 
Disturbing public meetings ....----.“+** 233 
CAS n LORS C ne er 233 
Noe GE fowls rure sens Ra ele wees es 234 
Offensive conduct or language ....-.--:-- 233 
Permitting disturbance on premises ...-- 234 
"PI uU MERDA E ee EL 234 
Unlawful assembly .......«.: n nnn 233 
Bridges 
Construction plan submitted .......--.+++* 39 
Structures moved across 
Ponta s vim sect ie t Me a RA TTE E EC 107 
Bene ae ae ne a nee 108 
Brothel (see House of ill fame) 
Building accessory, de NEU. eroe aee heinie s 138 
Building Code, City Manager enforcing officer 53 
Building line, defined ......... «o. .....0. 138 
Building permit—public buildings ......- 135,147 
Building wall, defined ......-- «+... +=<..** 148 
Buildings 
Board of Health or officers may enter ... 35,61 
Buildings Committee, Cemetery IAS 26 
Dangerous (see Dangerous buildings) 
DA A A EN ae Ok See 137 
Electric installations 
A AN O O 218 
Right to enter building ....-.+.-+:.:+>* 219 
Flammable liquids (see Flammable liquids) 
en A fat O O « che 138 
Inspection by plumbing inspector ....+.-.+++ 114 
Moving of (see Moving of buildings) 
Non-conforming ..---- +... hh tht 143 
Kanca A A EN O ORTE 93 
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Ruildings— (continued) 
Numbering (see Numbering of buildings) 
Plumbing 


Moved building «asus ua eerte 116 
On interior of lot .....erooocornmo n 129 
To conform to Fire Limits .........+..0 93,135 
Trespass prohibited ©... sees ser n nn n 689 z 243 
Buildings Committee, Mayor to appoint ...... 26 
Burglar alarm installation—electric permit not 
TEURER a sa Se eurer O fa NEAR 217 
Burial of dead animals ... otro 241 
Rasa denak (cus 9x9 MESRINE vis O U URN 142 
Buses (see Jitney buses; Motor carriers) 
Business district, defined ..... omo mps... 72 
Business and light industry "D" districts, de- 
Gy he E AS EIA AE AOS TOI MASS 140 
Business premises 
IDE RUÉACIIIGN A xe e SL DIEU CUTLER AE 261 
Trailer parking illegal ..... <<... 20.01 263 
Butter fats defined sasies s ae sie os 249 
Butter milk, defined ...... rr n nn ng 249 
C 
Cab (see Taxicab) 
Cables—street and alley encroachment ...... 209 
Cafeteria (see Restaurant) 
Cans (see Containers) 
Canvassing, unlawful .......- nr nnn 243 
Capping, hand capping prohibited .........+- 254 
Caps 
Drums: and barrels 24.2 cre ee alten tust es 100 
NE UE quedes o ennt opm 256 
Car (see Traffic rules and regulations; Ve- 
hicles) 
Car in motion, getting on or off—misdemeanor 240 
Carcasses, constituting a nuisance .........: 259 
Carriers (see Motor carriers) 
Catholic, cemetery lots ...... o... nn nnn 189 
Cats, predatory—misdemeanor .-+++-+++-++++: 242 
Ceiling 
Mill plant a ale cose an! n xe 0 rin tI Sí 255 
Pecata EA NE AEA E allen 179 
Special storage room for flammable liquids 99 
Cellar 
Constituting a nuisance .... sesser oo... 259 
prre E E eee ese RO EE S 138 
Failure to cover door—misdemeanor .....: 240 
CEMETERY, MUNICIPAL 
Annual cure 3 v4» o «a o 189, 190 
Board of Health in charge in ....<.<.....0 35 
Band ok Custodia - «uale orum to eee 49 
Búnal permit arase nee nannte SY 189 
Catholic lots, sale or interment .....--::: 189 
City Clarke 07 e ma oe THU tun ee 52, 189 
City Manager in charge GE ver ete 53, 189 
City Treasurer omo 9 er rrt nn 189 
Grit be 12.0. «a0 dx IS EOL ale chads 26 
Death certificate paa sa rr reese snes 189 
Fees, charges, and payments 
Annual care charge +... ee... moss 189 
Foundation for stone work .........+++ 190 
Opening graves ... ser mtt nn. 189 
Payment to City Clerk ....... rn nnn 189 
Perpetual care charge ..:.:5 nnn 189 
I sce e ad ote tern ys CE ALP RL SCIL 189 
Peon ls ales Lei nh B ten ere NS 190 
Foundations for stone work, charges .....- 190 
Injury to shrubbery in, misdemeanor .....+.. 237 
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CEMETERY, MUNICIPAL—(continued) 


Interments 
Burial of more than one body in grave .. 189 
Catholic burials: is n aia raisins aoe eee es 189 
Graves for adulta i. ccc cue win vie 189, 190 
Graves for children and infants ..... 189, 190 
Graves to include vaults, charges ........ 190 
Opened by direction of city manager .... 189 
Permit required for burial .............. 189 
Restricted to members of family 
FExcentinnt 6 er Od ae RR ERI S PROPRE 189 
Superintendent to be present ........... 189 
Urns, two permitted in one grave ...... 189 
Lots 
Annual! cane 550. 515 Ao x E: PARTS E TS 189, 190 
Catholic tsal rol a T DNO CORO alo lols olor 189 
Deeda Passion ata st Een e ah hee 189 
Perpetual Gare co a NE een eds 190 
Proceeda ih s aate eive o YER E Ete Ee aie 189 
Sales fisse E A E en et ENTE 189 
Opening graves, charges for ........... murine tlt 
Perpetual care 
Defined? tota iux. Le eh ette odes ete See EE LEE 190 
AA n REIN Ris n Oey fie 190 
Records of Cemetery 
Certificate ot death? ays aia 189 
Description of lots 2. unix wee eae 189 
Kept: by Gity. Clerk: ir. nemas A 189 
Location uot ara ver Me tor 189 
Names of owners of lots .............. 189 
Platnok cemeterya N aN IRE + APN 189 
Removals from cemetery ................ 190 
Rules sand! regulations) aora win. orate eee 190 
Upkeep and care of cemetery 
Annual care) Charge, os nt ci ec: REO s Ps ils 190 
Funds for perpetual care .............. 190 
Perpetual) care, defined... st se x)» 0 190 
Urns burial Loft EG NATL EIS ieee EE EE 189 
Censors (see Board of Censors) 
Central station, electric permit not required .. 217 
Certificates (see Peddlers) 
Certificate of Registration... o nos.» 276 
Cesrtñedimilk denned a estes ee 252 
Cesspools 
Gonstituting a nuisance | Gna. nese 5 259 
Prohibited e 535 ito TET EE 261 
Restaurant ...... Re: to 180 
Chains; permitted anitires $0 55h v NIB 80 
Checks 
Evidence oroen oaa eux oett» EXIT Pr enue ER 236 
False uttering or drawing ............... 236 
Chemical laboratory wastes—plumbing ...... 132 
Chickens 
CH | Parte: ETE Deis Peete hone T ORO oT d' 241 
le [5 PRG ri S NAUES s do ERE 234 
Chief Engineer of light plant—Bond ......... 49 
Chief of police (see City Marshal) 
Chimney— street and alley encroachment ..... 209 
Churches 
District AU crus c RERO En NIRE Rae INTR 141 
Electrical, conduit. work SERE RIS 218 
Pront IVANA ne a cs Ne ire 144 
Publre. binldimgs 3 «lice fe sete idle ae e E 135 
Side vard v 2x0 Pun) CRIA. APE ER Gh incre 145 
Circulars, depositing in letter box—misde- 
MEOE o era WEN erneute oo lee cise teres 241 
Circus (see Entertainments) 
Eistern=eplumbing: rale rk am iea 313 a A 132 


City Attorney (see City Solicitor) 
CITY AUDITOR AND CLERK 


AucHon BATEN RR 


CITY AUDITOR AND CLERK— (continued) 


Bicycleatr 275 aa e tn EE 66,67 
Baonrd'of-AdiUsEmenE «su so re oe ee 52,145 
Board of examiners of plumbers .......... 33 
Board of health rs ne bie ware ne ee 35 
Board of hospital trustees ................ 37 
Board ok review; =... IO eee 52 
Bond ov v A O A eae 49 
(Cemetery. ee PERSE EE REN 52,189 
City council ahal elect a 0000.00 2 EAST 25 
City: LOU E ER ES 51,59 
Commissioner of registration ...........-- 275 
Duties’ and powers... 2.4 ta AiO 51,32 
Election. by: Councilor zona oy eee eee 25 
Electric department reserve ............. 191 
Entertainments: ee cade sees r CE Eee 169 
Gas (works) cis. 2 usa ne ees ERR ES 222 
Ice: andl snow iiss. 3.0 ip o RR AN 203 
Moving of structures .....4.-.. 2 v nime» rs 107 
Niüsances 38 02-2028 PILIS ee S 260 
Peddlers’ regulations and licensing .... 177,178 
Registration of voters dano - 2 20 EMT 275 
Restaurants Unica e EIE TES 179 
Seal a ECRIRE More A ors mus 557 19 


Street and alley excavation and obstruction .. 211! 
Taxicabs 183, 184 
Transient merchants and itinerant vendors .. 185 
Water department reserve ............... 197 
Water iTates eei rer a EEEE 


ó p.o 00 9:05 alo P '9 eine A mn 9' m AO win 


City Civil Engineer (see also City Manager) 


Bond Lis 5 27. io taa See ee D 49 
Office discontinued) amm sei eee 53 
Public service connections .............. 205 


CITY COUNCIL 


Appropriations for fiscal year ............ 25 
Beer regulations... ee 155 
Bills and claims 
Duty of finance committee ............ 26 
Filing; date' of Di di ee oe 26 
Reguisites of. .. ur 5 gases SS 26 
Board of examiners of plumbers .......... 33 
Board ‘of health ers aiae er ae ee ee 35,61 
Board of hospital trustees ................ 37 
Board of library trustees ..........2.0.... 41 
Board: of TEWIEWE o duos ¡IAS 25 
Bowling; alley. animo raro re eee 168 
Business, ¡order Of unio one ee 26 
Cemetery committee: as x4. er mins eee 26 
City: Marshal sacaste ao eta rte E Oren 55 
City: Plan Commission... a 0 5 99 «1s 39 
Gity. (Solicitor. au ai E 25,57 
City: Treasurer om a piee eine eee ee 59 
Committees, duties of 
Cemetery and buildings ............... 26 
Electric ‘light: and power oe 26 
Finance and ‘ordinance: „en 26 
Bills and. claims filed 3.00. o E 26 
Fire -and water ~ onsa sis win cn kre ee 26 
Sewers. 4 u ore 60s sen a a arate Re ee 26 
Streets, and alleys +... u... (Gs a + x0 ERSTE 26 
(Compensation? s-sa user se sales Se Er 26 
Corporate territory and limits ............ 17 
Dangerous buildings... ES ee 87 
Dehned |... sate rto A 25,96 
Election City Manager, Clerk and Solicitor .. 25 
Electric Department reserve ............. 191 
Electric energy rates and charges ......... 194 
Fireworks, sale and use of .............. 269 
Firat. meeting ins si SV A OA ae 25 
Arrange for mntüngs s sis xe EIE 25 
Compensation and salary of officers ...... 25 
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CITY COUNCIL—(continued) 


E Tn aos win a Bis. 25 
AA Sans VV byes nex RA 25 
Work as board of review .............. 25 
NO ua Ra ao aa 248 
ENE yaa IN aa 222 
CS i OS SS a iaa aa as 61 
CN CR aia. ars e RR A IT 203 
bl DUO A A A 175 
A AAA AA AN 41 
Mayor as presiding officer ............... 25 
Meetings 
A en a E aa 25 
ee rosa e a Ue rs a ass 25 
A O AO e AAA A IA 26 
TAR A e ER RAR 25 
Members, qualify and organize ........... 25 
May uf sirnckures onen near as 107 
ENC A e A ds de a a 195 
DI ida is LEN T aa an 260 
EA A A 25 
TA A AR A 25 
Officers’ salaries and compensation ....... 25 
Order of businesa .............-. ee es aX 26 
DUOC ics TRIO ns wine bn ee we ke a 43 
Permanent aitlewal Ko cos esc cs esc 9] à ees 207 
Playground Commission ................. 45 
Powers conferred by laws of state ......... 25 
A Me AA A A a 135 
Public service connections ............... 205 
UPS AA AAA eae E 25 
A xxm Sc ce cela 26 
EC NER, me do wie oc cs awh eS ewe 25 
SUA GU Sea A AN 25 
Street and alley encroachment ........... 209 
ET A ipa sce nie aja wed clare A 183 
Ia AO ICES! a Snes nr 83 
Trees, planting and trimming ............ 213 
Water department reserve ............... 197 
City dump, garbage disposed in ............ 247 


CITY HEALTH PHYSICIAN 


AUST A A 1 
Board of Health, executive officer ........ 61 
Abatement of unhealthy conditions ...... 61 
Communicable diseases ................ 61 
Preservation of public health .......... 61 
A er ilaw.el.luexe4k 61 
Wells and water, pollution of .......... 61 
AA ^O TIONOEE TOT TN 35,61 
Communicable diseases .................. 61 
Received reports of cases .............. 61 
TA EA A NN 61 
DER A E AAA AAA A 61 
Health officer synonymous ........... 61,250 
Inspections 
Power to enter building, vessel or other 
A CN 61 
A eine A A 61 
E AA A E CI 61 
NS RE Cr ME RIO E Te ERAN 61 
Interests in contract of municipality ........ 61 
DA AN ES 61 
A alt QUT al “eis rate ate a 250 
Abe arteria, delned 2 ind 250 
Peddlers, examination of ..... ee 177 
Peddler's products, examination of ........ 177 
Quarantine, impose and terminate ....... 36,61 
Records transferred to successor .......... 61 
Reports 
A O A A ON 36,61 


To State department of health ........ 36,61 


CITY HEALTH PHYSICIAN—( continued) 


ESTER USA REN ERO aran a e 179,180 
Right to enter building or vessel ......... 35,61 
CITY MANAGER (see also City Civil Engineer) 

Abnamitmentito OMGE a eee wn ee a ao 53 
Assistant, appointment and bond ........ 53,49 
Board of examiners of plumbers .......... "ad 
Bondie EEUU enr ous * cesare rx bee ufi 49 
FAMA O dire scare y Seat Rei CO PIT SESS 53,189 
BiangexoauasBuldingu vo abra ta axe eR 87 
ES A A NO 96 
Discontinuance of office of 

Gite: Cil EngEIneRE as DO a ara 53 

Street ‘Gammiussioner da sida 53 

Superintendent of Light and Water ...... 53 
Dotienvandipowers dat dido de 53,54 
Elections bry cuac? a A a laca 230523 
Electric installations .......... eee 53,217 
Enforcing officer 

Building code aaa Os ar na ande 53 

POM AAA A e Ss 145 
Elanmmublesheuida esses ENT Ite 96,217 
Gurhage andirefuse ees a r A 53 
(GER WOREN (eren Fane ere ALN ale fare gre 221 
Iceisantdl mnow «ron ces eR RC] EID tiie ane. NE e) el FERRE 203 
Moving of structures añ sane ooo 107, 108 
Numbering of buildings .................. 109 
Office created by virtue Chapter 327, Code 

olowa 31927 5.5.5 3. vere oro, RE A Eae E 53 
Permanent sidewalks ................ 207, 208 
Blumbinge ex tl aid 113,114 
Removallfrom office oe ame a 00a an 53 
SOLES RS A O NOS QE 54 
Signs, awnings and fixtures ...... 161,164,165 
Street and alley encroachment ......... 53,209 
Street and alley excavation and obstruction 53, 211 
Trailer coaches, parks and lots ........... 264 
Trees, planting and trimming ............ 213 
Water ee N EO 199 
Waterworks system =... oe ao ees cesar 52; 223 

CITY MARSHAL 

BuanrdegbEIeaIth o, v5 LR ETE Us beret A 35 
Baud Sea ik ava ees RSE 49 
OKE otäßnlıce a veris dre msn aa exer deer arene lee 27) 
Gutv solicitor! O Se 55 
City Gaüncilti- ss er LENTES ES) rS) e Nn ea Sh 55 
tiene nde Dawers a E T R A eis 55 
Interest in contract for municipality ...... 55 
List of inebriates, supplies ............... 153 
Peddlers regulations and licensing ........ 177 
Records transferred to successor .......... Sis 
DEVICE Of  PIOCeSS aora ia 55 


City Officials (see also appropriate headings) 


Ciy council shall elect 52 eoi ara nee 25 
City Solicıtarsas sdvisor. «0650: dias 57 
Mayor to supervise conduct ............. 09 
CITY PLAN COMMISSION 
Poele OI e aA ca ee ESO EG 39 
Appropriation for expenditures ........... 40 
City Counc ss. oe ce acne xs o TOY een 39 
amiperitsa lon A O E ARA SE 
Created by virtue of Chapter 294-Al, Code 
GIN LOWE 97) 7. AA AO tin renee 39 
DIN Tea andDoWers tai ste sls 39, 40, 148 
MAYO tor apponi 5557 «o Pe. doi pan ete 39 
Members, number and qualification ........ 39 
Kerm ok office: n noe a a ester visi » are XIIe 39 
MECHIICIBN an din dials) e Vand oats ied lee eine G 39 
CIR SEALS Cree ar E da ara 19 
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CITY SOLICITOR 


Advisor for all City Officers .............. 57 
Bond lees seta ALI alan Y OP TEL ON 49 
City Council shall elect. 7.45.93 voce wineries G 223527 
Cty Marabal ars a EAD EIER RS EN RIS 55 
Compensation 
Expenses, reimbursement for ........... 57 
CET URP IIO E RO ROM piel gp DEL e 57 
Retainer sir Quitar Tp sete d edb lernte Te fue O 57 
Dangerous buildings: 0... da x c8 0 E FORT . 87 
Dirtieniandinowexre ys caine aa OR 57 
ElBction by council t uer rs Io ae 25 
Opinion on ordinances, suits, claims or de- 
MAD vore SO ror) daba ra SET TER ON IT Ed 57 
CITY TREASURER 
Board of hospital trustees ...............+. 37 
Bond eto tae) a eru sete iaa ee 49,59 
Gi Elektra 51,59 
ASS AAA u e 59 
Duties ando powers 9. o A RREN 59 
Electric department reserve .............. 191 
Monthly returns tando vu ere poe EN TRET 59 
Papers delivered to successor ............ 59 
Report of financial condition .............. 59 
Water department reserve ............... 197 
Giwild Service Commiasion ee 32,33 
Claims 
City. solicitor give opinions .............. 57 
Defective waterworks system ............. 227 
Ealing (date oh ut se RV 26 
Finance ‘committee duties 25 7551.25.00 v 26 
Requisites ‘of: o E rie ee sae wee IR 26 
Clairvoyants—misdemeanor ................ 241 
Cleaning and bactericidal treatment 
Milk containers and apparatus ............ 255 
Cleaning solution—flammable liquids ........ 95 
Clerk (see City Clerk) 
Clocks (see Auction sales) 
Closets—plumbing Wu. nets S. ofer ere EXE E 119 
Club house 
Class <B beer permit 0 55g ra prx 156 
Conduit work InI sk Ear ee Rer ais CRI eae 218 
District. «AULA LY SU sede Rk eed c GIN S er 141 
Erone uyard maae erts RIRs. a n REESE 144 
Side VAN ».;.o A A e ede quas x ca DES ERR NIE 145 
Coal rooms, street and alley encroachment ... 209 
Coffee Shop (see Restaurant) 
Cold room wastes—plumbing .............. 132 
Commissioner of registration ............... 275 
Community buildings——public buildings ... 135,218 
Concealed weapons, carrying—misdemeanor 239 
Conduct, disorderly— misdemeanor .......... 234 
LANCE m axe inox td DA e EU 234,235 
Eendering -israe in Qm PORA GUAR 234 
Soliciting on (atreeti sy. yapa 234 
Conductors 
Electrical installations +s s es sxs a samia n 218 
Plumbing 
Inside, rss eye 131 
Qurda ea OO 132 
Conduit work—electrical installation ........ 218 
Confiscation, gambling machine ............ 235 
Constables—auction license not required ...... 171 
Construction under permit ................ 147 
Containers 
Beer 
Labeled iis is eee re ca RM Re oe 158 
Sulszin OPI Ly a oe i 158 
Flammable liquids 
Attached. to vehicle «ron ones ee Vs 96 


E 
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Containers—(continued) 


Defined. v ad O A oe yd 95 
Open containers prohibited ............ 97 
Storage in District "IL" and “R” .. 98,99, 100 
Storage near exib 5, acea ee vp ee 97,100 
Storage of Class | and Il liquids ....... 98,99 
Food containers as garbage .............. 247 
Garbage vuol ae ete 247 
Milk 
Cleaning and bactericidal treatment ...... 255 
Construction and care of equipment .... 255 
Handling of containers ................ 255 
Labeling and placarding ............... 251 
Milk: bottles required: zx cee dae 257 
Milk put in containers at plant .......... 257 
Storage «of: contaInera bre enans aid 253 
Contracts 
City ‘solicitor: to draw oer ee 57 
City Manager to enforce ,.....- 2.0.» 2 53 
City Managers power oiri siete p aaae tpud ale 53 
City Marshal to have no interest in ........ 55 
Garbage collections: simas sores sa a XM 248 
Gas contract with consumer ............. 195 
Health physician to have no interest in .... 61 
Mayor to advise and assist in suits ........ 63 
Mayor: to plan Dura reno tel ROTE I DIEN 63 
Mayor to supervise performance .......... 63 
Street and alley encroachment .......... 209 
Waterworks system contract ............. 225 
Cooking, electric, rate ECL 193 
Cooling milk 
Pasteurized mno 88 vn eee es 254 
Raw ticos ry tis cites A USO 254 
Cooling temperature, defined ............... 254 
Copper—plumbing ............... 117, 118,119 
Coroner, auction license not required ........ 
Council (see City Council) 
CORPORATE TERRITORY AND LIMITS ..... 17 
Court, defined) ... 202 tss rias x Wel oe ee 136 
Cows, tests for tuberculosis and other diseases . 252 
Cream and sour cream, defined ............. 249 
Crimes, chief of police to secure evidence .... 55 
Criminals, chief of police to arrest .......... 55 
Crossing, blocking—misdemeanor ........... 238 
Crosswalk, “defined |) nata o eee 2 
Crude oil—flammable liquids -.............. 103 
Tanks. diked: iia Slope ans IS y 103 
Cruelty to animals—misdemeanor .......... 241 
Gurb level, defined ie 138 
Curbs 
Dikes for flammable liquids .............. 103 
Part of pavement surface ...... oo... ..... 211 
Trees. planted: sorres eel AO 213 
D 
Dairy (see also Milk) 
Defined a A EAS ETE EDS 250 
Future construction. ea a LIO Bl 258 
Inspection for grading ....... e ee eis alo oe se 251 
Inspection of «nitas a e nie o sale a 251 
Dairy barn 
Air space and ventilation s.p sa ses ikaka ney 252 
Cow vard: asie mern A e aen As 253 
Floor. "2... 20836 a IR olla hay AAE 252 
Lighting: «1/909, 2348 E SE E A AA 252 
Walls. and) calingastana eT RER 252 
Water supply: Bean. a 253,255 


—— — 


Dairy farm ay pd 


Dairy products (see 
t subject to peddler's ordinance ........ 177 
Dann halls, disorderly—misdemeanor MEER S oL 233 
(Dancing prohibited in Class "B" beer premises . 157 
nger signals, removing—misdemeanor ...... 240 
DANGEROUS BUILDINGS 
Authority of City to destroy ............. 87 
ro ee A SN E 87 
AE A TRS OM a re nn 87 
o ala ia ia 87 
Costs to be taxed to owner .............. 87 
Achon to collect costs 6... vce a 87 
A role etree iu v 87 
Failure to repair—misdemeanor .......... 87 
Notice to owner or tenant of ............ 87 
OLE NAAA NN 87 
Offense not committed until owner fails to 
comply with order of Council ........ 88 
Unlawful to allow existence of ...........-. 87 
Violation and penalty ...........«<«..<.... 87 
A HOA A A Cs esis tt S 241 
Dead end—plumbing ................. 112,117 
Deeds, City Clerk to counter sign .......... Dé Meno | 
Defacing notices—misdemeanor ............ 237 
Defective installations—flammable liquids .,.. 104 
Defective piping—flammable liquids—electrical 104 
OA GES rs a es 133 
Defective sidewalks, repair of’ ............:. 208 
Defrauding hotel or nt elkmennar 122236 
Deputies— Registration of voters ............ 275 
OTOL ain aaa ae al at eo UA 73 
Dip milk, sale prohibited .................. 257 
Discharging firearms—misdemeanor ......... 240 
Diseases (see Health physician) 
TA eh NS RAR A alone 180 
Disorderly conduct—misdemeanor 
AO A A nein nie Sa 234,235 
AA A were eS a a <a sve) ore 234 
SITO DA Ia era 234 
Disorderly halls—misdemeanor ............. 233 
Disorderly houses—misdemeanor .....-...... 234 
Distribution centers—electrical installations ... 218 
TST OAS CAS ET CS TC EIC CEP ETT 140 
Districts (see Zoning Rules and Regulations) 
Disturbing of peace—misdemeanor ....... 243535 
Disturbing public meetings—misdemeanor °.... 233 
Ditch-digging equipment (see Special Mobile 
equipment) 
Ditches 
AO A O S nee nee a 116 
Seer de Alley excayation „u.a 230 
Bitter verein A AR « 230 
Doctors, discrimination in hospital .......... 37 
Dogs 
A AA AA A AA 234, 240 
AAA A A ee MES 24 
VA Un PARA IA T x t's 234, 240 
Doors 
Mia als nas ola cane 255 
Hastäurant a als 3 a NN AA EN jala da 180 
Special storage room for flammable liquids 99 
Spa OA ANA A aoe TET 7 
Drains 
Cuv Manager in charge of ......:2.2.00. 53 
Plumbing (see Plumbing drains) 
Drawing false checks—misdemeanor ......... 236 
ELIE. US eR nda ra 236 
Drays, loading & unloading prohibited ...... 81 
Drinking fountains—plumbing 
AAA a A A IM 123 
CI SO a nda wt xt 124, 133 
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Driver 
A ai aa a Nod 71 
DONA HEORBTIAN iaa aa a nn (2 78 
NIEGA aa ge Ke aaa 80 
Driveway 
NAAA A ee Ree REC ds 71 
Entering Street from oia aia A 80 
O snas v ee » cO VUE Cada 89 
Driving—misdemeanor 
rt ETE COND DEP E EN ana CRB EG Vm PROTON, 239 
CiyercsHret hagas Sa a 81,239 
Over newly laid sidewalks or streets ...... 237 
Through procession, parade, etc, .......... 76 
Drugs, constituting a nuisance .............. 259 
Drug stores—flammable liquids ............. 97 
Drums—flammable liquids 
A E ES 100 
Storage cim diatnmicbsliie SR 98,99, 100 
Storage sm duct ^R LIO. PIU 98, 99 
Drunkenness, constituting a nuisance ........ 259 
Dry Cleaning establishments ............... 105 
Dwelling 
Electrical conduit work ................« 218 
Elammahleshiquids Jo veste Eco potrei Fou 96 
Manufacturing plant prohibited ........... 99 
MUI FanArt e XI ER wie aie ali s 138, 141 
Single LAMI stati echa Lern 138, 140, 141 
Storage permit. ao ate coders Sl 96 
¡BAILO more fami «qure ead aa ia ne Sherer 140 
raver DaArkinslepall a 263 
RA o A, E sie 138, 140, 141 
E 
Election (see Registration of voters) 
Election register 
Cuy Clerk ani charge care are da n eek 52 
Electric connections; unauthorized — misde 
EA LI ee EN 37 
ELECTRIC DEPARTMENT, RESERVE AND 
DEPRECIATION 
Conversion of investments ............... 19] 
Expenditures from fund 50, 6. ene 9v 191 
Fund created 
Authorization to set aside money ....... 191 
Expenditures from fund ............... 191 
Investment of Funds! $5 Au ea LB 191 
Repeal of ordinance creating sinking fund .. 191 
Withdrawals: from fund .... n essre ees 191 
Time for conversion niee eas 0 44 x 191 
Electric Distribution Foreman, Bond ........ 49 


Electric Distribution Superintendent, Bond .... 49 


ELECTRIC ENERGY, RATES AND CHARGES 
Billing and collecting 


Dhatnct Nac ore pA VI are 193 
DF oat No woes s o rue ex PONTO Pere E 194 
Distric No diosa b XI? Rd vr dad ends 194 
Gooking rate schedule: LA 193 
Delinquent bills, gross rate applied ........ 194 
Discontinuance of service ............... 194 
Charge for reconnecting .............. 194 
Pightingirate schedule socia aan 193 
Off peak heating rate schedule ........... 193 
Optional residential rate schedule ......... 193 
Payment, application of net rates .......... 194 
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ELECTRIC ENERGY, RATES AND CHARGES 


— (continued) 


Power rate schedule: 25: ares bn 193 
Rules and regulations ..... aA A E r S 194 
Schedules 

Cooking raten ina eee ene E 193 

PENGUINS TALES) ai nf ich varia n ETE e T 193 

Offipeak heating rates vana ala na win E902 he aie 193 

Optional residential rate .............. 193 

Rower, rate, nados Mt X wha 193 
Unpaid ballan 0 5 e cis al Ree hen ERE RA 194 

ELECTRIC INSTALLATIONS 

Apartment houses, conduit work in ........ 218 
Application for permit .................% 217 
Application of ordinance to existing installa- 

STET C ESO e THU OSD RCRA DURS TEE 13 5 Cece pe 218 
Asylums, conduit work in ............... 218 
Bells, permit not required ................ 217 
Branch ¡CIRCUS cys 410.00. s la ea a iai s 218 
Branches ce coc seve oleh rat Fiala hed'e inte ehe RR PIRE Teana EN S 218 
Buildings 

Conduit work um ovalo tai REIR EIS 218 

Rightatowenter idad teacher ae ice 219 
Burglar alarms, permit not required ........ 217 
Cabinets raizes aES. Ren, 217 
Call bells, permit not required ........... 217 
Central station, permit not required ....... 217 
Certificate of inspection and approval ...... 217 
Churches, conduit work in ............... 218 
Club houses, conduit work in ............ 218 
Community center, conduit work in ...... 218 
Conductors 4-6. exe sede eel der 218 
Conduit work 

Flexible metal conduit ..............-.- 218 

Rigid: ‘metal cond wite aa euler axes esos 218 
Covering up electrical work ............. 218 
Cutouts dd canoes Lors Ir ERES E E 218 
Defective. installations: eu eme eA sete sta a es 219 
Distribution- centers osere lee a UST E edel e ne 218 
Dwelling, multiple, conduit work in ....... 218 
Exit highta lr tuc ea wae tae 218 
Feeders, number and capacity ............ 217 
Fees 

IEnxtnures "ou te coetu EL ido aa 219 

Rone inte bans ssas rer feels + REDE 219 

SCELTE EDS Ie RERO OO 219 
Fire alarm, permit not required .......... 217 
Fire limits, conduit work in ............. 218 
Flexible metal conduit ...0. 2... 2... 218 
Garages, conduit work in ................ 218 
Gas lighting, apparatus, permit not required 217 
General rules and regulations ............ 218 
Hospital; conduit iWork in E e EIE 218 
Industrial plants, permits not required ..... 217 
Inspection of installations 

Fees- a a SO Pine Exe rere 217 

Notice eei ear ro eae he D Ness 217 
Installation, electric rules saae o esses ae 218 
Institutions, conduit work in ............. 218 
Iren dg N50 nl Re Ee ti o pet dir oes 218 
Lights, exit, in public balla Ran A 218 
EEE ee 218 
Mata i xcimdt trite. sve deo VE vade) ee 218 
Metal raceway permitted ................ 218 
Meter, connection to si oie es wae oie aes 218 
Motors, conduit work to ................ 218 
National Electric Galle vy A 218 
Notice of defective imstallations ........... 219 
Permit 


Apnphrationsfor- Di NA 217 
Certificate of inspection and approval .... 217 
Inspection 217 
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Issued! v2 AMAS TERA ee 217 
Not regnen 2 2 ea a Lo Ae 217 
Required. 9.9 RM hie sien nae 217 
Plans, City Manager may require ......... 217 
Public buildings, conduit work in ......... 218 
Public ‘balls, exit ‘lights: nois 2.000200 See 218 
Public utilities 
Conduit work Was ee 218 
Permit not required >... os 217 
Remoyable reflectors’ ,..,.. 22x ms 218 
Repairs of wiring system, no permit re- 
qued 2564x445. pe ee LE er 217 
Rigid metal! condwit 2977753. ae LLL 218 
“Roughing: in” erro ico ob e ee 219 
Schools; conduit work an. +)... 20 eee 218 
Service connection 1.2.2... ate ee 218 
Service discontinued: saoo 2 5-019 eee 194 
Signs, fees nesas a alone ree 219 
Special service connections ..............- 218 
Structure 
Conduit work in 3.5... 9 oe ee eee 218 
Right: to enter sos Vers re 219 
Sub station, permit not required .......... 217 
Switchboards; sizes ol 2:12 E 217 
Switches, fees vs 219 
Telegraph, permit not required ........... 217 
Telephone, permit not required ........... 217 
Violation and ¡penalty deso na 219 
Workmanship 52. als mele a SIS laa IO 218 
Electric Light and Power 
City Clerk keep; records s-ar o a oa 51,32 
City Manager to manage plant ........... 53 
Mayor appoint committee ............... 26 
Electric meters, interferring with—misdemeanor 237 
Electric motors—flammable liquids .......... 105 
Electric poles and wires (see Telegraph poles 
and wires) 
Attaching antennae or radio wires to ..... 240 
Injuring ao a lata o IRTE 237 
Throwing stones, sticks and strings at ...... 237 
Electric Rates (see Rates) 
Electric service installed ....... 205, 217, 218, 219 
Electric wires, underground 
Public service connection plan ............ 205 
Electric Inspector, Bond a. pe 5555 49 
Electrical work, covering up oo. e. «sus 218 
Electrotyping wastes—plumbing ............ 132 
Elevator—storage of flammable liquids ...... 97 
Emergency vehicle, defined ................ 71 
Enforcing! officer... ois siats mie ix TS ERAT se 53,145 
Engineer (see City Civil Engineer) 
Engineer of Light Plant, Bond .............. 49 
Engines, traction—prohibited on streets ..... 237 
ENTERTAINMENTS 
Circus 
License: fee uei ein wi ae ET 169 
Parade: permit issa snasle cioe aa 170 
Evading. admission fee: siouna s pa a. ES 236 
Golf: courses, fees asa rn sais a An 169 
Immoral showa iz as OS 170,235 
Lectures not included), tua 169 
License issued by City Clerk ............. 169 
License Required 
Circu vsus MR lS Sy rma ERE AREE Kt 169 
Golf courses, miniature or other ........ 169 
Moenaperie®: cia ro Gite oie nals rene 169 
Moving) picture rato Now cso np eee 169 
Shooting: gallery cacti eoo eR 169 
Side show crias > ie ao Mier Pree 169 
Skating: win beste op aaa in a 169 
Theatrical exhibitions) oia acre cee 169 
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ENTERTAINMENTS— (continued) 


Menagerie 
ee EEE ANNA 169 
A AA AR 170 
Moving pictures, fees .......«o«oooomoso 169 
Parades, permit required .....ooooomoo.... 170 
O RA I er RI xm 169 
Ht. CASU or UISIQEREQUERTRLELEL 169 
SUES SOS SSS ici arate TELE 169 
Theatrical exhibitions, fees ........«.«.<.... 169 
como ND A c aaa ie MW ewes 142 
Violation and penalty ............. «ese 170 
Vulgar shows prohibited ............ 170, 235 
Equipment, construction and repair, of milk .. 255 
Excavations 
SOOO XAR AME REN GA ciel ics arn Sis aes wR 221 
Misdemeanor 
Guarding of excavations .......<..<...+* 238 
Open coverings on excavations .......... 238 
Permit required for excavations ........ 212 
Removing guards from excavations ...... 238 
E i RE RE EE. 116,129 
Street and E oca osas es 211 
Waterworks system ......oooooocoo mo... .. 230 
Executors, auction license not required ....... 171 
Exits 
Flammable liquids storage 
Location of kettles, vats, etc. ........ 99, 100 
SOREN SPREE REPENS A chest iia q vs ce is as 97, 100 
Eu reduired esee ICC 97, 100 
Lights, electric installations. ............. 218 
Expectorating—misdemeanor ............... 241 
Extinguishers—flammable liquids ........... 100 
F 
Facts concerning Ames, lowa .............. 13 
False alarm of fire—misdemeanor ........... 239 
False drawing and uttering of checks 
peat ne NTEGER EIE 236 
False pretense, soliciting by—misdemeanor ... 236 
False report to police—misdemeanor ........ 239 
False statements of newspapers—misdemeanor 236 
False weights and measures—misdemeanor ... 236 
A TC A A REN 138 
Farm machinery, tires for highway .......... 80 
Farm, truck garden, orchards, etc., (see Zoning 
Rules and Regulations) 
Farm products, not subject to peddler's regu- 
AO AAA AA AA eg 177 
FAGO Pole Genes rh ot 00020 20a de aaa a 71 
Fees (License and Permit) 
A A AS ANN 172 
Beer Permit 
Ca Son, A ENS AA ea. ION 156 
A A A Hie da: eso 158 
A A NO 67 
a o a ea e a a el Olea Hie 167 
A A ARNO 147, 148 
A A MR RO CO a al wc 189, 190 
E PA le ain CSI AS SEA 169 
Wee a ea oe A ntm eU aim ERI 184 
Electrical installations ................+.. 219 
AAA AP A “Si RER 89 
CADA PAE refuse ai 248 
ae wave 169 
lheck ust VR aa EN RN 175 
ee ao ic ls, dea de VW Seb 169 
IEA ana RR as 169 
O RS ON, 177 
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Fees (License and Permit) — (continued) 


AS QC cora RO ERE 33 
A AOS IN Teac 180 
SA NM OE 169 
MA e ed 169 
Signs, awnings and fixtures ...... 0... .... 164 
SKANN RETAN a aa le 169 
Street and alley encroachment ............ 209 
duce RASEN a E DID LV SOREL OEE 183 
Theatrical exhibitions ............ eee 169 
Iren Dark cg ebd eu emu. 264, 265 
Trailer parking outside trailer park ....... 264 
Pransttent! Merchant 49550 oO edid 01/4, ie 185 
Waterworks system c... 69 98 a an epee at 225 
Fences, walls and vision clearance .......... 145 
Fighting 
Constituting a nuisance ....ceooo t tnn 259 
Misdemeanor ==. sad eost Use v oir sires 233 
FILLING "STATIONS... e 89, 105, 138, 142 
Filth 
Bis rear Meath face: a cian mola eer tx SEM EDT 35 
@oristituting, a Nnulsance. 2.0000 Alain as 222 55 239 
Depositing of—misdemeanor ............. 239 
Finance and ordinance committee 
Mavarstoxeppoimt9 rats a O UN tare 26 
Emana pimatituitiGriay ee EMT estat 142 
Fire alarm 
False—misdemeanor .............. ees 239 
Installation—electric permit not required 217 
Fire and water committee 
WESC to ann Orte re ee ee cita 26 
Fire apparatus, following 
Bievelerpraohibitede ao en eae sate 68 
Misdemeandrp We. ne qs recu err aici whole are aie 81 
Fire arms discharging of—misdemeanor ...... 240 
Exercise dre ea ere areata are 53 
Fire department 
rebar arte m voce DE E A O 49 
City Manager in charge of ............... 53 
Vehicle, emergency, defined .............. 7\ 
Fire extinguishers—flammable liquids ........ 100 
Fire hose 
Driving over—misdemeanor .............. 239 
Permission required for crossing .........+.. 81 
Fire hydrants 
Interfering with—misdemeanor ........... 239 
Waterworks system ........«<....... 227,228 
FIRE LIMITS 
Boundaries of district (es roS 91,92 
Buildings, construction of 
Alterations o De avant T OCDE 93 
Blind attics prohibited : cesso is 92 
Concealed places prohibited ............ 92 
Cools lifts prolubted ^ mirror er 92 
Construction. of Joista: «50.7. 0» 52 ee 92 
Districts: Nos. |, 273,4, 5,6, 75, 8 000 OZ 
Doors erasa ta LORD CE OR AS 92 
Eire hazardi ato aia aa Ola rear 93 
Nüsnnce. ai ets ye I vov, s ERU SEIS fol 93 
Permit required far 2... eure o ala taa sta? 93 
Application sister elec ihe Sev ES 93 
Council's; action Upon: es dr 93 
Requirements for aiii wie a 93 
Repairs celda a alea a rettete 93 
Ronk a uon aa (6. 978] C15: TA a 92 
SHUEBER oa cs tetany S] vee E 92 
Walls 
EGOUHER AE as 92 
Dl rn E 92 
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FIRE LIMITS—(continued) 


Party walls 


GCN 12 o OL arch Phra Reine AA? 92 
"T'cleénesk nia a aise wie cere Rr EUR 92 
Thickness of basement walls .......... 92 
Thickness of walls above basement .... 92 
Wdowa Aia aaa a arte A NEAR 92 
Buildings to conform to ............... 93,135 
Churches, schools, etc. required to conform 
AS rie UA RARA son 135 
Dangerous buildings condemned 
Condemnation of by city ............ 87, 93 
Costs of condemnation ............+.. 87,93 
Restoration of nom-conforming building pro- 
hibited ne ROI A 93 
Violation and penalty therefor ............ 93 
Fire on pavement—misdemeanor ........... 237 
Fire protection—trailer park .............. 265 
Fire resistive building—flammable liquids ... 98,99 
Hore? stations AA AAA A A Ns 142 
FIREWORKS 
Sitioco A a ae, en OEA Ato 269 
Exeworksidebned m. its en 269 
Permit for display 
Salesipermitted ire ois tour scoot ane 269 
VT EN Lah LS ronda tea aS 269 
EVO) geil are ee 2259 
IJseXunlawtalN no eee E. US desean ET 269 
Violation and penaltv ica SEE 269 
Fish: waste —garbage otop s oc triste qe nae x US RE EARS 247 
Fixtures 
Electrical, fees for inspection ............ 219 
Plumbing (see Plumbing fixtures) 
Waterworks: system, . o£ naa er os 226 


FLAMMABLE LIQUIDS 


Above ground storage tanks 


Breather and vent opening ............ 101 
Capacity an District Ve 101 
Concrete ugs een Te Ed 102 
Construction -a «pe aerate oa 102 
Copper “tanks? u. cater er overs 5 ein 102, 103 
Distance: between cn nurs ata lo 101 
Emergency sreliet® a ere ON 102 
Exceptions to ordinance ............... 97 
Flame arrester |... ei eset ws ERE 101, 104 
J'absled! Sect iva wh astra 102 
Locationsin District RAN rad ld 101 
Materia] «vv at ede Yet ED NR ane a 102 
Minimum distance to buildings .......... 101 
Outside? buildings -omus NIRE 100 
PBünips vvv. cicer e DUE 105 
Absorbents, non-combustible ............. 100 
Amusement building, storage ............. 97 
Application Tora permits oee ae A 96 
Application of ordinance ........... 95,96,97 
Ashes ica at een it S Lu 100 
Automatic extinguishing device .......... 100 
Barrels 
Kept closed. se vs cu woe eee 100 
Storage in District "IL" ......... 98,99, 100 
Stora pe IN, DIIBEFICH u Ra Eee 98,99 
Deis. DIDE air AT he RE S 105 
Breather or vent opening ........... ees 101 
Breather vent, tank construction .......... 103 
Building 
Distance from above ground tank ...... 101 
Frame building, defined ............... 96 
Gravity How v2 slve y avt ox RES IN 105 


Manufacturing plant prohibited ........ 99 
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FLAMMABLE LIQUIDS—(continued) 


Matches prohibited... . o< oo. poser aw oe 100 
Open containers prohibited ............ 97 
Pomp Jocated (ie: o areo soso ae le eee 105 
Smoking a misdemeanor .............. 100 
Stationary tank: == domaine NI INS 104 
Storage in District "IL" and "R" ....... 98 
Storage in fire resistive building ...... 98,99 
Storage of barrels and drums outside .... 100 
Storage permit 5.55.69 9-19 ER 96 
Underground storage tanks ............ 100 
Ceiling, special storage room ............ 99 
City Council, defined! uu 2 E 96 
City Manager, defined: 247.57.» 7-92 v9» 96 
Classification of liquids 
Closed cup tester m.i omo c EE ERR EK 95 
Examples 12-2. 0 FERNER 95 
Flash. point 225.2927 nv PIENE 95 
Cleaning, solution 22.4 ^m» 21 S ELSE ESSE 95 
Closed cup tester ...5... a ED EAE 95 
Concrete suppDprim sio s noiae ON 103 
Concrete tanka iens 00200 2 i-o ples tae eee 102 
Connections, pipes without .............. 105 
Construction 
Special storage room .. „un. ss ee PSI 99 
Stationary tank in building ............ 104 
Tank ro ee O 100, 103 
Containers 
Attached: to vehicle io ao E 96 
Dehned. 22 lao bre ir IMMANE 95 
Open containers prohibited ............ 97 
Storage an District SII E 98, 100 
Storage an District UR LLLI 98,99 
Storage near exit oara snra wie 97, 100 
Storage of Class | liquids ............ 98,99 
Storage of Class II liquids ............ 98,99 
Coping: ¡or deflector. <ii ares SETTE 103 
Copper tanka mie 39. eee eee 102,103 
Covered: installations suete ao eee 100 
Crude oil tanks, dikes required ........... 103 
Defective: ‘installations: azr iss st ee ee xe 104 
Defective piping! 5.2.5. 24 Sone eee 104 
Definitions 
City -Gouncil aac 39 VV PIE EIS 96 
Gity: Manager as une rn A 96 
Container NA 95 
Frame: building. 5... ach en eee 96 
Jabber. u essen. set OPERAE 95 
Manufacturing plant. 15. ee 96 
Paint: store „a See 96 
Painter icc vai 5l ES o 96 
Permit urn ne SO 95 
Retail! store cc is snails oe vce X E 95 
Store house aro a seen ae eee EEE 90 
Delivery to tank a s aaen one eee O 105 
Dikea!-L. ven cohen Tes UA ee 103 
District ML NS AAN 7 
District RO e ak vee eee 98 
Doors, special storage room .............. 99 
Drawing off. pipes... 45 sana aa e 104 
Drug stores ... v.» oe s «RISE 97 
Drums 
Kept. closed cvir usc ARE OO EE 100 
Storage in district "IL" ........... 98, 99, 100 
Storage in ‘district “Resumes dr 98,99 
Dry cleaning establishments .............. 105 
Dwelling 
Manufacturing plants prohibited ........ 99 
Stord we. permi (5 uu san aie: Sinise ee 96 
Electric motors v.s a wees ieee 105 
Elevator; storage néBr sb owas.) ss «ca melee 


Emergency relief, above ground tanks .. 101, 102 
Exceptions to ordinance s.a sr. an «3» 97 
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FLAMMABLE LIQUIDS— (continued) FLAMMABLE L!QUIDS— (continued) 


Exits Open flame, handling prohibited .......... 105 
Location of kettles, vats, etc. ........ 99. 100 POLA ova ve VIO Nx LA 102 
ou Coa Wu T A 97, 100 CO SPESSO VENIM EEE UNE 100 
A Ka OA vis KOs we ke ws 97, 100 AO BUB Gia a a) oc ae en 103 

Extinguishers, required .................. 100 Faint: atare denned a vs M rwr 96 

eA MTN ee a aa aoe aX 102 ERA IA ht ware ANO te 96 

AAA ae a TERME 105 Passageway, storage prohibited ........... 100 

CEGDUOIGCUY. Y. UC as aa sas 100 Permit 

Fire resistive building ................ 98, 99 Application and inspection ............ 96 

Foe revietive partition sasni ao enrian 97 DJefinnd Woo RN A NITE EAT 95 

ENT RN LEM LUE Usa 101, 104 Nora aos eee 96 

ATA A A Metu Weal wie N/w WX a ee 95 Raduiradt ur EEE 96 

Floor, special storage rooms ............. 99 Pipe connections, construction ........ 104, 105 

N wenblaton 6 vc are ke RA Rr a a 100 Pipes 

Foundations Brasa iter Te p cate tip sve 105 
Stationary tanks in buildings ........... 104 Drawn UE o eee Pe cei E ERR OK. 104 
lI WC e 2 BE AE eee ES 103 Fer lina ee fe m sue ta i Ne oer 105 

Frame building Galvanized iron vent «4.5.9 v. cs nec nays 104 
E E ot ea NG 96 iei E FONS s cn vC SS Ra CX Vw me eb OE E 105 
Open containers prohibited ............ 97 Without joints or connections ........... 105 
Sigue A UNS > una, we RR etn 98 Piping, defective or leaky ............ 104, 105 
Storage prohibited in District "IL" ..... 98 Himing^requirements ss ala ew vitse nM 105 

CGEDSU TL GUYS E A R A nn o ao 105 Plants (see Manufacturing plant) 

Gasoline stations ............ EAE. 105, 138 Plugs, for drums and barrels ............. 100 

RSME caYerFW exe d. xr ene 101 Hahshonealiguid te u en RTI, 95 

Gravity flow Doweptpnumpoc sedo esae eerie eure ae oe 105 
Permitted by City Manager ........... 105 Brescrptignaseos ois edere ete er ETT 97 
OA e A A A IÓN EN RS 105 Presaure relief valves: coi oa 00 len 105 
Stationary tanks in buildings ........... 105 Pühlictassembly. "aturage $3 2. Cd. 97 

Lay coy ie AE SS vectus esas 101 Pump 

A NN hw ek > 102 Above ground storage tanks ............ 105 

Inspection Hrawıngı root «cae cnc ala e E es 105 
OS EGE ye een me 96 For engine and fuel oil equipments ...... 105 
TES en LU 96,97 (o pa A e ei eons ES E TOL x 105 

Installations AE o E AREAS AR Paes 103 
Application to ordinance .............. 95 Religious building, storage ............... 97 
ATA AA ANA ee ee 100 NEO a Yan 104 
ERC a a das ETE 104 Retail atare defined) sota ade a a ee 95 

Internal combustion engine .............. 105 Rooms 

O ia e a 105 SERA OS a IN cre ie 99 

a DAA A, AMS ARA Bl 95 Merit EO Ns hice chee Ou ees 99, 100 

Jobbing plants SERIE cana. ee iei A RS ARAN 98,99 
CEN PLS, UU ede eo 105 SEX RI a ees Godoy edb etae al ae 100 
DA GEES OC Ce | .-.-4..4 x xz 97 Schaulhojise, storage oo 06 Societe alo ae oes 97 

Joints Scoops A a etn sale wisi Rmi e A 100 
A CANIS) $5.2. dc so aces 102 Screens. bvent pipe.) ul ee 104 
CS ee da de da 105 AU (TAI AA ARO E RA E IRTE 105 
Stationary tanks in building ............ 104 Sealed containers (see Containers) ...... 98,99 
Pidererduudibinib 207 lli l4. an 102 Sheering strength, rivets id ok rn ore e x 103 

LG u3 eder S SS ECT PTECCPRET 99. 100 Shnt;agi valves seus Noc E SU o oec) eae 104, 105 

Eaghbt, onen; prohibited... 22:22:22 a es 100 Signs 

Dightmy by electricity rr n 100 (Orel cy cederent. CARO CED ae e erg. 102 

Re A O E 101 MOMO Kio prohibited ti i sass E eT 100 

LOGS CLG OD Oe a A 95 A O CRIP en E 104 

Manufacturing plant SMOKIN PIO Mt e ECON a OOS onc 100 
Seatac oS i ARS 96 Sparklesa exhaust fart o dace s do oT 100 
TES ato oleh N 105 Special storage room, construction ........ 99 
A EU s as sue 99 Stairway, storage near 15.» «x 97 
IN reded o o 7 Standard re fest is u ante cle S EI ates 99 

USCA iUc o ea o se dao 100 Stationary tank in building .............. 104 

Material Steel 
Choe Tyre) ROG Tank Pe err zn 102 PPA N A a We ee A 105 
AA A NE 102 EA ONCE CS ORCC ice ita Pie Meu ar Renn 16e 105 

DOUIPYUVLDO IN RENS San ee CUPS TP 97 Steel topeni HEA LCN 45/57 O EDU QS 102 

NA A € 9T A A 99 Storage 

A aa a ae 99 Above ground tanks prohibited in Dis- 

A AO A ER 96 ICPE A A o UE 100 

Non-combustible absorbent ............... 100 Building used as dwelling ................ 99 

Non-corrodible wire screen .............. 101 Building used for public assembly ........ 97 

AO Pe TERTETCDT 103 Detacall de 98, 99, 100 

Oil burning equipment ............«...... 105 Irtibavrele and (drum ouem ei en 100 

One hour fire protection ................ 99 In fire resistive building ............. 98,99 


FLAMMABLE LIQUIDS— (continued) 


In special storage room .............0. 98,99 
Near exita: o jd) ala una aia 97,100 
Cuida AAA OT A N 100 
Prohibited’ in District “lA Fe 100 
Room (see Special storage room) 
Rooms of public assembly, prohibited .... 97 
StOraweLVvard De sass dia ii er 100 
Sub-surface drainage system ........... 104 
SORDO ot da a Geko hota cado y Mab ye 103 
Storehouse: defined Mir LUE lanar 96 
Stores 
Open container prohibited ............ 97 
NOOO NA AAA 8120 ee 97 
MEA A cerned ARO 95,105 
DAMME WON a aaa aora he 95,105 
Tanks 
Above ground tanks (see Above ground 
storage tanks) 
(Enncrete re MR AS ie 102 
Connection to drainage system .......... 104 
Construction s uo Meter ratio ca ee 100 to 104 
Defective or leaky! a a a austen 104 
Delivery Ho rasen sl Vi tt la 105 
[ke eter: raro oa as eS 103 
Eoundations 25.925. «19 ive lios ee 103, 104 
(3xcundingbco O O 103 
¡PAE AS E AuIT 104 
Eümpaltorfdrawatro mie ITE 105 
Stationary tanks in buildings ........... 104 
Storage (see Underground storage tanks) 
Storage for fuel oil equipment .......... 105 
Storage In DIstrict aell e a 98, 100 
Storage in District Git ide al o le 98 
Underground tanks (see Underground stor- 
age tanks) 
Valvesa 5: etr E Sete N le 104, 105 
Menting o E A ree 101, 104 
Mensile strength ene coa le AN A ERES 103 
Tests 
Classification. «ote n ssl o Jn ala ERRAT ds 95 
Standard ‘fire testa i ale ala Anne ee 99 
Underground storage tanks 
(Concrete mance scis Ta 100, 102 
Construction ernie Scie civics a a = cie eT ene 100 
Copper rank e Ee icc 102, 103 
¡AAA AA os 97 
AS A AS beeen 105 
Inspectionle xp toco an eae ey augu ae 96 
Material ras rt Cle cols 102 
Maximum capacity) vex ae ra 101 
Requirementa a sus euere artis ee 100 
Storage limited. sm exes astro stele ce mann dad 100 
Storage outside buildings .............. 100 
AFER ec Ten olaaa e a Cie CES CON ETS 103 
Valley ee A CS Zee 106 
Valve 
Pressure rellet cient ie ne aie TR Bestecke 105 
io] E toi o e cio SIN 104, 105 
Marniahr pic's irs ont rere aR eps DU Ms Eee ae 95 
VE A TS IS o NTE 99,100 
Vehicle, permit not required ............. 96 
Vent, automatically operated ............. 104 
Vent opening, ventilation ............ 101, 104 
Vent pipes 
Galvanized roni seen oe IY s Sega os TERRI SIN 104 
Individual $5755 ORI EI CRUS IRR SES RUE ROLE TIUS 104 
A p ake POR TRAC PIECE OAR EORNM dii 104 
WeatherpragE honds dao ts o eave 104 
Ventilation 
DECEO: vus exo OFT 01 35 sie ee 100 
Special BIlgrAge TOOM. eens oo mss wee ie 7S 99 
Vent opening se «is via XN pie eek wine 101, 104 
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FLAMMABLE LIQUIDS—(continued) 


Verticle danke 925-73» oie aie toe ds rur ps 101, 102 
Vessels nee vir goo vatur els SER 95 
Violation and penalty 50000 ve he viele 106 
Walls, special storage room .............. 99 
Werk acm c acd. a See 101 
Weather proof hoods’ ii cono d cis ea aie 104 
Window 
Special storage TOD u a bic RU 99 
Storage under prohibited .............. 100 
Wired glass required v. nr DTE 99 
Wire screen, non-corrodible .............. 101 
Wired glass windows pera: ze moden oe a 95 
Wooden cushions Uri aia IS US 103 
Flood level, definition—plumbing ........... 112 
Floor 
Construction where milk handled ......... 255 
Restaurant ities oe oe nis so EE ER, NS 179 
Plumbing 
Connections. cis tco a ae eee 119 
Drain primers ssi yipada p n eer bee 122 
Drams 6» zik bates nee NN 125 
Drains, basement 5.222: la e Roa 120 
Special storage room for flammable liquids . 99 
Flowers 
Injury: in cemetery 2... u 0er inler REESE 237 
Injury an. park 2.00.22 os cota RENI 237 
Flushometers—plumbing .................. 121 
Flush tanks and devices— plumbing .......... 121 
Food (see Restaurant; Milk) 
Containers—garbage cun dew EROR ESSERE 247 
Gift prohibited by beer permit ............ 157 
Sale of unwholesome—misdemeanor ....... 241 
Unwholesome, misbranded or adulterated ... 180 
Food receptacles, protection of—plumbing .... 132 
Food storage wastes—plumbing ............ 132 
Forfeiture of balls rales ee ee 121 
Fortune tellers—misdemeanor .............. 241 
Foundation drains—plumbing .............. 132 
Foundations—trailer coaches ............... 263 
Fountains 
Drinking (see Drinking fountains) 
Soda (see Soda fountains) 
Fowls 
Gonfining, sas ve Pel st okt es eee PARIETE 241 
Noiseval it REESE 234 
Waste nz garbare. 25... bin ee 247 
Frame buildings—fammable liquids 
DeBned. 2. ove since x S ed ERE 96 
Open containers prohibited .............. 97 
Storage in Ditrict SR a eSI 98 
Storage prohibiteed in District "IL" ....... 98 
Franchise (see Gas works) 
Fraternity or sorority house, defined ........ 138 
Fraud, hotel & restaurants—misdemeanor T 236 
Freight and passenger stations .............. 142 
Front yards (see Zoning Rules and Regulations) 
Fruit wate—garbage ¿eos dose une wissen 247 
Fuel ol so vo iaa ale ReneS N 89,105 
Funeral procession, driving through—misde- 
MEañor asar aa e EN SS ach 76 
G 
Gambling 
Confiscation of Moby sae eee 235 
Destruction of gambling device or machine . 235 
Frequenting gambling houses ............ 235 
House, Bs nwisance.. „alien oes Se ee 259 
Letting house or rooms for ............5. 234 


‘Gambling— (continued) 


Maintaining gambling house ............. 235 
oo bay co 9 Spree RE TEE T SE TI 235 
A O A Siw KS wy ew 235 
Gambling house 
Constituting a nuisance .....ooo ooo. 000 ees 259 
Frequenting—misdemeanor ............ 235 
Letting rooms in—misdemeanor .......... 234 
Maintaining—misdemeanor .............. 235 
Garage 
Electric conduit work ....... eene 218 
CLOTS SS Pe ae are 138, 141, 142 
A A NA 138, 142, 145 
A EEE 120 
O A Sy Ke ees 115 
GARBAGE AND REFUSE 
Alley, garbage deposited in .............. 247 
Application for license ............ eee 248 
City dump, disposal of garbage in ........ 247 
City Manager in charge of collection ...... 53 
City may maintain collections ............ 248 
Collection of garbage and refuse .......... 248 
CUTONCPR CU CIEN C NS "oa o LII 247 
Ente Inr collection .«..43.4. me rnm 248 
Definitions 
“Divot A A Re IRIS CLE 247 
Sr ere a OE ee oe eR RE 247 
Disposal of garbage or refuse 
ott, AS e ee ee ene 247 
DP ee ae as a e ee aint 247 
Delivery to city dump ............. 247,248 
InrinerdHon e Y 247 
COO Bax Vue: TT LEM EIU EE ERE 248 
Jeti O O ES A a EE aci 247 
AS AAA A 248 
License 
NGA la ia <a as e 248 
Collection unlawful without ........... 248 
Pach: Sn er Res ee renee eri 248 
Issuance by city clerk ................- 248 
Revocation by City Council ............ 248 
Property, garbage deposited on ........... 247 
Receptacle watertight metal .............. 247 
Refuse 
Constituting a nuisance ...........e «0. 247 
DICA he d 8d IC TU TP LI PEL T EIEI GS TT 247 
Not placed in garbage container ........ 247 
Rules and regulations for collection ........ 248 
Street, garbage deposited in ............. 247 
Trailer park receptacles ............. 264, 265 
Vehicle for collection 
CTAINIUA UEM E ASA NENE RA 248 
In sanitary condition ...4:.2...9 e 248 
OUT CE TICCERSALG iaa dedos 248 
A NLC pnenalte 2 se crete hie a ses 248 
Watertight metal receptacle ............. 247 
Gas, natural (see Natural gas) 
Weir chans aa da EE m oe we a 205, 221 
Gas lighting apparatus, electrical permit not re- 
TA oe = PROPS IERI UO CD I HR PEE 217 
Cas meters 
Interference with—misdemeanor .......... 237 
re ge ssa: Guts lala aa 195 
Cris mpes—plumbiug oo ak vine ae oe ine se wale 129 
GAS RATES 
a AT EOS O REO 195 
DEA AURA tE le we ce wuss 195 
Heating value of natural gas ............. 195 
Natural gas rates 
Contracts with industrial consumers ..... 195 
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GAS RATES— (continued) 


ET IRRE PN Ne VS care AO 195 

SHE AT So RR N 195 

AA A A En dua eux a 195 

Mmm moenthive bill E Ta rx nat 195 
Bates are A A a NE 195 
Service installed 

Charo oa ac dave ade aa: Sealy ye 195 

Ma A ee v Aaa 195 


Space Heating and all General Use Rate .... 195 


Miola Non and mnenalbv o3 cence COE e ION E 195 
Gas service installed curiosos esee 195, 222 
GARA SION POTE NER CUOI cia re EST DÀ 89, 105 

Debe dm ameter ia UR NU € deren aie ls 138 

EaecoriDiatuct SIE ESSO ER seta Beer YII SIR 142 
Gas water heater vents—plumbing .......... 125 
GAS WORKS INSTALLATION 

Application. for Service y ran. Rue ale vie xi eek 222 

Gastiof.installktion + o caera tada 222 

Approval of franchise and ordinance by 

CF CTC ie as CR Or Sunn HENCE ECE ORCI CVSS Fao, DICE) ey 222,223 

ity Glories ties sare sie bani anal a a eee ween 222 

EEE A urn (5:6 222 

AREA A A O a lets eo 221 

Damages, city not liable for ........... 222 

Election held for adoption of franchise . 222, 223 

Excavations, permit required ............. 221 

Excavations, protected! a as aa us ees 222 

Franchise 

Accepted DY PLANTEE ope vis vU» Hae ita 222 
APPROVA DY voters nto rai 2227223 
Granted tn a Veinte oua uie aka 222 
Not exclusive nn ia oe, sceleri es 223 
Others repealed io dae as a 223 

Interference of mains with city appliances 221, 222 

Investment, proper return on ............ 222 

lowa Electric Light and Power Co. ........ 221 

Mains and pipes 

Damages EN torn e EE 222 
Excavation in street, permit required .... 221 
Extension Of Tai alioli 222 
Interference! of een een 221,222 

AAA A RA AO TIERS SE: 221 
Laid under supervision of City Manager .. 22i 
Plumbing requirements established ...... 222 
Replacement of; cost „u. ai aa ae oe 222 

Plumbing requirements established ........ 222 

Rates: regulation of Saron weenie ee ls 222 

Reculationsol rates «vxori aeter erent 222 

Reonlation mol service, i. ce sehen eae teers EU 222 

Replacement of mains and pipes ......... 222 

Heron, Onin vestments A duels heres aver veer T 222 

Right to acquire property of grantee ...... 222 

ST cise aaa as DO 222 

Applications fOr alada orale = ersten: 222 

Extension Of ae Ba IE CREE SINIT 222 

Repulation Of same ae nenne ss eite Qe)Ja eu 222 
GATO IE ASADO re ee teen oh IET a a we 89, 105 
General adopting ordinance ................ 271 
General Regulations 

Plumbing installations ........... ees 116 

Zoning Rules and Regulations ............ 140 
General Use Rate gas ino: dao Se e 195 
Glass, throwing on streets—misdemeanor .. 81,238 
Goat milk dende On IS TIN 250 
Gold (see Auction sale) 

Golf course (see Entertainments) 
Goods, receiving stolen—misdemeanor ....... 236 
Grade 
Permanent sidewalks ....5.... 2r 207 
RIGE denned sor sre YA TREE ee 112 


Grade "A" pasteurized milk (see Milk) 
Grade “B” pasteurized milk (see Milk) 
Grade “C” pasteurized milk (see Milk) 
Grade "A" raw milk (see Milk) 
Grade "B" raw milk (see Milk) 
Grade "C" raw milk (see Milk) 
Grade “D” raw milk (see Milk) 
Crade stake, interfering with—misdemeanor .. 238 
Grades, milk which may be sold ............ 256 
Grading 
Inspection of dairy farm .......... n 251 
Milksandemilkepxrodücter isin an nee 252 
Supplemental grading prescribed .......... 256 
Grading period, defined | ee on. els a iva 250 
Gravity flow—flammable liquids 
Permitted by City Manager .............. 105 
Brobubitedie ic, ra Lus AA A sit Eran e a VERE UR 105 
Stationary tanks in buildings ............. 105 
Grocery store 
Glass’ E beer permit to ir its meine ae ee ps 157 
Grades of milk ‘sald! soes as opn pele alinare nD? 256 
Ground signs 
Denda e S A IATA E oo. Dar 161 
Bermut: O A ASS 163 
Requirements) 7:75 vivir eur a ds io IRE Is 164 
Guardians, auction license not required ...... 171 
Cuards 
(Ünzexcnavatioris e N hole [cin iaa o Ee ie Vol ehe 238 
Gn'obatructians!; state ei Ta 238 
On open areaways and cellar doors ........ 240 
Removal of—misdemeanor ............... 238 
Gutter sizes—plumbing ................ s? 131 
H 
Halls 
Disorderly—misdemeanor ................ 233 
Public, hallen DS UNNE 218 
Health, Board of (see Board of Health) 
Health Officer (see City Health Physician) 
Elest connection ee Re 205,221 
Heavy industry "E" District ........... 140, 142 
Highway (see also Streets) 
Arterial denned ls viral mir © RR ado e 72 
Defined: 5.2 s dtes erp erro 72 
Laned highway, defined .............. s. 72 
StanpinpgeatathxmhighwaEySo o erent weds 79 
il'xeiler parking alle ral nee SE 263 
Trees, planting and trimming ............ 213 
KitchhikingW nt ccs ADISCT RD 78 
Hose (see Fire hose) 
Suspension of use of water .............. 227 
Hospital (see also Board of Hospital Trustees) 37 
Gity. (Clerk jas (Clerk ob. 0 tocada ds 52 
Discrimination of physicians .............. 37 
Electrical conduit work in .... E 218 
Equipment plimbe asic kA AA 132 
Public: buildmge 58 2006 om v erc en 135 
Uses Districts B a SERIE dad ter ian Manet 141 
Hot water storage tanks and relief valves— 
Hiding. srh is os x TOS. VUE RR ota 123 
Hotel 
Defrauding—misdemeanor ............... 236 
Beer permit (Claas) B seks x io xxt OFTEN ON 155 
Deéhingd ale Scans eh KON ToS Cee 138 
MIES old om o BetE gi cart ac SER DOE 257 
Us un TS kD soe smi iE eT TES 142 
House drain, defined——plumbing ............ 112 
House sewer, defined——plumbing ............ 112 
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Houses | 
Disorderly: "houses. dua ore ins tess Wik CS 234 
Gambling: TI E ae AE 235 
Immoralinurpases se nia 2:92 AS 234 


Moving of (see Moving of structures) 
Numbering of (see Numbering of buildings) 


OF all, Lame eos ca v ai oi ete 34,259 
Howling dogs (see Dogs) 
Hydrants (see also Fire hydrants) 
E O n REPE 227 
Yard hydrants prohibited —plumbing ...... 123 
I 
ICE AND SNOW 
Assessment of expense of removal . 203, 204 
Cuy Clerk cuina aie Seen emcee 203 
City Manager 
Right to cause removal ................ 203 
Submission of statement to council ...... 203 
Owner or tenant required to keep sidewalks 
clear from. 7:3 piv pis cra poe eileen eee 203 
Right ‘of City to remove Ci.) SERIES 203 
Violation and penalty—misdemeanor ...... 203 
Ice box waste—plumbing ................. 132 
lli fame, houses of 
Frequenting? Nota ao okie by oe eee 234 
Keeping- v.s: s wees @ 8 oo ei ae AT 234 
Letting house or rooms for .............. 234 
A A Re 164 
Immoral advertising—misdemeanor .......... 235 


Immoral books, pictures, etc..—misdemeanor .. 
Immoral entertainments—misdemeanor ... 170, 235 


Impersonating officers—misdemeanor ........ 239 
Indecent behavior—misdemeanor ............ 235 
Independent system—plumbing ............. 129 
Indirect waste—plumbing ................. 132 
Inflammable liquids (see Flammable liquids) 
Inspector 
Electrical, (see City Manager) 
OTA A ee REIS 49 
Plumbing, “defined: 5073.56 cae ee eee 111 
Bond” ias Ux hae ie SN 49 
Installations 
Electric cies eee epa e e t ENS 217 
Flammable Liquids 
Application to ordinance .............. 95 
Covered » yx vr LR AS ee 100 
Defective: cs o ies wie eee HR NEE 104 
Institution—electrical conduit work .......... 218 
Insurance—garbage vehicle ................ 248 
Interments (see Cemetery) 
Internal combustion engines—flammable li- 
quids air o ce 105 
Intersecting thru highways ................ 79 
Intersections 
Defined vico AN 72 
Entering: “uE NA 77,79 
Turning: at: ssm yace 0 Ra one EEE 77 
Intoxication—misdemeanor ................ 235 
Drunkenness as nuisance ................ 259 
Intoxicated persons (see Beer and Malt Li- 
quor) 
Sale or gift prohibited en o an ren e 153 
Liquor 
Buying from bootlegger ............... 236 
Sale or manufacture of ........... 0... 235 
Operating vehicle while intoxicated ....... 81 
lowa Electric Light and Power Co. (see Gas 
works) 
Á eL onu dE 
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F Flammable liquids—wrought iron tanks ... 105 


Galvanized sheet iron eK a ENa 118 
Plumbing specifications v.s 2.0.0.0... can 118 
ltinerant vendors (see Transient merchants) 
J 

Jewelry (see Auction sales) 

JITNEY BUSES (see also Motor Carrier Routes) 
SO license A 175 
Chapter 306, Code of lowa, 1927 ........ 175 

A A ENT TREE TE E ETE 175 
Right to grant or reject 2.2.0... mono. 175 
CGYY AUTO Ge aS m a nennen 175 
E da sa ea aie als e e 142 
License required 
O a ia a 175 
Compliance with Chapter 306, Code of 
TEs) ao ROO 175 
AAA EA E PEE 175 
Right ta grant or reject .......... Lees. 175 
Motor vehicles carrying passengers ........ 175 
Maint and peualty :.-.4..-.. rr 175 

Jobber. defined—flammab!e liquids .......... 95 

Jobbing plants—flammable liquids .......... 105 
AO RES OORT Se CN RUE RTI TE a 105 
A 99x A ie ch 97 

Joints (see Flammable Liquids; Plumbing) 

Journeyman plumber 
Sato) tee 111 
Waterworks! system work o aee e orele ure o da 225 
A A by ak len fe een acean 114 

Judge, bail for misdemeanor ............... 242 

K 
Kettles—flammable liquids .............. 99, 100 
L 

Labor 
CU GUEST EET Aes AA AN 115 
Waterworks system tests ................ 226 

EUe PAWAY dehned 2. s onc 6k oe a 72 

Larceny, petty—misdemeanor .............. 236 

Laundry facilities, trailer parks ............. 265 

Laundry traps—plumbing .................. 120 

Lavatories, restaurant .......... ARO ee M 180 

TE O a bo ala 118,119 

Lecture, license not required ............... 169 

A |... efx: oh dk Ra nan 80 


Letter boxes, depositing circulars—misdemeanor 241 
Levy (see Assessment) 


Lewd books, pictures, etc.—misdemeanor .... 235 
Lewd women 
TA 4. vu es ern 259 
Cue e HL ep et AA SET RITE 234 
Lewdness, disorderly conduct—misdemeanor 234,235 
LIBRARY 
MI AAA PERLE DEEP 141 
EEE ST alante a oe 273 


KEON UVAE E SR tie Rate 3 144 
OT TPO ATELE a ER ae i Oe nO tere 135 
A 145 
Support and maintenance ........... sess 273 


Library Trustees (see Board of Library Trus- 
tees) 


License and permit (see also appropriate head- 


ings) 
ARA RARO TCR S a Lies Lh CNA 171 
Beer 

CUATES SAM xac tot tS VON TE Cte ena rn. 155 

Clau GP UEBER US ICI evens TRI NO x 157 
THE cae ai kik kis cae a Nie die ab COTES 67, 68 
Board of examiners of plumbers .......... 33 
Ete a CA cic. cavern A EPI ERE 167 
Building (see Zoning Rules and Regulations) 
City Clerk to keep records .............. 5 | 
Driversar taxicab eue hee ler te ata UA 184 
Electric installations: +. eos 217 
Entertainments, ui amie NR ERN 169: 
bunling stagna o ssi a eise e Ne 89 
A GNE UE ess ni VE dies utile E 269 
Flammable liquids storage ............... 96 
Garbage collection caos EE ST OE 248 
Gas work excavatian. «os eges ttr sit epos cel elena 221 
tea PU RCA de s aeris e ee NOE WEE REP 175 
Milli deser met eg aa a aA Iur TET 250, 251 
Maving ab structures esa lt dr 107 
Parades a kids quique trsteieieisVate tuti Set a 170 
ErddiEra em I dc teins LA OA 177 
Permanent side walk tar eras v.p Suae e ANE 207 
sliced rp AO a oo hora a 114 
Restauranti pa rn ee 180 
Signs, awnings and fixtures .............. 164 
Street and alley encroachment ............ 209 


Street and alley excavation and obstruction 211 


MESES Xt IO DERART EROR ca: ina eats 183 
Trey eye yd OUI e CERE EUREN T eS COB: 264 
Trailer parking outside trailer park ....... 264 
Mransient merchants: leas aaa nee a 185 
Waterworks system, excavation ........... 230 
Laight Industry; "D^ District... aos 140, 142 
Light superintendent, office discontinued ...... 53 
Lighting 
Glass Bo. beer premises... vx ee 157 
Bamyumbarnear. ser a2, Bere e 255 
Electrical I CRO GA ACA ee ee 197 
Handling of flammable liquids ............ 100 
Restaurants RENNER 179 
Lights 
Breve lies Da A A 67 
Head Alights 7 12 tace voor tsm EIS reto 67 


Open lights prohibited near flammable liquids 100 


Rubh shall exit» v atis ruo Nets oti esee ee USES 218 

Maitre tlectorak 9v ec anus edet e gu et tere s eem 67 
Liquor (see Beer; Intoxication) 

Prohibited on Class “B” beer premises ..... 157 
Lithographing wastes—plumbing ............ 132 
Livestock (see also Animals) 

Constitating a Nuance «vs «ar vv xo een 259 
Loafers—misdemeanor ................. e... 240 
Focal business,» GC. District: ai e ox S Rene 140 


Local ventilation pipe, defined— plumbing .... 112 
Lot (see Zoning Rules and Regulations) 


Cemetery iia atCr Emo EE] RE oP Yo TER QU TEC XS 189 
Debra a S xix DW at 138 
Trespass, prohibited, «e pov PORTS Wy ce 243 
Loungers and loafers—misdemeanor ......... 240 


Lunch counter (see Restaurant) 
lunch wagon (see Restaurant) 
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M 


Machinery, maintenance (see Special mobile 
equipment) 

Magazines, not subject to peddler's ordinance 177 

Mains (see Gas Mains; Plumbing Mains; Water 


Mains) 
Malt (see Beer) 
Manhole—plumbing |.s so sse ee samena aaea ise 120 
Manhole covers—flammable liquids tanks ..... 101 


Manufacturing plant 
Flammable liquids 


Menned A ce tes A A erred Ang 96 
Gravity) flaw o. DI A RAN TR nica pees ily 105 
Brohibited! ao ola e 99 
Wo exis TeQuiredics crite tone) 97 
Gaa mater noo aaa a lalala dae 195 
Manure 
"Constituting A NUISANCE 055 3 ao 260 
Dairy ibarra disposal o ne 253 
Map hiat 4 Golan Do Penn UD. GO EEE OTe 139 


Marshal (see City Marshal) 
Master plumber (see Waterworks System; 
Plumbing) 
Dehned SCRUTIN ROS DOES RESI TE HER 111 
Matches, prohibited because of flammable liquids 100 
Material 


Flammable liquids tanks ................. 102 
Plumbing (see Plumbing Material) 
Waterworks system tests ................ 226 
MAYOR 
Board of Censors fe cleric aN e ois Ce bei aia oi 31 
Board of Health, Chairman ............ 36, 63 
Board of library, S Drustees aa a 41 
Board of Review, Chairman .............. 63 
Bong: rt ote Vel ee t Pe ceo PEE ads 49 
Citys Conciliar QOO TUIS Qo 7 E 25 
Ciela Commission 39 
Committees appointed ............. 4... 26, 63 
Compensation! ts la o ola) eis 63 
Duties AndspOWwers Were 63, 64, 145 
Health (Physicians cete IRE SIS 61 
kr iter XXn ar er > REDET 260 
Ordinance or resolution of Council confer- 
rng powers andıduties filet nisl. a aa 63 
Rlaygeround Commission «5:9» 1957» OO 45 
Seal ceti uie Ne RI puck o O 19 
State conferring of powers and duties ...... 63 
Traffic” patrols officers! 0.0.0... IEEE 83 
Measures, false—misdemeanor ............. 236 
Meat waste—garbage ............ een 247 
Medicine 
Distribution of samples—misdemeanor ..... 241 
Storage of flammable liquids used in ...... 97 


Menagerie (see Entertainments) 
Merchants (see Transient merchants) 


Meters 
Electric connection to ve see TISIC 218 
Garsjeservice-charwe 25. oia aaa eee 195 
Interference with, misdemeanor .......... 237 
lzocatidmnj water” tia scone ie when i UT 229 
Water, minimum rates aa ad 199 
MILK 
Abnormal milk 54 rosa a 253 
Adulterated milk and milk products 
LFS FE a wx vane Da EET RU RI Rh 250 
DALE OE qose doe sev iw HES TE! EUREN 250 
Average bacterial plate count, defined .... 250 
Average cooling temperature, defined ...... 250 


Average direct microscopic count, defined . 250 


MILK——( continued) 
Average reduction time, defined .......... 250 
Bottling) ‘and capping oore oraaa 1X » ERST 254 
Butter ‚fat, dehned' +s v. vs ar ie a AA A 249 
Buttermilk; defined Gace cisne 249 
CAPPING) HE Her be vicos s See 254 
Gerüfied- mile. ¿da o oy oldie A 252 
Clean clothing wen sic pte Mara ee EN 254 
Cleaning and bactericidal treatment ....... 255 
Construction and repair of equipment ..... 255 
Cooling: -ortn na a gn eI nel Rete eee 254 
Cows, tuberculosis and other diseases ...... 252 
Cream and sour cream, defined ........... 249 
Dairies and milk plants, future ............ 258 
Dairy barn 
Air space and ventilation .............. 252 
Cow ward 24v wus oi cles ole ee pene 253 
Floor nors enoras aa E ate Seemann se 252 
Lighting: ¡0 dei TRA AN 252 
Walls and calma rete 252 
Dairy or dairy farm 
Defined) 2.200206 82 va vir RE nl pole Bo ee ee 250 
Inspection of reon pes wo oe re cies aeons ae 251 
Definitions 


Adulterated milk and milk products .... 250 
Average bacterial plate count, direct micro- 
scopic count, Reduction time and cooling 


temperature..." rt sheds i O eee 250 
Butter milk. AS 249 
Cream and sour cream... .- 21: o eds 249 
Dairy or dairy farm % on coe 2 IRIS 250 
Goat: milk cr ims vege eee ROLE 250 
Grading period amaia ee 250 
Health officer ea 5 i esis oe ete 250, 254, 256 
Milk ne tr wird ER MEE 249 
Milk > distributor: «vis ina ito eo eee 250 
Milktfatvor butter he EE 249 
Milk plant: escolta er ey DER CET ee 250 
Milk prodücer v.e 250 
Milk: products! s. sirae eieaa eie etree een 249 
Pasteurization «eese nce: lei SAS In 249 
Person. us iaa Aloe eyes ETE, iat ae ae eee 250 
Reconstituted or recombined milk and 
A REPL TOA CIO e OO xr 249 
Skimmed milk rc re Oe 249 
Vitamin? D milk, «06 on 249 
Delivery at quarantined residences ........ 257 
Delivery- containers’ cara RO 257 
Dip, milk, sale prohibited |, EE 257 
Disposal of wastes? o ana ons ein ERES 255 
Doors and windows: si... sun nee ste eee 255 
Enforcement interpretation .............- 255 
Examination of milk and milk products .... 251 
Flanke: c.. ros ode anra Sat erat. 6 INSTR Ala is Seo Se 253 
Floors ^... the NS 255 
Future dairies and milk plants ........... 258 
Goat milk, defined’ o. vrider e eee at 250 
Grade A pasteurized milk ................ 255 
Grade. B pasteurized milk ina es 256 
Grade C pasteurized milk o e 256 
Grade. A raw Mk se. ates ia 251 
Grade B raw milk) 5.70% oe ee 254 
Grade: raw: mule are. 12, MORD. 254 
Grade D “raw muk 3 7 eas 255 
Grades of milk and milk products which may 

be soled: 4. ERREUR ENS 256 
Grading of milk and milk products 

Certified! MUK svat ek eal oy) iw ita dE 252 

Grade A pasteurized milk 

Botllinge 9-29 TOR S oes AIRES, 256 
Coppa VEINS S nee lee 256 


Cleaning and bactericidal treatment of 
containers and apparatus .......... 255 
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- MILK— (continued) 


Construction and repair of. equipment . 
QUOC TIS IEÉTSOHAS ERAT ar a EE EE 
A ES ICI RT ines cee ww 
Doors and windows ................. 
Floors 
Hand washing facilities ............. 
Handling of containers and apparatus . 
Lighting and ventilation ............. 
a DIS AO AAA mE A 
Miscellaneous 
Miscellaneous protection from contami- 
CVAT IND ASI gla ais) NE etn S OK a 
RM Eta Satay Wie wea ws cle a's 
Pasteurization 
Personal cleanliness 
SST GSC Meer EI AA 
Storage of caps and parchment paper . 
Storage of containers ............... 
Toilet facilities 
IAE AECA AA 
Water supply 
Grade B pasteurized milk 
Sanitary requirements .............. 
Grade C pasteurized milk 
Sanitary requirements 
Grade A raw milk 
Bottling and capping 
Clean clothing 
Cooling 
Cows; tuberculosis and other diseases . 
Dairy barn, air space and ventilation ... 
Dairy barn, floor 
Dairy barn, lighting 
Dairy barn, walls and ceiling 
Manure disposal 
Milk house or room, cleanliness and flies 
Milk house or room, construction .... 
Milk stools 
Milker's hands ....... ETT A ae 5 
Milking, flanks 
Milking, udders and teats, abnormal milk 
Miscellaneous 
Personnel, health 
emaa OE e en ie na, 
Toilet 
Utensils, bactericidal treatment 
NSA CE EE A quera eine 
Utensils, construction 
Utensils, handling 
Utensils, storage 
Mater BOPPE ea gen ge raus aes cr mn Ro 
Grade B raw milk 
Sanitary requirements 
Grade C raw milk 
Sanitary requirements 
Grade D raw milk 


Sanitary requirements 


Cw See) a A «Ww wi. aa N'W'Ww.e €« 


«A «*€.— wq @ A GE We €. w- KR A NN 


Cie miclave N En e «€ RN «4 € 5 


"ime Mn G16 See e@ @. 8 wt 
eee Gra, @ 4, 6a) W'aN © ein we oe 


«Natur ein ele oe a) © RO 9 @ -@. 0 A 6 a' su WV «q dv 


a ale Oe) Se AAA AE 
qiue rer eeu) wid) @ 6) 10, 0) «9 
OA 


(TEMA CIC a CI AO 
NRO E OO OE 


Gradme period, defined 2 bs oc aces aio... 
AA CePA MINI PSC TRIOS ss aa 
Handling of containers and apparatus ...... 
Heathi officer, defined oops ce ie ee wierd a 
Inspection of dairy farms for grading and re- 

grading 
Labeling 
laplitmg and ventilation 2... 50. ce rmn 
E E uev xx exa eR 
Milk and milk products 


Abnormal 


aum wd» s.d 


Delivery at quarantined residences 
Hehvery conte iHera 2 = die asi ple, vie oa 
DDO AA NR NS EIN 
From points beyond limit of inspection ... 


MILK— (continued) 
Future dairies and milk plants .......... 258 
Grades which may be sold ............ 256 
(YO COP ECHOS SORORE aa ETUR RIEN TORY NIRE 252 
Grading, supplemental ............ «s 256 
Inspection of dairy farms for grading and 
EEE Pere Ear lvo res Ys cT ers 251 
Labeling and placarding ............... 251 
Nabbcahonrgbedisense: cvv a vest 258 
Permit? EE get ku Ca x IUIS CISCO dw 250, 251 
Procedure when infection suspected ..... 258 
Sale of adulterated, prohibited .......... 250 
Sale of misbranded, prohibited ......... 250 
Sale of ungraded, prohibited ............ 250 
Transferring and dipping .............. 257 
Mille dende lures ale: xus drea 249 
Milk distributor, defined ................. 250 
Mik fat denned au ao cot ee Aa 249 
Milk house or room 
Cleanhness and flies! seie 45) 1 2 0s ae 253 
Constructions s e edle Rene Ria TIS ES ATI OS 253 
MEDID A A A A AA 250 
Milk plant 
Defnedı di cares. Rue las taaan ee eran otal wick 250 
Waerin District ES ino Sly 19x aie 200 141 
Mik producer, defined ;......0. 0.0.00 259 
Milk products, denned) 202000 dd ee 249 
Mille ‘Sanitarian. (defined! 25 ias 250 
Milk S storia syncs ore re a allein? ade: onde eux 254 
Milkers "hands a eee) eI ocn al ia cae 254 
Milking 
Elzxuk8Sm ae O RN E E 253 
Udders and teats, abnormal milk ........ 253 
Misbranded milk or milk products, sale of .. 250 
Matificatian: (Ob disease. joa eio are ear renato A 258 
(O A E ol E 256 
Pasteurization; defined 2c seres 249 
Permits 
Issuance Off aa alas lia as aio hho 250,251 
REvacatioud Ob. 3 fy Serena 250,251 
EHersomuehnedi 0 LEN ERU REA eR TEE 250 
Bersonalkicleanlinesg. Ware. Saute tener ede ad edes 256 
Bersonal health ae urn ste we sine 254,256 
Personnel) health o sacs as een 254,256 
Procedure when infection suspected ........ 258 
Reconstituted or recombined milk and cream, 
TAT Cis hee c al ROME se: AT CO 7 249 
Hemdvallobemille oto. denen rte acon eves nooks eters 254 
Sanitation requirements (see Grading of milk 
and milk products) 
Skimmed milk, defined) a oo ea node 249 
Storage of caps and parchment paper ..... 256 
Storage of Containers: al den aaa cl 253 
Supplemental grading prescribed .......... 256 
ET Ac e ANS Pre ETT 253 
Transferring or dipping milk ............. 257 
Uddera and teata. < caia ato oo al lala gold 253 


Ungraded milk or milk products, sale of .... 250 
Utensils 


Bactericidal treatment vom... «dis 253 
Gleann TE: 2x0 AR OA SNR DO ki te a S 253 
Conatruction sano diet dio: d. eee MEER EN un 253 
Hanane tivas ara aio dica Edo 253 
AO AI ae 253 
Violaton and penalty uo een ol scape 258 
Vitamina D mul dehaedo E 249 
Walls and ceilings su c os ao a dic s 255 
Water sappy Ira EN Ix 9 a AA 253,255 
Milk distributor; defined siii aa 250 
NEUE tA NENNE AA TERT s RE 249 
Milk house 
Clean lesa anda Era 253 
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Milk house— (continued) 


Poanatruchoit sant ast en a he Bis a 253 
Mater: auppliei y coa erg 90 0 IR 253 
Milk piping, sanitary piping required ........ 250 
Millo nlant! defined! een > Te oon. Rx E E R 250 
Mille mxnducer, defined: 15 5198 > asses belt rx ee 250 


Milk products (see Milk) 
Milk sanitarian (see also Health Physician) 


IL UE DER AESTATE lawn A RETO EUN 40 
AA A A PON DOCTI TE 250 
Enforcement of ordinances and laws ...... 250 
Inspection of Aa aus o a ala o ROD 
Inspection of employees and equipment .... 250 
Records filed with Mayor .......«........ 250 
Milk Eatopola requirente 20.» r2 EE EE 254 
Milking 
Fila tia tic lea rier, ean cy S zara a melt esate 253 
Milkeria_handstcleon sae 2725: a e RIA 254 
Udders and teats, abnormal milk .......... 253 
Minors 
Sale ot beer by sie lala eos ata Dia 158 
Sale on eiit OE Deer to, dana ie leida a 159 
Misbranded milk, sale prohibited ............ 250 


MISDEMEANORS (also see particular subject 
desired) 


Accessory denned! toto ca ATE UNTER eave 233 
Advertising; offensive... 0 0 Were ae micas 235 
Affray xs xa sth, leo ey ellen ee ee 233 
Assisting police tanda ts e de naeh 234 
Alarm of fire, giving false alarm .......... 239 


Alley encroachment ordinance, violation .... 209 
Animals 


Burıalvofadeadea nimals Re 241 

("onfining nto 91b o, INS UE eke beeen CHR d 239 

(CC ruelty, “to Li 2e Eee aene be s ERE EE E OE DA ERR 241 

Keeping of vicious dogs or other animals 240 
Annoyance ordinance, violation .......... 243 
Antennae and radio wires ............. ... 240 
Areaways, leaving: open «se sen ss wets oles 240 
Ashes '1in.alléyis cos nee te 238 
Assaultiand battery 9 sen ze a ONT 233 
Assembly unawr sas CD dete inde I 233 
ABBAn polices “av dra ene IO 234 
Auction ordinance, violation ............. 173 
A O ee LO aa 242 

Acceptance of by police officers ....... 242 

Forfeiture: beoe es y tele onse nn cn E CR OSEE ENS 242 
Barking of dogs. uns ro xx VIXI cree 234, 240 
Battery: assault and. acum a ens 233 
Bawdy house s O RN 234 
Beer ordinance, violation ........... se 160 
Beer, “keeping of am spo en ueque Ts ax 234 
Behavior; indecenE ative cscs exea icis NR DER 235 
Bells rimming of. suede sorde ra ote 234 
Bicycle ordinance, violation ......... rei 68 
Bills: posting Of S v a aa I he ET e RES qs 237 
Birds, mjHrIBDg en R vue P SORS EAE 242 
Blasphemous language, use of ............ 235 
Blocking street crossings ce one. a 238 
Board of health, violation of rules of ...... 241 
Bookas ammora la N ee A 235 
Bootlegger, buying from ................. 236 
Bowling alley ordinance, violation ......... 168 
Bows and slings, discharging ............. 240 
Breach: of peace siue eve x YS xx ES 233 
Bürial ot dead Anal u vn a a A 241 
Bus ordinance, violation ............«.... 175 
Buving from DO HR Re 55 TIS A wees 236 
Carriers, motor carriers routes violated .... 69 
Carrying concealed weapons ............. 239 
Cars in motion, getting on or off .......... 240 
Cais, a Prean tory” ino key hs ae eR PRÉS a NN 242 
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MISDEMEANORS (also see particular subject 


desired) — (continued) 

Cellar doors, failure to cover ............ 24 
Cemeteries, injuring shrubbery, etc. in ..... 237 
Censors ordinance, violation .............. 31 
Checks, false uttering or drawing of ...... 23 

Evidence of ..... fe ch ee a a A ARRA 236 
Chickens 

Keeping 'conlined ne ee ee 241 

Noise: Of- naaa en ae eee eI oe 234 
Circulars, depositing of in letter boxes .... 241 
Clairvoyant: "water 2p dl aeons ae ee x 241 
Commands of police officers, disobeying ... 239 
Commission, park; violating rules of ....... 237 
Concealed weapons, carrying ............. 239 
Conduct, disorderly, 2 2... 22 eee 234 

Lewdness is e 2:0. 20x NS 234,235 

Pandering. rica rias saree aa NA 234 

Soliciting’ on. streets: nivelado OS 234 
Confining of ‘animals sse =» s arrie e an aAA 239 
Gonfining of fowls ske neame aeae elem ES 24! 
Confiscation of gambling machines, money, 

E inte nde Wie ple uote ele ee ERO 235 
Crossing; blocking. |.» 29a rio e ORE 238 
Cruelty to:anima]s: 7 35.2: too aae tere 241 
Danger signals, removing e- = 1+ = 4 2229 240 
Dangerous buildings, failure to repair or 

destroy fda isis am o 0 les RO ee 87 
Dead animals, burial! of 2.2.0 000 eee ee 241 
Defacing notices, Yes maano de tat oe eee 237 
Defrauding hotel or restaurant keeper ..... 236 
Depositing circulars in letter boxes ........ 241 
Depositing rubbish and filth .............. 241 
Destruction of gambling machine, devices, 

OO O ITO TRO AR O ewe) 3 235 
Discharging: firearms... una e rah EEA 240 
Disorderly ‘conduct: o. sic a's Su RE 234 

Lewdneas: hiui es mateo a eI ep ote NER 234, 235 

Pandering nic al sine ee ae ee 234 

Soliciting on’ streets: rs ees 234 
Disorderly hall, pool room, etc. .......... 233 
Disorderly houses, keeping of ............ 234 
Distributing samples of medicine .......... 241 
Disturbance of peace, permitting .......... 233 
Disturbing peace and quiet .............. 233 
Disturbing public meetings ............... 233 
Dogs 

Barking of) ui | Saw ae eee 234, 240 

Threatening dogs a à RIEN 240 

Vicios dogs: +... ace obs aient ER PERDERE 240 
Drawing: false: check 70000. c9 eee 236 

Evidence of... isa asst tain) RS EEE 236 
Driving in careless manner .............. 239 
Driving over fire hose ne. 239 
Driving over newly laid sidewalks ........ 237 
Electric connections, unauthorized ......... 237 
Electric installation rules, violation of ...... 219 
Electric meters, interfering with .......... 237 


Electric poles and wires 
Attaching radio or antennae wires to .... 240 
Throwing s'ones, sticks, strings, etc. at or 


Ono X usare DECEM Wak R UL VETE re OA 240 
Encumbering sidewalks ...............+.. 238 
Engines, traction; prohibited on streets ..... 237 
Entertainments, evading admission fee to .. 236 
Entertainments, immoral ............. 170, 235 
Evidence of false. check serra tar oa is 236 
Excavation of stree's: 

Guarding ob ¿mi a ik ae RA 238 
Leaving open coverings on .........o.o.. 238 
Removing guards from ........o.oooo.o.. 238 
Withoutia Bert uan ahh a ee 212 


Expectorating on sidewalks or streets ...... 241 
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MISDEMEANORS (also see particular subject 
desired )— (continued) 
OE EES EAS AA 239 
GC CIL TRG LIO, un a Ce 239 
False drawing and uttering of checks ...... 236 
O Bid ois yk oe Ve ik AW RONG 236 
False pretense, soliciting ................ 236 
False report to police .........ooooomo.o. 239 
False statements as to contents of newspapers 236 
False weights and measures .............. 236 
OFCUUTULL vA DR UY a aid Wicks a Nk Wier ye Sw wis 233 
COQUUDTSOUCASIC UA CESCGGAWODTEW 0s wie bce aa as 89 
(DAP ORT SO 239 
Fire Hose, driving over .. 2... ce eee 239 
Fire limits ordinance, violating ............ 93 
ONS UT Ee Ce A A ran 237 
Firearms, discharging of .......oco momo. 240 
Fireworks, sale of; regulated ............. 269 
Shooting or discharge of .............. 269 
Flammable liquids ordinance, violation ...... 106 
Food, sale of unwholesome .............. 241 
CAA SEE GT o a ER 242 
CSS A ARA A 241 
A OR Le Gc O RO 234 
A ICE AE 241 
Fradulent pretenses, soliciting alms under .. 236 
Frequenting gambling house ............. 235 
Frequenting house of ill fame ............ 234 
TST Se See Ee eee eee ie 235 


Confiscation of money in raid or arrest .. 235 
Destruction of gambling device or machine 235 


Frequenting gambling house ............ 235 
Letting house or room for .............. 234 
Maintaining gambling house ........... 235 
ara ity Lea A er EE 235 
EN ne ae a ILE 235 
Garbage 
NT as a 238, 241 
A sce acd sie t n 238, 241 
Ma eA shee Sie don din a 241 
Violation of, misdemeanor ............. 248 
Gas, violation of natural gas regulation .... 195 
Gas meters, interfering with ............. 237 
Gasoline stations or storage tanks, operating 
Imutou m Hevmut rV asa ER 89 
Golf courses, miniature or others, operating 
UG E TIT a mea T TE TEL RE 169 
Goods, receiving stolen .................. 236 
Grade stake, interference with ........... 238 
Guards 
DIL EX CARA RONA 29 als Ida m tn a A s. MIS are 238 
OI OG ETT Grit QC T E CORTE NDERIT IT T DA, 238 
On open areaway and cellar doors ...... 240 
EIA EUR TO IDE 238 
adv A T C AS A AR 233 
Health, board of; violating rules of ........ 36 
A AA A A zr 239 
Hotel keepers, defrauding ............... 236 
Houses 
Frequenting gambling house ............ 235 
Frequenting house for immoral purpose .. 234 
Keeping disorderly house .............. 234 
Keeping gambling house .............. 235 
Keeping house of ill fame ............. 234 
Letting house for immoral purpose ...... 234 
O a at alte we ajay Sri I oyna ee 234 
Hydrants, interfering with ............... 239 
Ill fame, house of 
COAT iy A ee A 234 
E es Peace gis Sie eh ae ese i 234 
Letting house or room for ............ 234 
Immoral] advertising prohibited ............ 235 


Immoral books, pictures, etc. ............. 235 


MISDEMEANORS (also see particular subject 


desired) — (continued) 


Immoral entertainment .............. 170, 235 
Impersonating officers .................. 239 
Indecent: bel Vin yo ira la v LEG 235 
In TEE DUREE eisen in tit 237 
Injuring private or public property .... 236, 237 
Injuring squirrels or birds .............. 242 
Injuring telephone, telegraph and electric 
poles ANGE WIFeX) dux e a VIT Vg. 237 
Injurkein general aa ata 236 
Interfering with barriers on newly laid side- 
WR oe A xri este acd VIVA RET 237 
Interfering with electric meter ........... 237 
Interfering with gas meter ............... 237 
Interfering with grade stakes or monuments 228 
Interfering with hydrant ................ 239 
Interfering with motor vehicle ............ 237 
Interfermer with aigna oe ve a ie nee 240 
Interfering with water meter ............. 237 
Intoxicating liquor, sale or manufacture of . 235 
Buying from bootlegger ............... 236 
Intar ON o aurea D EE OP CHE 235 


Driving motor vehicle while intoxicated .. 8l 
Jitney buses, violating rules and regulations 


CHR NT NER RE E CIR SELL FR OD 175 
uid pea ton tes bal o AN A 242 
EA SS REES OR ER E 234 
Keeping disorderly house ................ 234 
Keeping fowls confined ................. 241 
Keeping gambling house ................ 235 
Keeping house of ill fame ............... 234 
Keeping nolsy fowlar nehe e uere eile th 234 
Keeping predatory cats ................ "0247 
Keeping vicious dogs or other animals ...... 240 
Barkanyit prety? 2 tuc E EE IIS e A veh ei aie 236 
Letter boxes, depositing circulars in ........ 241 
Letting house or room for immoral purpose . 234 
Lewd books, pictures, etc. ............... 235 
EPCOT ONT sas A eee ede Meron See Cla 234 
Lewdness, disorderly conduct ........ 234, 235 
Pibrary? rules; violating, 27 eorr atone 239 
lxbingers and lomfers veina so xe e RITE 240 
Maintaining disorderly house ............ 234 
Maintaining gambling house .............. 255 
Maintaining house of ill fame ............ 234 
Manufactured gas ordinance, violation ...... 195 
Measures tale) nora nn le ere ahi eR NER 236 
Medicine, distribution of samples ......... 241 
Meters, mterfering with ne Asa 237 
Milk, violating rules and regulations regard- 

E IATER e wile? e ON h 258 
Misleading statements as to contents of news- 

Papera ar. a a Ee Vigo) UK ei x Ren 236 
Missile ‘discharge or opr en deine een 240 
Mistreating animals, squirrels or birds ..... 242 
Misuse of police telephone system ......... 239 
Monuments, interference with ............ 238 
Motor carrier routes, violation ............ 69 
Motor vehicle, interfering with ........... 237 
Motor vehicle or trucks and traction engines 

prohibited on streets if prohibited on paved 

Origrayeled: roads incio A es dro de 237 
Motorcycles, riding on sidewalks .......... 240 


Moving of structures ordinance, violation .. 108 
Moving pictures, operating without a license 170 
Municipal Court, jurisdiction in misdemeanors 242 


Nails, throwing in streets ............... 238 
Natural gas regulations, violation ........ 195 
Night walking .......... NAAA 241 
Notices CICCONE otia eme Non Vive debeo 237 
Nuisance ordinance, violation ............ 260 


Numbering of buildings ordinance, violation . 110 


306 THE ORDINANCES OF THE City of Ames, Iowa, 1943 | 
1 


MISDEMEANORS (also see particular subject MISDEMEANORS (also see particular subject 
desired )—(continued) desired ) — (continued) 
Obscene language, use of ............... 233 Property 
Obstructing street corners, etc. by lounging Injury to), private. nend sev elvis a ud PES 256 
or*«onfug oira oor 0250/70 SER EUREN 240 Injury to public 00.2, zu eh tr ERE 236, 237 
Obstructing street crossings .............. 238 Vrespassing +. ccc cee lest RE 236 
Obstructions, guarding. so. piece a EE 238 Prostitutes! void eke oir nes ner see eee 234 
Obtaining food and lodging under false pre- Public property, injuring ............ 236, 237 
O cosy, WU kA Mal NO 236 Punch boards, keeping, destruction and con- 
Offensive advertiane MAEN naa o a N 235 SCAN. PRIORES a a UT ITI TAE 235 
Offensive substances, removal of .......... 241 Punishment for committing misdemeanor ... 241 
Officers Quiet, disturbing public peace and quiet (see 
ARAN tao ias lei o TOL 234 Peace, disturbance of), DEDERE 233 
Disobeying commands of .............. 239 Radio and antennae wires, attaching same to 
Impersonating AY ano BOA DaD DADL cL oT SLO AEA R AREIA OC 239 telephone, telegraph or electric poles, wires 
AAA gical ie EA aso 239 and fixtures ziron 0 ni NS 240 
Open areaways and cellar doors .......... 240 Raid, destruction and confiscation of articles 
Operating show without a license ......... 170 used for gambling sur maree v a eee 
Operating side shows, menageries, theatres, Railroads, getting on and off cars .......... 240 
* "etc, without a license. ‚vl nets ale rara le aa ale 170 Receiving stolen goods o 236 
Operation of slot machine ..............+.. 235 Reckless driving. se sre 00 a e ee eens 239 
Order of public meetings, disturbance of .... 233 Remission of sentences .................. 242 
Outdoor toilets; use ON oi Io sues e 261 Removing danger signals ............ 238, 240 
Painting signs on sidewalks .............. 238 Removing grade stakes or monuments ..... 238 
ley Ie A ren do 2/0 O AA O Y DRE A E 234 Removing guards at excavations, etc. ...... 238 
Paper, throwing in streets ara 238 Removing offensive substances ............ 241 
Park commission, disobeying rules of ...... 237 Reports of fire, false tit pd LEES 239 
Parkings, street; injury to shrubbery, etc. on 237 Reports: to police, false” ¿nina ar ee 239 
Parks, injury to shrubbery, etc. in ........ 237 Resisting an officer oora olee v ERIS 233^ 
Pavement Restaurant keepers, defrauding ........... 236 
Pire ron A AOS OO EE ae Dx O o oo 237 Restaurant regulations, violation .......... 181 
Traction engines, trucks, etc. prohibited on 237 Ringing ‘bells or. gongs ooe de MESES 234 
Walking or driving upon newly laid .... 237 Riot: usara le ee ee 234 
Peace, disturbance of Assisting police in case of ............. 234 
Affray SA OOO O OO 233 Room, letting for immoral purpose .......- 234 
Barking and howling dogs ............. 234 Rubbish 
Bees; -keepingkol o ii eos) Sa E Tee eke 234 Allowing to drop on streets ............ 241 
Bells; iringinguotd bx s rS 234 Depositing in streets or alleys ...... 238, 241 
Blasphemous and obscene language ...... 233 Rules of Board of Health, violating ........ 241 
Disorderly hall, skating rink, etc. ....... 234 Rules of Park Commission, violating ....... 237 
Disturbing public meetings .........-.-- 233 Rules of public library, violating .......... 239 
I3ehting! 5$ 29 een ae ee cee, CS APSA DT 233 Sale. of hreworks 7...» NISI E 269 
Noise: of Fawlg .| Let SEEN RES SEED EXER ns 234 Sale of intoxicating liquor ma GEN IO xz Ge 235 
Offensive conduct or language ......... 233 Sale of milk, violating rules in regard to ... 258 
Permitting disturbance on premises ..... 234 Sale of unwholesome food ............... 241 
Riot a oie slat] Pedes a ta re epo Ferne e vel e ON Y 234 Samples of medicine, distributing ......... 241 
Unlawful AY o IE KS 233 Sentence, suspension or remission of ...... 242 
; Baileys violating ordinance regarding .... 178 Setting out poison: suas aes arate eee 240 
Peepers, window. aiei eeen onae shinee enna 241 Shooting or discharging fireworks ......... 269 
Penalty for misdemeanors ............... 242 Shows, exhibitions, etc. operating without a 
Permanent sidewalks, violation of ordinance license... IAS 170 
A A O NO OÍ a e 208 Shows, ‘immoral. it ise eee 235 
Petty larceny A A IO AO AO 236 Shrubbery in parks, cemetery, etc., injuring 237 
Eictürershows 111m 110ra Er ee TI 235 Sidewalks 
Pictures, Ammo ral ie in. ee QD EK RUE VES 235 Encumbering with: boxes; ‘ete: Su SE 238 
Plays: mmoara E e a eels o i's wb 235 Failure to guard excavations or obstruc- 
Plumbing rules and regulations, violation of 133 HONS: in ira Nee ee 238 
Plumbing without a license ..... Baal el ara Failure to keep free from ice and snow .. 203 
Poison; setting aut ge ana to ade UNES 240 Motorcycle, prohibited on ............. 240 
' Police Night walking oni seoa a arn AN 241 
A Soul ord Rey ee ee ee 234 Obstruction of sidewalks by lounging or 
Disobeying commands of .............. 239 loafing | 02 Ake wh eI REED 240 
Impersonating . 1... 668 cn sine is we ame 232 Open areaways or cellar doors in ....... 240 
Rensing) s dte e ee PRSE 239 Painting: signs on 9:399 3 5 REIS 238 
Police sradiovsy stem sea sis won one eee alae 239 Permanent sidewalk, violation of rules re- 
Police telephone system, unlawful use of ... 239 garding anrea anan ae EUR AT PDA: 208 
Posting bills on private or public property .. 237 Sign ordinance, violation .............. 165 
Power meters, interfering with ............ 237 Spitting om: +. aia ers 241 
Predatory. cata «iaa x YO REIR FCR. 242 Vehicles: on: 5: ep AS 240 
Pretense, soliciting under fale. a alten tia hg EAR 236 Walking or driving upon newly laid ..... 237 
Principal And ACCESSORY, m sea le Eee 233 Signs 
Projectile, discharging at lamp, telephone or Painting on sidewalks ..............0... 238 
telegraph poles, wires, or fixtures ........ 240 Removal of signs i5. xr ode oe EX REIR 240 
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MISDEMEANORS (also see particular subject 
desired )—(continued) 
O SRENECOREENEDREENE 
Slot machines, keeping of ................ 
Destruction and confiscation of .......... 
O OOOO WIE yyw eis neuen. 
Soliciting under false pretenses ........... 
SERMON in DIS PACES e hn 
ARIAS a gute ey ON ws ws 


Statements, making false statements as to con- 
OE newEDRDOR Ve e nr» t 
Stolen goods, receiving ..... ere 
REDE eee an ne a 
Street encroachment ordinance, violation ... 
Street excavation ordinance, violation ..... 
Streets 
Allowing garbage to drop on streets ...... 
A ran een UT 
Depositing rubbish or filth on .......... 
Encumbering street or sidewalk with pack- 
ages, etc. ooo o nooo .on oo... nn 
Dive ana ne a ee 
Guarding excavations in .............. 
Guarding obstructions in .............. 
Injuring shrubbery, trees, etc. on street 
TATE SS ds TE aa 
Night walking on streets .............. 
Obstructing street corners by loafing or 
A ASA AR O 
Painting signs on streets or sidewalks .... 
i So A A A T TEE 


Placing ashes or rubbish in streets or alleys 238 


Removing guards on streets ............ 
Removing O e ee 
a RR are 
A A A aac. oie alate 
TACA A A A 
Throwing glass, tacks, etc. in .......... 
DIO paper On oee ais ra 


238 


Traction engines, trucks, etc. prohibited on 237 


Walking or driving on newly laid pavement 
GI STR SES =e Re e ains 
Structures, moving of structures ordinance, 
PaCS ORIEN SUES Nas aaa ar enter a 
Taxi cab ordinance, violation ............. 
Telegraph, telephone and electric poles and 
wires 
Attaching antennae and radio wires to .. 
Discharging projectiles at .............. 
Injuring or destroying same ........... 
Throwing glass, tacks, etc. in streets ...... 
Throwing paper in streets ............... 
Throwing stones or other missiles ........ 
A SR se ss 3.4 404s bie ee 0 
Traction engines, trucks, etc. prohibited on 
PERC CR ia cata ales oa) A «9 oiv, ew wie «0 sie n/d. 
Traffic officer ordinance, violation ........ 
Traffic regulations, violating provisions of .. 
Trailer ordinance, violation .............. 
Transient merchants, violating rules regard- 


USES CRs i Le O NA es 
Trees; regulations, violation .............. 
Trespass ordinance, violation ............. 
Trespassing on private or public property ... 
PURI 0 cases e dae 

A A A A 
Unlawful sale of fireworks ............... 
Unlawful use of fire alarm ............... 
Unlawful use of police telephone and radio 

A AAA AA A 
Unwholesome food, sale of .............. 


Using blasphemous and obscene language .. ' 


237 


MISDEMEANORS (also see particular subject 
desired )—(continued) 


Using house for immoral purpose ......... 234 
Using house or other place for gambling .... 235 
NEE QTR ETL EU DI S a SEU CR un a fo O c cene 240 
Ma ERAT RM CE cad x ats bre ER P CRUCE rae 240 
Vicious dogs or other animals ............ 240 
NEM ECT niet) getty tierce 4 nach Oat NA 241 
Walking on newly laid sidewalk or pavement 237 
Water meters, interfering with ........... 237 
Waterworks system ordinance, violation .... 230 
Weapons, carrying concealed ..... Aa 239 
MWeichte, talaa 25 25 d ss ray alee cee’. 236 
Mindow 'Deepers, un soo ale ar nee u 241 
Wires, antennae and radio ............... 240 
Wires, injuring telephone, telegraph or elec- 

BRIG INMATES cys aroha HART T DE ORO Y, 240 
Merde, tresspassing! UPON. ua e als 236 


Zoning rules and regulations, violation of .. 148 


Missile, discharging of—misdemeanor . CU ASA 
Monuments, interference with—misdemeanor .. 238 


MOTOR CARRIER ROUTES 


Not applicable to traffic regulations or jitney 


buses o ar E PT rT DRE RO 69 
Streets and routes where operation permitted 69 
BnlawEnlfoneration 44-8 redu d UE 69 
Miglationvand penalty v sar cities PS 69 

Mistorcycle, (dehned. sanas le ara an 71 
Motu sua ores as vost nda Dee. a 89 


Motor vehicle (see vehicle) 
Moving buildings (see Moving of structures) 


MOVING OF STRUCTURES 


Application for permito ro a oop dl nile Dee 107 
Cil ar e-exetat fai NEN“ 107, 108 
Civa Managen a a ts io 107 
Crossing bridges 

Bondas security e nsu ree a LOZ 

PS o A A IUS 108 

EA A PO O DD E a 108 
Crossing railroad tracks ' 

Nora aaa o tre ae ANOS 
Definition; structure ..:. 0.0». de ene 107 
Delay mi moving oean iee Berl OA PS E 107 
Indemnity of city for damage ............. . 108 
Injury to person or private property 

Boric eae security near net a e dio ASNO. 
Injury to public facility or improvement 

Bandas security, aletria vie een ete c EISE TOS 107 
Moving prohibited without permit ........ 108 
Permit 

Bondi 4/5 beste o Ud titer EUH 107 

Failure of City Manager to issue permit .. 107 

Investigation by City Manager .......... 107 
Biumbiug rris reist elie aie ise EG 
Removing obstructions GA UM 

Bond as security mo aa 221902 «150 3) VHS O 

Expense involved .......:......:. 107, 108 

Notice 15. pew het romae duct d 
Structure; dehneü una sn oie PANES aot. (107 
Violation and penalty |... fos. 1 eO 108 


Moving pictures (see Shows; Entertainments) 
Multiple Residence, "B" District ............ 140 
Municipal cemetery (see Cemetery) 
Municipal Court, jurisdiction of misdemeanors . 242 
Municipal, state or federal buildings 

¡Us in District oB iaa tos TD tes Uh M 


Museum (see Zoning Rules and Regulations), 
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N NUMBERING OF BUILDINGS— (continued) 
Non-compliance with requirements ........ 109 
Numbering by City Manager—cost assessed . 109 
Nails, throwing on streets—misdemeanor ..... 238 Numbering system by blocks ............. 109 
Natural Gas (see Gas Rates; Gas Works In- Principal buildings to be numbered ....... 109 
stallation) Requirements of numbering .............. 109 
Newspapers 1 Violation and penalty. 4... 45v am nir n vinti RE 110 
False statements of contents—misdemeanor . 236 
Not subject to pedidler’s ordinance ........ 127° Numbers (see Numbering of buildings) 
Night walking—misdemeanor ............ 24] UNurvearieaand greenhouses 
Non-conforming use, defined .......... sse 139 Use in. District “AY 2S ee 141 
Notice 
Assessment for permanent sidewalk ........ 208 
Electrical installations, defective .......... 219 
Ice and snow removal ................+.. 203 O 
Purine is tds ls atea ELICIT S eh taa 2 
Public service connection [11111111::::1:. 205 Obscene language, use of—misdemeanor ..... 233 
Restaurant disease icc: vv e ers en n peels Du La 181 Obsolete fixtures—plumbing pee eee we Aes» ole 124 
To Plumbing Inspector .....+...»+........ 114 Obstructing drvera view: 2.52.0 Ree 80 
Waterworks system, inspection ............ 226 Obstructions (see also Streets and alleys) 
Waterworks system, defective ............ 227 Guarding obstructions a EEE NN SP 238 
Notices, defacing—misdemeanor ............ 237 Lounging and loafing—misdemeanor ....... 240 
Street crossings v.v. re vs soe RUE TT 238 
Of peak ‘electric rates = aeremio ema E 193 
NUISANCES Official map; defined io ee 139 
Abatement of nuisance Offices se sis voit he Ree EM 141, 142 
Copy of notice delivered .............. 260 Officers (see Police officers) 
Expense Pee eee eee rrr rrr htt 260 Oil burning equipment ............. sees 105 
Notice required IEEE 260 Old house sewers and drains—plumbing ...... 129 
Right of CUY o o sus onl taie ap] a o ove: pie aaa 260 One way streets and alleys 
Authorized person giving notice may abate .. 260 Established: cios e AN 80 
Eipensel of abatement e e eons NE 260 - Tr o ee REN 80 
Board of Health ee. 35, 36 Operating while intoxicated 55 A t 81 
City Clerk .......... ree rrr ne 260. Operator, dehned. oea n 3: $y 3s o a a ee 71 
City Gouncili O AA A 260 Ordinance committee, Mayor to appoint o rr 25; 26 
Definitions of nuisance Ordinances 
GANGA met Men Ios eor 259. e Adopte en DRE RENE 271 
Cesspool near source of water .......... 252 Chief of police to enforce ............... 55 
Cesspool not cleaned once a year ...... 259 City Clerk to record and publish .......... 51 
Cesspool not disinfected ............... 259 City: Solicitor—duties ¿ur oie eis e e 57 
Cesspool not draining into sanitary sewer . 259 Effective ordinances not fully set forth .... 27 
Decaying; carcasses). e 259 Mayor: to enforce’ oa en a Oe ae 63 
Filthy or noisome substances collected 259 Mayor -to: BER? Sui oo ee eee eee 63 
Gambling ¡houses caja a vistors» nie abel 259 Repealed: 1:00 ULA ee eee 271 
Houses cor ll famie 359 leis: eens 259 
Houses where breaches of peace committed 259 
livestock so atado v: e ON ERI SIS 259 
Noxious gases and offensive smells ...... 259 P 
Qutdoor; toilets: cian os 260 
Signs obstructing view ................ 259 PE 
A O a SV NEN EE RS E A 260 Paint—flammable liquid tanks ............. 103 
Stables and pens not kept clean ........ 259 Paint store, defined ......ooomommmm mmm...» 96 
Sivannanti water luna o o 260 Painter, defined .....oooommmoocooPmmm crm: 96 
Street and alley encroachment ...... 209,259  Fandering—misdemeanor .............. 234 
Unwholesome substances .............. 260 Paper, throwing on streets—misdemeanor .... 238 
Water obstructions) ano x9, XIX EUR) RIS TS 259  Parades (see also Entertainments) 
Water: pollution» 42... men om vis bis vis vie einen 259 Driving through—misdemeanor ............ 76 
MAYOR à tne a bx are ses ENS 260 
Violation and penalty 5555 s span SIR SIR 260 PARK COMMISSION 
i | See Ra ates shee o 43 
NUMBERING OF BUILDINGS o 
Base lines Election oF „aut E 43 
East and West— Duff Avenue .......... 109 Qualifying and organize ............... 43 
North and South-—Lincoln Way ........ 109 Term. of ‘office: sa oe a re male ee cents 43 
City Manager Creation | os a o e 43 
Numbering when owner does not comply— Election of Commissioners +... .....<....... 43 
HT O Sikes Rie) a ae ee 109 Ordinance submitted to voters March 29, 1926 43 
Preparation of numbering place ........ 109 Powers conferred by Chapter 293, Code of 
Definitions lowa, 1924 sciatica es Sie eee 43 
Principal: DOI ia ere Oe Term. ‘of: Commissioner tips se asia O 43 
A SO A Nhe wie aa vite mae PAN 109 Violation of rules and regulations ......... 237 
Diagonal and curved streets .............. 109 
Even and odu numbers ida 109: Parked! vehicle; defined $5555 aN 72 
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|. Parking PEDDLERS, REGULATIONS AND LICENSING 
eium ODD CUTS Sur re My keane eas 67 — (continued) 
ese vu parking CI Mining Ky feta woe On gk O 73 Fees 
ouble AS T 73 Sale from car on track .......... 177,178 
Limited SHEE ETERS VST eee ee eee ete wees 74 Sale from conveyance .............. 177 
Long vehicles ........ cece ete eee eens 73 NAAA ICE Eo Oi PLUGS 177 
Method of parking vehicle ............... 73 Rennen b nti eU ai O ace SACS 177 
Police reservation TC 75 lume FORETLOCION e oer voe oet ER tial acad Se 178 
as RA RO ge 74 Violation andınenalty: arta lacs ar ea 178 
A A PA 74 
TEE as aaa aa Dae meddling. unlawfül a ein An xa ICs 177 
pies OO AR a a Ra 75, 183 Pedestrian 
Trailer Denne dika epee eer Cre Bie COURIC eR: SEA OG ECHTE OEE 7\ 
Illegal csse esent e nr t ns 263 IE duty to demde reales £i E x RUN A 78 
as tas aaa o o wins 264 Right-of-way over bicycle Ai E EEE 68 
Parkings Rights and duties 
A = an sinn A 237 Crossing at other than crosswalk ........ 78 
Signs (see Signs, awnings and fixtures) Duty AOS driven coz Ste ne ce ande ad 78 
Trees, planting and trimming ..........-- 213 Riehtzof-Way denen ways Ex ala NER cedo S] Y 78 
- Parks Saliciung rides vec SNO UAR Eel EE 78 
AS Y A eua a Six e 141 M:MallionvleltUi tere eie TU YU S elven) siii 78 
Injury to M dba E diode edu 237 Traffic directed by patrol officers ......... 83 
Plan submitted to Plan Commission ........ 39 Peeper, window—misdemeanor ............-. 241 
Passageway—flammable liquid storage prohibit- Pens, livestock, constituting a nuisance ....... 259 
nol. Pp, SURE age SI REPE EE E 100 Permanent sidewalk (see Sidewalks, permanent 
Quer ss S UMEN PER CERO 76 and temporary) 
AA E 249 Permanent street improvements ............. 205 
Pasteurized milk (see also Milk) Permit (see Licenses and permits) 
A UTE SEE 249 Personnel, milk employees health ....... 254,256 
Ct Da O RS AE DAA a e 255 Petty larceny—misdemeanor .......... 236 
Sarit TS ONG Ss ae mita 256 Pharmacy, Class "C" beer permit ........... 157 
GxCRSGICONG UC REIN STtIQ ETT 256 Physician (see Health Physician) 
Pavement (see Streets) Discrimination unlawful ................. 37 
Pavement surface Picture shows (see Shows; Entertainments) 
Charges fus eu dn 4645. vckb uhr 211 Pictures, immoral—misdemeanor ........... 235 
Penned A E Ris 211 Pipe, service (see Service pipe) 
Peace, disturbance of Pipes (see Flammable Liquids; Gas; Plumb- 
GUB A MO EE A 233 ing; Waterworks System) 
Barking and howling dogs ................ 234 Piping, Street and alley encroachment ....... 209 
E O A A IND EIER 234 Plan Commission (see City Plan Commission) 
Gb RN 234 Plans 
Blasphemous and obscene language ........ 233 A ERECTO TCI CRERO UO OL OSCE O 147 
Disorderly hall, skating rink, etc. .......... 234 BrEVaManager too tito 53 
Disturbing public meetings .............. 233 Electrical installations .................«+..+ 217 
A ER A A 233 Permanent sidewalks ............«.<....<.+> 207 
DONES ice fags Wale eee ald wie a 234 Private sewage disposal ................+.. 129 
Offensive conduct or language ............ 233 Public service connections ............... 205 
Permitting disturbance on premises ........ 234 Submitted to Plan Commission ............ 39 
O a a a a LITTLE 234 Plant (see Manufacturing plant) 
Einboriul assembly 20. td oie a Bia avn aces 233 Electrical permit not required ............ 217 
Platform, Street and alley encroachment ..... 209 
PEDDLERS, REGULATION AND LICENSING ee 
ilüng Station 40 € win wie ne ae 89 
Certificates Submitted to Plan Commission ........... 39 
CRI UIT EX" CER CLA PON EEE 177 
pxantinstion by Chief of Police ....... 177 PLAYGROUND COMMISSION 
BE erro E 177 Appointment =a reae aaa a oe 45 
Health A PO O su Au WOO SA A UAT À V. 5.9 177 City Council Du P M UTERE CRT RICE! T TCU CETTE APO PO ene 45 
Examination by Health Officer ........ 177 Centon Gb is PP eee ee Da CHE N fau 45 
Fee E 177 Government of organization .............. 45 
Products aig aa arao P 9M dio a'e mé s)w AOS l 77 Mayor FT A E evel sive, T wih) AO EO E 45 
Examination by Health Officer ....... 177 A ie ce NRO ene SU PE a Te 45 
Chief of Police ....oooooooooooomommoro. 177 Qualifications sise oo» «<< «..no.c.ssos 235 
ee aa 7S RUE. Alias 177,178 
A RO 17 “ar 
le TER AR te Playgrounds in District "A" „vv. eee eee ees 141 
Soe of character, health and products 177 Playa. immoral—misdemeanor .............. 235 
A et chal perk xia Sales et 177 
Farm produce—home grown ........... 177 PLUMBERS 
Newspapers and magazines ............ 177 Board of Examiners (see Board of Examiners 
POCO ANN Le coe) di) vies ker iia 177 for Plumbers) 
License Examination. [Wes | la) aa ornato dI se 33 
OPERADOR 178 Mecca iaa iaa A erate teach Nears N este 33 


PLUMBERS— (continued) 


Plumbing system (see Plumbing) 
Waterworks System (see Waterworks System 


—Plumbers) 


PLUMBING (see also Waterworks System) 


Absorption. tie drains riche en PE 132 

Acid wastes y oon Ea lo ace ceed ote ol EO 132 
Air compressors and tanks ............... 131 
Air conditioning systems ,............... 133 
Air gap 
IDEEN o ER AA acer Dr arin bc] IS 111 

Minimum requirements ............ 121,124 

Required taa rt aa laca T TID 121,124 
Aror A AOS O 115 
PR IA A IRRE OUT WS SO 131 
ANITA lA oa DG SAVE 118 
Application Or pen «csi ee 113 
Apprentice, defined. 2 siete aoe als ae eet 111 
Approval;. certificates) of a.s eero vic be > 115 
Approved flush tanks and devices ......... 121 
Area drainage o xxr a ERU Sip 131 
Authority of plumbing inspector .......... 116 
Backhllineaditchest ta Re 116 
Back-flow preventers ............ 121, 122, 124 
Back-siphonage preventers ........... 122, 124 
Backwater: ;valyes (Maia re es a Pate la 121 
Ball ‘cock construction „use one 121 
Bar and soda fountain wastes ............ 132 
Basement 

Glosets., mada a ste ele s so S 128 

Bloor, drains: c: NAI orto ET 120 
Bathrooms, .ventilation of ................ 125 
Blowoffs, steam, connections ............. 133 
Board: of Health A la UA 115 
Board of Examiners of Plumbers . 33, 34, 111, 113 
Bolts; support ker 5 vete eite e 119 
Branch; defined tice ios Eee 111 
Branch vent Era ri ote ose ee aa 128 
Branches, sizes of horizontal .............. 122 
-Brass 

Pipe; specncations aet e ann ei a ae Al, 

Sheet, specifications: eriari ore oe EEN: 118 

To cast iron, Joints: e krotne eee one e ee 119 
Buildings 

Moved. a ORE 116 

On anterior oblot e ra e 129 

Protection against excavation .......... 129 
Bushing, soldering, specifications .......... 118 
By person not licensed: Ns 5228. een UIN 113 
Calked TOMA «e. eis ET, 119 
Calking ferrules, specifications ............ 118 
Cast iron pipe 

Codtmg; specilichtion aaa sents 117 

Jomta nis ve ac sears at seater r 119 
ER Bpecihicatiana trar oae e SEDI I ab eee 117 
Cast iron flanges prohibited ............. 118 
Cellar 


Floor drain (see Basement floor drain) 
Water closet (see Basement water closet) 


CESTO GH: cesta! (Ne be ridden ete E 119 
Certificate of approval: aaa vs 115 
Changes in direction of piping ............ 117 
Changing soil and vent pipes ............. 126 
"Chemical laboratory wastes .............. 132 
CirentevenEbtdehined sehen nee Gee 111 
CITO MO VELO WE o0 5 sd AS 132 
Cleanouts 
VE ANA n a a ee 115, 120 
TA E gri ever els Hin EP t A ERE 120 
TXNPUSE uice £A rb iat ee ieee 120 
Clean ¡water drained x55 v» aa re Yt i 132 
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PLUMBING (see also Waterworks System)— 


(continued) 
Closets 

Bowls and traps, construction .......... 124 

Floor’ ‘connection: 2,7.» 2.2.» pt aoe 119 

Flushing. devices: 27. 62 yor ere eee 121 

Frost proof ooro crea se eee ie PUPA 124 

In Basements: cado ese civ eRe 128 
Cold room wastes Jo es Goo VG ne mS 132 
Common waste and vent ................ 128 
Compressors  .. 5.4.» solu EINIGE TE E EUIS 131 
Concealed waste pipes ....2. 22252282728 125 
Concealed ‘water. pines sss ae t oW 117 
Concrete pipe, specification .............- 117 
Gorductor ‘connections’. - 14. sous 132 
Conductor pipe 

Defective 2 dei TA 132 

Test and inspectHon of. sts 625.055 2 PES 115 
Conductors 

Inside. exper eles Cee 131 

Outmde' 0 IÓN 132 


Connecting house sewer to sanitary sewer .. 129 
Connections 


Closet, urinal, slop sinks .......... 119,128 
OF ventilating: pipe? c7... CS 125 
Prohibited. ^55 ure eee M 119,126, 132 
Tot venbia Eris 112,126, 127, 128, 132 
With private sewage disposal works ...... 129 
Continuous-waste-and-vent, defined ........ 111 
Control of water supply s m eas ome 122 
Copper 
Pipe, specification) e one. NS 117 
Sheet; specificalion- „u... Suns de eee 118 
Tubing, ‘specification: sa se aeae TEE 118 
Tubing Joints, teas eee 118,119 
Covering of work ..-. dine we A 115 
Gritical'leyel, defined... nse 20 2 le 111 
Cross connection 
Defined 553, 30 Se aw eee eee ees 111 
Prohibited ierse ce ome ses wie 121,132,133 
Crown vents: prohibited... so A ie 127 
Curb cock A O 229 
Cutting structural members .............. 116 
Dead end 
Avoidance OP uus sia a a eN 117 
Debned: 4.2. solo AS 112 
Defective conductor pipes ..............--- 132 
Defective plumbing’ 2... aos 115, 133 
Definitions 
Air gap: a El ats Rn ee RT CERT ET N OEN 111 
Apprentice. plumber spss es. a. a 111 
Branch: sows ee araser a al a E 111 
Circuit vent: az han eier Re NA 111 
Continuous-waste-and-vent ............. 111 
Gritical level: «4 3x aa ie O: 111 
Cross connection rs, 50, onc: spr PATERE: 111 
Dead end .... 5.1.55 2700 SIS TC eee 112 
Direct ‘connection: 54 «3 siete A 112 
Effective opening s Ew AX ERE 112 
Fixture drain -seais apse o a 112 
Fixture unt ss: a ra IIS 112 
Flood level ii 112 
Grade. ui WR ent eae 112 
Group venta lem nern a Se E 112 
House drain 4:05:72: ee eto IE EIN 112 
House sewer doux dS IRE YID e 112 
Indiract- waste pipe oo Xp v alone setae 112 
Journeyman: Plumber e eira sie es 0 0 o's ate ls 111 
Local ventilating: pipe meva a 112 
Loop vent as aie Nee peck cakes fein: ar ER 112 
Maim a a AN LT2. 
Master: Plumber 1... 010: 20 02 0 00 eet eo 111 
Plumbing eeano a tt rei ria Sl ere iR 
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PLUMBING (see also Waterworks System )— 
(continued) 


CAO ea Co) SUOTTRRENTSTSTECOCPESTT 112 
A A ) efe RR a 111 
A ON UE A 112 
utt NIS t AE E 112 
QUUD CO TERY oy Sin wis Sg eX Oe AWA es ee 113 
esc ocITD.s eM Sees SSS eee a wa 113 
ey AN 113 
O EET TINI, CIE TES 113 
A IS AA 113 
dac uml N N E inet 113 
NT WORT eee ER a 113 
V DT DO WW emen TRE 113 
A RRS RTI ww Rees 113 
Water distribution pipes ....-........... 113 
NN Rete OE A wine! hn nie wie! wi a) are 113 
NTE = A SS Re ae ae ene DEREN 113 
Depth of drains and sewers .............. 129 
Destroying certificate of notice ........... 115 
Developed length (see Size and length, de- 
fined) | 
UO) SSPE re IE une ee ans ame. 125 
Direct connection, defined ............... 112 
Disposal of waste water ................ 122 
Distance of vent from trap seal .......... 127 
A A en na 116 
Drainage 
MEMES us ae 130,131 
CINES in direcüan of aim aa ao a 117 
A A RR 118 
OF yards, areas and roofs ............. 131 
Lunes A oo lx E: 117 
SETTLES AE ER AT A MEO 131,132 
System for garage, test and inspection ... 115 
Guten IN ECG (7 os as ne Rm rug 129 
Drains 
Elcor and shower ...........- 120, 122, 125 
OU IET AMEENS EL EEE 129 
A A eS E ER 125, 130 
Shane, CES A AO oe A ne 130 
Subsoil, foundation, clear water and absorp- 
A A A A RS ow ws ts id ics 132 
Drinking fountains 
ER oia 123 
A A a us side ms wie wie! 124, 133 
A CH LA AS NE ee 118 
Effective opening, defined ............... 112 
AA AS A 131 
NECE O ARTE a a 132 
Excavations 
For sewer and water supply ............ 129 
Miti sixeet hits 222000 116 
GIDIGUUIGU SQ LUGD Rc. oes dale A od, hee 127 
Ferrules, calking, specifications ........... 118 
Fittings 
Material for water supply .............. 118 
Exuhnbued as dis ee A 117,119 
ISI CA Sr as dins ae 118 
Fixtures 
A a EE OTT EET 126 
Connections prohibited ................ 126 
Connections, soil and waste stacks ...... 126 
Hr udehned .5.2.:::03 VELIS ee 112 
SUD UNGTAp m TS APA E A 124 
AN A A ie MUR ati de 125 
ALT E A 123 
A AAA A 124 
ENTER ATTI 125 
A IU LDTASUECENULTRICOORRIODTERET 124 
SORKIN A OE A Y 125 


PLUMBING (see also Waterworks System)— 


(continued) 

Unit 

Classification and values ............. 125 
Dennen) Kare As aes San Rie len ai 112 

Lima on OMA taco aa ren 126 

With aubmerged inlets ius. vo. cos 124 
Flanges, floor, specifications ............. 118 
Klaus ievell*etined tits sarki recess ls eere En ye 112 
Floor 

Gonnachonss lt len ra 119 

Aran primera e o Wier ais 122 

ara triad a aida ale sehen ee 125 

Drains; basement: samt a NIS GET IIT: a ei a 120 
Flush tanks and devices oui... o a cine 121 
BIMOTA sra e ra E ay 121 
Food receptacles, protection of ........... 132 
Edod storage Waatea ai a 132 
Foundation Grainne) cata aora are ede cla SE 132 
Kauntains; drinking cycle cece cri 9 91 123, 133 
Exbnt;nraobclasete |. tate ccc in, rte Gale RES 124 
PLOS PIACON LA aii a opone E uke ete ce eke 12072123 
Galvanized sheet iron, specifications ........ 118 
Garage plumbing test and inspection ...... 115 
Garage SUM PS) ansiedad a a eee 120 
Can pines acral e e 129 
Gas water heater vents iia) eno le ES 125 
General Regulations on plumbing installation 116 
Grade Gehe: 5-491, da thereat en re 112 
Gradest ok vent pipes s.i on ete erm Os 128 
Grease interceptors (traps) .............. 120 
Group vent denned 2. s toria alo cee 112 
Cutter isizes ee 131 
Horizontal branches, sizes .......<.....<.00. 130 
Hospital equipment 

Ixatectionikabs 14e EE N r Paty er 132 

terio a Nog asaya rane e 132 


Hot water storage tanks and relief valves ... 123 
House drain 


Demed ro da 112 
Materia lr ry eect tar ad red e 129 
A Orca ee A A eR ERS ioe ee tits teres 129 
AS eter eevee a AA Sees mente 130 
Underground: 235. «43 09 o pene eyes ee rhet 129 
House sewer 
Dehned ea 22% 2.002 E TIO ere a 112 
Int made» ground: m: = oaee ae ar 130 
Matera oo roo a Vaca DCN RR NN 129 
OA tl A y EN 129 
Size AA LE fenes e XY TUNES 129, 130 
West) and; inspections 27. «ox xe etes n aya 116 
Hydrants Yard semie ca) ora) ec speed «run Venecie s Eae ea 123 
Icec Box waste. 7:5. «II sew: wel Binns wen eye EIS 132 
h moved Duildings: saana aus es werten he 116 
INcreaserat ize. ns da 119 
Independent system, a enter a. aii 129 
Pais Feel BELL ene Ce RC ROEDER XP NDS Gc 432 
Indirect waste pipe, defined .............. 112 
Individual vent oa snein vs ale tread bows eee eee 128 
Inlet? submerged envialo oie o ato ara late “ove gil 124 
Inside Conmductorá. rea aian alo: rara 131 
Inspection 
C CETERI AL dE A 115 
NORTE QUIE tc O enw ays 115 
Of ¡conductor (pines! marras ar 115 
OF house Sewer aurae oa Saye 116 
Inspector, plumbing l 
ZXHEhOTIUYS E eese e ON AN 116 
Bondi vo ile arn TAS te CLAN oa evo one Ue 49 
Dehnition, AE ER 111 
IICA AE DV V TOR E LC OLEO e 547211551833 
Bernau A ee eh 130 


PLUMBING (see also Waterworks System) — 


(continued) 

Installation 
COE T REDIY6B) e a ERSTER EIN RON 124 
LO FS rain aes iaa e a EO 7 e enr ND 116 
OPIUM DIE ER dor rr iar Ee ENRICO: 117 

Interceptors 
RS O DEREN er 120 
Bandi. MP RP p cay slab RAS Cs add teeta 120 

Interconnection, defined ................. IIi 

Iron, galvanized sheet, specification ........ 118 

Joints and connections 
Galked s Mick oe PPS Be SP OH ue Jp Ide 119 
Gast irons pipe isis als aa share a aad 119 
Copper tubing i ae ein y ale ERREUR ORE ERN ETE EIE 119 
range, REE 0 Girt TERZA 118 
A OS e 119 
Lead to steel, cast or wrought iron ...... 119 
Prohibited ve. cc. i is cress e Dd 119 
Ronl sere cack bier eon Ree ates Merete ort 119 
Screw P WOR A o OA A TELE 119 
WX a Feria A ee RE Curr ail ER 119 
Shp ale ava lake Nena T pog oS Ente EDT 119 
Water and, airtight io os 118 
Wiped ess rials lentas edo alle oS eka do te lp de EE VR NA 119 


Wrought iron, steel, or brass to cast iron . 119 
Journeyman plumber 


Defined |» no a MM 111 
Work -tobe done by, ee sirio es 33,114 
Label required otro is Ar 117 
[ahorwiforditestsy cartas al ESSERE anes 115 
LENT Fatale Gab o eo a oo oe ee ha ery 120 
Lead 
Bends; quality ninio dlls uel tp Ras 118 
Pipe 
Jonte cere cos leis ssn eee eee bone eae aa ee ues 119 
Specifications) 155 ee 119 
SUPPOrL ee RETE UNT TORR TAO en 119 
Sheet, m DS A aca de Ue INC 118 
Traps; quality ma RS aol tien EE NONIS 118 
Leader: sizes! 7. eren s aos cda A A E 131 
Length, defined merienn at It 113 
Length) sof venta ela olsen evs nen ETE weitere eier 127 
License (see also Board of Examiners of 
Plumbers) 
Ege ee rahe HAN ED ttc iy cr ete PRR ih vk cl 33 
Registration ds teehee te ribera UR 34,114 
Required Aan tena Bae ete Gee 34,111,114 
Lithographing Wastes sip sin se ose pao (o pistes CURE 132 
Local ventilating pipe, defined ............ 112 
loop vent, defined. nu min us vin anette 112 
Main 
DEhned o 95. Rete oc IKE bah, SIRES ERR EO es 112 
S EDI HE SECRET E PP REOR TG OI tenant 122 
Vents to connect at base .......... «s. 127 
Maintenance: ouo vc» ay Y ee RU db 133 
Manholes- tai xh» EORR aora rafa (e 120 
Master plumber (see also Waterworks Sys- 
tem) 
Dehnedi i23 id a Ne a Os 111 
Responsibility "of. mesrak sor o serie. 116 
Notification of inspection .............. 114 
Material 
Drinking! Fountains? » a xx»: akira Bere 123 
as watpr,heller ent vus Ned 125 
For Bod waste'piDes sr evra nn 132 
Kor:dramige and vents a gy sva on: 125 
Far onus dran ^o uti wot x Er cie ONES 129 
For omis BOWER VES Aa bid Ws TES 129 
For inside conductors... v 2x iin lens 131 
For subsoil, foundation, clear water and 
absorption tile drains ............... 132 
Evy COMED unten aea voe UTE T Cx ware eres 115 


PLUMBING (see also Waterworks System)— 
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(continued) 1 
For water supply pipes, valves, fittings ... 122 
Plumbing fixtures 5.) menena eA 124 
Protection: of ors a. ard rasa REI 117 
E A A A 117 

Methods idktesting.. 225,57 sb sto An 115 

Mild steel pipe, specifications ............ 117 

Motor exhausts Sanu rn be eee 133 

Motors, compressors, air tanks ........... 131 

Moved buildings, plumbing in ............ 116 

Nipples, soldering, specifications .......... 118 

Non-licensed persons ................... 113 

Notification 
Of anspecton sen eea ae meee eee 114 
To: Health: officer: 252... wore ee eee 133 

Obsolete \iixtures: 6635s nan” ese EEE 124 

Old house sewers and drains .............. 129 

Order: of tests: o's.» sie Stein os > dis ae ee 115 

Ordinance Validity. r ree A 133 

Outside conductors kn "REDE 132 

Overflow, .Bxtüres ariet o A 125,133 

Overtlows „sen ann Zee ee NA 132 

Permit 
Application -s seu sis) as) nis eine To Ne n EI oe 113 
lssued ie vun se be eee eee eee 113 
Not "required a a A T 114 
Required mijas lox ae bis ee 113 
Revocation of seo SDN Se 114 
Special Torin e da ae ae ern 114 

Persons: not licensed- 5.4.2.5 a PIER: 113 

Pilot safety devices issus ace scr ate aaie lve sero 123 

Pipes 
Acid wastes: sair. o ae ee ee 132 
Brass and copper, specifications ......... 117 
Cast iron 

TOMES everti t DIM EMITE 119 

Specifications: nr ECRIRE DRE 117 
Changing vent csd cs e RATE Eee 126 
Cleanouts, specifications .............. 120 
Cleanout, where required .............. 120 
Concrete, specifications ................ 117 
Conductor, defective „>. > wane vie ae ar Aries 132 
Depth of house, drain! si sies = oa e wien 129 
Depth of house. sewer perime na 9 A 129 
Drainage, JOER nt ler De 118,119 
Lead ¿JO rar eto 119 
Lead specifications" wrs srr op MS EIS 119 
Material for 

Drainage and vent m.s cie pe ee 125 

House drain. Arare os ae mints ara e peter 129 

House. sewer ias oe busen 129 
Protection of. sae 3.2 so aw wees eres 120 
Sewer. ‚JOINER 5... Na 119 
Soil, defined na ie ate A RE 113 
Steel, specifications s sra sot «aan vats a EEE 117 
Vent, defined: isa eta ont a A 113 
Ventilation: 11 ora sure royal DAT 125 
Vitrified clay, specifications ............ 119 
Waste, dehned iaa MSIE 113 
Water distribution, defined ............ 113 
Water-service, defined ................ 113 
Water "supply... us le puren hak Sees 122 
Wrought iron, specifications ...........- 117 

Piping 
Installation: =F 1.5 cn 6 pia PIER RETRO «18 116 
Installation, ‘Approved. 5. 000 02 ua re 116 
Sixes (of drsinBge3 ass Sun SEE ae CREE RES 125 
Slopes ‘of; drsinago sn oa nice 116 

Plans: required) o s oi pao A 129 

Plumber and apprentice, definition ........ 111 

Pressure: relief valves sassu.. anu ARA 123 


Private sewage disposal ...............+ AA 
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J IBING (see also Waterworks System)— 


| Private water supplies ......... sess 121 
Prohibited connections ...............0.. 126 
CODO UGUISQUuca e UL a a Se 117 
Col v4NDG 4 A AO PURE 124 
Prohibited joints and connections ......... 119 
Protection of 

O AR A Wiel ala nen. 117 
EO OS ES Na is oO FN Ses 116 
ee se nig RN 127 
A AN E en ÓN 121, 123 
Water tank, ice and special equipment ... 117 
A A E ÓN 131 
Quality and weights of materials ........... 117 
A SEN SS RR RE EIER 121 
A O 123 
EN ee 131 
Reducers and increasers ................. 119 
DUDE Oe un nennen ann 132, 133 
Registration, plumber's license ...... 33,34, 114 
Rehek valves hot water ..- sr. eee 123 
Mehet venk A a. 2. 9 nx e Rn 112 
ee A IR 123 
Repeal of conflicting ordinances .......... 133 
Right to inspect buildings ............... 114 
Roof 
A ea E IST 131 
A A A 127 
DI A 119 
Running trap prohibited ................. 120 
E A A A E 123 
A O A ES WR ee a 120 
A en a a Gre Sila ew WAS eS 118 
a la ety were. 119 
A A O cle dre S 120 
PD AA E A RETE. 3PT7, 129 
Sewage disposal, private. ................ 129 
SOLUS C£ et A A eee 116 
Sewers 
AAA ite as fe aie alain ne eae a 129 
COUNT Lene taaan as aa I IE EETEIE 129 
AA A da IN 129 
E race la a ee 130 
SEE CONE ODIA aa a a oN een 118 
SUTE TE AS RANA AAN 118 
A A 2.1. a aa 118 
A AAA N tas im wow ea 125 
EA EA T ast eura eas re 122 
ime xad length, defined :. passeia u 32044. 113 
Size of 
CLS dol. MI P eC RETE eo 4 130 
USAGE Gn nik T O ee a T 122 
ula Andılesdersi riel 3 xls 131 
House sewers, drains and branches ...... 130 
Hou und waste stack sc 2.2 126 
MUTO ENSNCCUR IE SCIRE EI EET VU RC RE 126 
Ber «upplyoppes cad ea 122 
uie (lur Cp Te NM EE RRA TN ha 119 
Slop sink, floor connection .............. 119 
SoTL, A O A AIR RS A 132 
NAO WBS es CS nio a 126 


A MEC EO REO NA 113 

OS ULES A x cuum thc. 125 
Soldering nipples and bushings, specifications 118 
Special equipment, protection of .......... 117 
A O a a vulc. les 114 
Stack 

A AC e E PONO TENES ES AER ERE 126 


y NA AA AE 113 


PLUMBING (see also Waterworks System)— 


(continued) 
ROT eit coe sau swe a he he Ree eT te 127 
Vent, defined ..... E a TM e RC ER ar ETT 113 
State Board of Health .......... 12191022, 123 
Steam blowoff connections ...... 0... ..... 133 
Stenleta cust Oron jaints ca as 119 
Sterilizer and sterile water tank wastes ..... 132 
Storm drains and sewers, sizes of .......... 130 
Storm WAEL ULAIA a e 131 
trainer fxtüres EET teats, a e et ao ua 125 
Structural members, weakening of ........ 116 
SOM red malta a onen I one 1245 
Subscil drainage rm EN C. 1317132 
Sump a 
Garage ues iesus Rosse E Ts vs 120 
Pump uum sc TIAE TET 131 
Mente dt heat o ASSAI E See ed are Ru ey ees o 131 
Sumps and receiving tanks .............. 13! 
Supervision Gl WOrk o x a 114 
SUPPIDE sme Ob fon a scenes Cie cle ere 122 
Support iholta craves. ts are ene pete A 119 
VSCOM ai as a eee 112 
Tables 
Brass calking ferrules, weights and dimen- 
A ort cine TR E LI PRORA Wane te 118 
Rixture supply pipe sizes O anaes 122 
Grease traps: capacity v... acre le 120 
Horizontal branches, house drains, and 
house sewers (Sanitary) ............ 130 
House drains and house sewers (sanitary) 130 
Inspectidrocfeem A A N RT 115 
Lead pipe, diameter-weights ........... 118 
Maximum fixture units on one stack ..... 126 
Maximum permissible length of vents for 
soll and waste stacks neia naa eE 128 


Minimum air gaps for plumbing fixtures . 124 
Minimum trap diameters, minimum drain 


sizes and fixture unit values ..... 125, 126 
Rng extensions: calm cei ote oe ANS 127 
Size of gutters and leaders ............ 131 
Storm drams a a etn ole ee 130 

Tank 
ES ATI required! a d eqs 124 
HO RGIS MNT Lu y ASIAN MER Oo E BLA UE 132 
AA IA AA re 117 
Temperature relief valves ............... 123 
Temporary toilet facilities ...............«. 116 
MO 4.5 5c ee ae ee ee 127 
Testing plumbing system ................ 115 
Tests 
Inspections not required ............... 115 
Material and labor: for, as ccc aaa IS 
Methods sal. as iod. eee ana arenas 115 
NubGheostign tarta m n a ast artes 114 
Obrconducfor pipes: s.a aalan e cote nim un 115 
Of defective: work 02.79 aaa We as 115 
Of defective plumbing .-.:-.: lese: wenn 133 
Of garage and drainage system ......... MUS 
AMA AA o em in erect s leon re ete LLG 
Toilet 
Bowl, material and construction ........ 124 
Facilities during construction .....:..... 116 
Komm ventilation: uev meu es e UE alia et 125 
Rooms, location OF s terana ee eck ee as. 125 
Trap 3 
S£ 4 Y T e ato Ls eee o 119 
Benned hao acies E DATO Vici da E eoo TESTER ed E) 
Diameters, minimuünn 25. Pu... €» 125 
For refrigerator waste pipes .:......... 133 
Galvamacd ssl «cese atas LIOS LP 119 


Grease or sand (see Interceptors) 
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PLUMBING (see also Waterworks System)— 


(continued) 


Kindkandı material. taa acca dad 119,120 
Laundry a o o T 120 
Wayatory- ansen ae aaa VOR RIS ee oe Poe elt sists 120 
Levels and protection „oi 4.» anios 120 
Prohibited. i. ac PAA ais eTe Sa 120 
Soal «definition esc a o 113 
SepliSvalves! 2o zus a veo a IS PAA 122 
Where required: 02. ele pies a lois 120 
iliran*and/'cleanautsi o oe ee 119 
Trench for sewer and water ............. 129 
Tubing 
COP per s EP EDEN 2122 PON ib Atri al 118 
(USapnpexyoints! (ois: allele s eile ts tele A CERTE QS 119 
UÜnenverineüofrwork: 2553.5 aia rie la ELS Larra: 115 


Unlawful to practice without license .... 34,111 
Urinals 


Bloan connection! a aravs oke eie sie ans er te TS EE T 119 
Rlushing devices s.e soei els es se E nina 121 
Material ERs cle cis cue aust reir TER Rann nome TIR 123 
Vacuumübreakers: atan cos sin clos ois ia eines 122 
Malidityooh ordinance <<). aaa ae tae eke 133 
Valves 
EA TASAS cies eer MENS AS EE 121 
Rehep mw A noe oke pires 123 
Water Ws upp y.9 da ile ie uo sn 122 
Vata, alr gap required: ra: cele wists 124 
Vent 
Branch A A ee cis ahs ala, elek Bra ies 128 
Circuito He as oa ken 4 wie Me ete 111,128 
Connections to ee see ses nie eis ses old 128 
Connections with conductors prohibited .. 132 
(CCYOWnD E: ee En SA 127 
Distance from trap seal ......5..--...-.- 127 
For sumps and receiving tanks .......... 131 
Future Mor takers ier SA E Hat 129 
Gas«watertheater: 55.705 rea aoe silos «Ree een 125 
Group: semenyih s lle OE tenor ere coun ee 128 
Group; defined. mers as Apis apena eee 111 
Individual 55 A Bt ae OE 128 
Loop ns re age e O S NOS 128 
Main to connect at base .........«....- 127 
Mot required! Are nn ee 128 
Pipe 
Defined ic Sede et. cio e 113 
Grade. ora SER AER C S ege hok» o. E 128 
Material. cscs taa tp cone SERIE SR REUS cee 125 
Relief? defined. 27 2%. anes aks sea xS ET es 112 
Required sizes and length .......... 127, 128 
Stack; defined" 2-259999 y ric 113 
Wet s dehned se ten Seas le reatum er 113,128 
Ventilation of rooms and fixtures .......... 125 
Ventilation, pipes and ducts .............. 125 
Violation sof ordinance! ss e xx sit roo 133 
Vitrified clay pipe 
cairn be a clint ees Wait VOS TCU a OS 119 
SpecIltHtons «ol are a ee 117 
Waste andısoil stacks 5. ois a a 126 
Waste pipes 
Conce led oa Te re Re 125 
Denned RT EN RE O RA ERSTE 113 
Vasen water GIST OBR ce 1. a a rA US n. Sean are 122 
Water 
LOVBIERSHDDIES 9:1. . a verior ES 121 
OTRA OU DBOE ans EIE DIS TROC TOSS 121 
Water and air-tight joints ............... 118 
Water closet 
Bowls and traps, construction .......... 124 
FIGARO ROE UICEB A [colitis e arcos lea [o ete ERR 124 
In OR SEM Ed! Morera Eyre vidus vers A 128 
IER fear Cl AUDA a IET 126 
AA 113 
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PLUMBING (see also Waterworks System)— 


(continued) 1 
Water heaters bu ia ons ADV TIS 123 
Water Beals: ses sie so ace XE Pe 120, 121 
Water-service pipe, defined .............. 113 
Water softeners 4v rnm aos ee 133 
Water Storage TANKS lis ce ccs value AA 123 
Water supply and distribution 
Control” Red city AN 12; 
Excavation) foro ue ee enn eee 12° 
Pipes 
Material ES. rrr. CE 123 
Valves and things: 5-2 0 REPE 12; 
Protection from. freezing: 2... 22 eisai 12: 
Size of (pipes o ok oleae Caer 12; 
Water tank, protection of ................ 115 
Water test ne SOS I 
Weights of materials... .... Si ee 11; 
Wells etn wise a ee 12 
Wet vent; defined’. nmre ... we sm 11; 
Wiped joints omo lo 11% 
Workmanship.. 2. IZ 
Wrought iron pipe specifications .......... HE 
Wrought to cast iron, joints ............. 11° 
Yard' drainage! comica hae eee 13 
Yard hydrants io AES 12: 
Plumbing Inspector (see Plumbing; Waterworks 
system ) 
Bond... 23. ins hose atte ole o 2 eee 4 
Definition: 1 o ae 11 
Poison, setting out—misdemeanor ........... 241 
Folice department (see also Police officers; City 
Marshal) 
City Manager in charge of .............. 5: 
Reporting accidents > r eru ponele 9 - DO 7 
Police officers (see also Traffic Patrol officers) 
Assisting: o e 2: a tcl NEUE EN 23: 
Bail ti ieee oie eee RESTER ES 24. 
Board of Health rules, violation ......... 35.3! 
Defined! V ler erro PEE 7 
Disobeying commands of ................. 23! 
Impersonating, =. e aia cele o OCÓN 23' 
Mayor to appoint cn. so 0 ee B: 
Obedience: to 22V ee beac ane DRESSER 7 
Resisting: .::.-23-x c ee See 23‘ 
Stopping on signal by? . 7.2.2 Ken 1 
Traffic patrol officers cooperation ........ 8: 
Police parking reservation .........ceecess> 7: 
Police: radio system: Ev ETE EE 23° 
Police telephone system. ea a ae ae nee eek 231! 
Police vehicle (see Emergency vehicle) 
Political’ History, of. Ames s.r ~~. sanas 
Pop. corn stands cia nin swe ees 17: 
Porch, open; defined idas viril Ri ee 13° 
Poster board (see Signs) 
Defined ^... ns RE En 16 
In, various, districts; 4o is REUS Palmer 14: 
Permib chodia ap oia a lalate RENDERE 16: 
Requirements . pave avenue a ee atom 16: 
Posters, prohibited on beer premises ......... 15t 
Power, electric ‚rates... s suena nn eee 19: 
Power meter, interference with—misdemeanor 23; 
Power plant (see Electric light and power plant) 
Predatory: cata, ooa AA ee ee 4; 
Pressure relief valves 
Flammable liquids—tanks ............... 10! 
Plumbing. s iy Wins idee tele a a 12: 
Principle and accessory, defined ............ 23: 
Printing shops 57.313000 22» Bin 341 Pappa 14; 
Private. road. defined siete siete Vi urs wipers 71 
Private sewage disposal—plumbing .......... 12€ 
Private water supplies—plumbing ........... 121 
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Privies (see Toilet facilities) 


Privy vault, constituting a nuisance .......... 260 
Process, chief of police to serve ............ 55 
Procession, driving through—misdemeanor .... 76 
Projectile, discharging—misdemeanor ........ 240 
jecting signs 
(Oo c UENIT en sinne we na Uw ath ww we 161 
OA A ul nse ai 163 
RETTEN a Rw o 162, 163 
Property 
Garomwe deposited on sc. wc weet 247 
Injury by moving of structures ........... 107 
Injury to private property ............... 236 
Injury to public property ............ 236, 237 
Posting bills on (see Signs) 
Public (see Public property) 
MA A AAA ARAN he A 236,243 
Prostitutes (see Lewd women) 
Prostitution, constituting a nuisance ......... 234 
Public assembly—flammable liquids storage .. 97 
Publication of ordinances in book form ...... 271 
PUBLIC BUILDINGS 
AN AA A 135 
CUP A a ee OBEREN 135 
City Manager in charge of ............... 53 
Conformance with Ordinance No. 584 “Fire 
A A AAN 135 
Construction other than provided in "Fire 
STL A ee 135 
Costs of removal or destruction ........... 135 
Electrical conduit work in ............... 218 
"Fire Limits" Ordinance, compliance with .. 135 
Inspection by Health Officer .............. 61 
Ordinance includes 
NE o aa teta 135 
Community buildings ................. 135 
CA ade da een 135 
AAA A SIA NA AA 135 
A E RI IN A O 135 
STS Gel Beet ARE AR A 135 
SA AAA AAA A AAA 135 
Prosecution under repealed ordinances ..... 135 
Removal or destruction ................. 135 
Repeal of conflicting ordinances .......... 135 
Violation 
Removal or destruction required ........ 135 
AAA QU DET SI N 135 
Public convenience stations ................ 142 
en re Me rnm EXE. 139 
JO Sa SETA defined o ao a o ne dao 139 
Public property 
A A cbargs of .........-..... 53 
EY Gs AS ET e A, AS 247 
AA A O A ARA 236,237 
PUBLIC SERVICE CONNECTIONS (Sewer, 
Water, Gas, Heat and Underground Electric) 
O EVA AA ae sehe 205 
MEM os ao car ae «isle A 205 
POEEGEICOIHECHDUN lata a a dida tnr 205 
Failure to comply with resolution, costs as- 
VEIA DOCE ARA ESE q PART MNA 205 
Botero resoluGom nn e 205 
Resolution requiring owner to make connec- 
tion 
OEI td a EEE 205 
LEE N aa o a e a e a a 205 
Fobie street AA ar. as daa da ae aes 139 


Public Utilities (see Appropriate headings) 
Electrical conduit work—permit not required 218 
Health Physician inspection 
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Pumps i i 
IE TEE E a A DA 89 
Flammable liquids «o5 
Above ground storage tanks .........::. » 105 
Erawınsatrom tank v.a mE FIRE 105 
For engine and fuel oil equipments ...... 105 
Roe A EN caret TUA OC 105 
Bum dO YES iia da sse E cu 131 
Punch boards 
Constituting a misdemeanor .......... s.s. 235 
Destruction and confiscation ............ 235 
Prohibited in bowling alleys .............. 168 
Prohibited in Class "B" beer premises ...... 157 
Purchasing Agent, Bond . .n ... 5.50 eerte 49 


Qualified voters (see Registration of voters) 
Quarantine (see Board of Health) and (Health 
Physician) 
Imposed and terminated by Health Physician 35, 61 
Milk delivered to quarantined premises .... 257 
Quarantine officer 


Board of Health and Health Physician in 


charrera k rian oss enm ec nte ere e IS A hee 35 
Mai vaxsto: appoint: 7 ELIT ae 35 
R 
Radio and antennae wires ............. ee. 240 
Railings— street and alley encroachment ..... 209 
Railroads 
Getting off and on—misdemeanor ......... 240 
Obstructing view by sign— nuisance ....... 259 
Siena oP EC CCHIT O REN TO OE 79 
SGtanmugtousignalugbtr e Hacrı on een ae ‘79 
Structures moved across tracks ........... 108 
Range boilers—Plumbing .................. 123 
Rates 
Pla de a Wie atole steeds ze ere Te 193 
E A O VORN 195, 222 
TER SOT Cy er tar ren caer MORE CEILS D DE 184 
Materno cui aere cR RISUS See Braet Taree RT ARTE) cag 199 
Rear yards (see Zoining Rules and Regulations) 
Receptacle, watertight metal—garbage ....... 247 
Reckless driving: veis eve. uUo. s te 0225 elata 76,239 
Reconstituted or recombined milk and cream, 
dehnedi ada e ICR EGG 2c 249 
Refrigerator wastes—plumbing ......... 132.133 
Refuse (see Garbage and refuse) 
Registration (see also Registration of voters) 
Blum Bers nicer ge ara A RENTE 114 
liWine P» 0H EM T NL tie ne utc pr 265 
REGISTRATION OF VOTERS nii 
Application for registration ........ 5... 276 
Blanks provided by Commissioner ......... 275 
Certificate of registration ............0.. 276 
City Clerk appointed Commissioner ....... 275 
Commissioner of registration NS 
City Clerk appointed ...... A AO 
ierüpnensa CIO s ace cle cols eaS A ale, fee 276 
Powers and duties 
Appoint deputies and clerks .....:... 275 
Establish registration places .....:... 275 
Office Hours ia cor AA 275 
Provide forms and blanks ........... 275 
Receive application for registration .... 275 
Registration of qualified voters ...:... 275 
Required by state law ,.............. 275 
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REGISTRATION OF VOTERS—(continued) 


Expense of permanent registration system .. 276 
Office hours of commissioner ...........-- 275 
Officers 
Appointment" 5 2 2 80, e (X. aloe la a Eas 613 AE 275 
Compensa hon E ea aes ae e E eto DERE S 276 
Oüalincation s 2] e pi car aa a aaa E C- 275 
Permanent registration 
Adoption of Chapter 39-Bl, Code of lowa, 
9355 A IA E PRA UPA DS e 275 
Esta bhs himen a E laa een tet 275 
Qualification of officers ...............+.. 275 
Qualified voters, registration ............. 275 
Registration places established ............ 275 
Relief valves, hot water—plumbing .......... 123 
Repealingsoffordinancen cir «cts von era wie ede ar UE 271 
Repprtmgematccıdente Mann ee re 78 
Reservoir 
Conshtunng a nuisance s.a v aa a a 259 
Plammable Pliquida PEanks 221-2 2.0 104 
Prahibitedi LE coto bola desdicha naa ode neers 259 
Residence, BD District ieu eos a I 72,140 
Residence premises—-toilet facilities ......... 261 
RESTAURANT REGULATIONS 
Adulterated food or drink ............... 180 
Apphcnanonsfor license and a e 179 
AA A A Re EIS 179 
Cesspool re 180 
City? Clerk is ee ta ro Sia ete eee 179 
Debned (2. lot xe E TI 179 
Defrauding as misdemeanor .............. 236 
Disease, communicable .................. 180 
Daorsíscreened sti M ele e delta eed c E EE 180 
Employee 
Defined: hrs Gait. atte eee eels 179 
Duty to notify of disease ............... 181 


Examination or condemnation of food or drink 180 


Ree) i rs tus aa oct lr rt oe 180 
Eloors aio A VAN 179 
SradeañotamikUso ld net. cn ERAS 256 
Health officer 
Denda reu IE Cue M 179 
Examination of food or drink .......... 180 
Inspection every six months ............ 180 
Inspection prior to license ............. 179 
Procedure when infection suspected ..... 181 
Illegal operation of restaurant ............ 179 
Lavatonies dt a teh Noc 180 
License 
Application: for, aria ess le. a CR TENS 179 
Duration and renewal ................ 180 
Fe RRA ER ARE 180 
lasnances es vus a AER 180 
Posting" Se 180 
Reguirements- for ta e ee 179 
Restoration of revoked license .......... 181 
Revocation. li UR YA RO ene SIUS 180 
Eightingeof: rooma ts a AA 179 
Manager's duty to notify of disease ....... 180 
Milkzatold.an bori es cv AA A A 257 
Misbranded food or drink ............ 180,250 
Notification of disease ,......... es >»... 181 
Person, Qe impu n kuas moree Ae e ae CNO 179 
Posting of inspection report ............. . 180 
Eganng ot license ist sov no NET EE Na a 180 
Posting of section on notification of disease . 180 
Er dec ure i b ak ar cm cote EIS AP Cei opo ER ETE ES 179 
Procedure when infection suspected ....... 181 
Requirements for issuance of license ...... 179 
Restoration of revoked license ............ 181 
NevocAtion of license. soarana 00 wy es 180 


RESTAURANT REGULATIONS—( continued) 


Roller towel prohibited ..>+.»..:===«%.... 
Sewage! Systems rs rm LEM RE MED 
Temporary restaurant... 2... us ance ome 
Towel nl ai e nra e nre wie che AN 
Unwholesome food and drink 
Use in District SDR iris TEES 


Utensils, eating and cooking 


Cleaning” 2 carter See eee 181 
Defined. -- Ir ose A 179 
Ventilation: 'Gf-xoomas yap © ave sd cree nia 179 
Violation ‚and penaltys 2... see eee 182 
Walls! sv usin bee ue eles vie viele nie Oe 179 
Waste removal oo. bce 7. err eer 180 
Water supply a neare ce 0000 0 EMIT eee eee 160 
Windows: screened : 4.5.5 5.2052 u 160 
Retail store! rara a EE 95,142 
Right angle parking 0:20 2.0. 6 eee 74 
Right of way 
Approaching or entering intersections ...... 77 
Defined? 27... 5 ple ares Oe E 72 
Entering from private driveway .......... 77 


Operation on approach of emergency vehicle 77 


Pedestrian’ . ii a ois ois oa oe 78 

Turning left at intersection .............. 77 
Right to enter baıldınga S 0.2.00 35,61 
Right to inspect buildings 0. ee 114 
Riot—misdemeanor 

Assisting police in case of ............... 234 

Chief of police to suppress .............. 55 
Road tractor, defined 5.2 0:5. rc. oe ee 71 
Roadway, defined 2... a eee 71 
Roller towel, prohibited in restaurant ........ 180 
Roof—plumbing 

Drainage" . una 8 oe ao pies ER 131 

Extensions oi a o O Tí 127 

Joimta, orar a Fee EDEN 119 
Roof signs 

Defined. Sau req tue een TEN ear 161 

Permit. 3% 25. 00 cee (ern cies Jou ot tila) OO a ae ee 164 

Requirementa” cre s s e'ere e onene sine eens 163, 164 
Room 

Letting for immoral purposes—misdemeanor 234 

Special ‘Are ‘resistive 2... cic ere oe AE 99 

Ventilation: © isis wa tins ea ee eRe ee 99,100 
Ropes—street and alley encroachment ....... 209 
Routes (see Motor carrier routes) 
Rubbish ; 

Allowing to drop on streets .............. 240 

Depositing in streets and alleys ....... 238, 241 

S 

Safety cans—flammable liquids ........... 98,99 
Safety devices—plumbing ............... 123 
Sales (see Auction sales) 
Sand—fire extinguisher ....... «<<... es 100 
SANITARY SEWER CONNECTIONS 

Connection with sanitary sewer required ... 26] 

Outdoor toilets abated ....... Ne N GEO 


Owner must install toilet connected with sewer 261 


Violation and penalty Lu. rs Di rende 261 
Sanitation officer 
Board of Health and Health Physician in 
Charge eS t. 732 
Mayor to) appoint! Wr ss on ely eee ee 6i 


Right to enter building or vessel ........ 35,61 
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nS E E 141 
| Electrical conduit work in ............... 218 
A al SR ES a een 144 
Inspection by health officer .............. 61 
EN ERE ee ER 135 
A AA A a! Wi /STAT AS WN S188 145 
Storage of flammable liquids ............. 97 
AS a en 72 
School zones 
hoor) ne a PESTS eens RS 79, 80 
TE ua a ds we 79 
Screens, vent pipe—flammable liquids ....... 104 
SEAL 
QUI s CICILUORWUERERMEULITECETET DILULL 19 
278 ui NOE ba MERE ECRIRE IM 19 
Cooal8 cux mh o AS T Dr 19 
DOPO etc [a e 71 
Sentence, suspension or remittance .......... 242 
Service connections 
Electrical installations ........<<<.<<<. 30.0... 218 
DIUITTOGINUCOO QU IECETNC CIENT A aan en 194 
CLD SSPE Do TN I A ea € womit 194 
OTAN oe NEW w Wess AVE a 195, 222 
ATA ai Nal we le een a en 205 
a a a a 205, 261 
A UEYTUTOIONERETEUCRRRTERERICIDS 228 
Service pipe—waterworks system ........... 229 
Sewage disposal, private—plumbing ......... 129 
Sewer committee—Mayor O ADDON uoles. . 26 
HN CHnBHeCHODE asm an xr 205, 261 
Sewers (see also appropriate headings) 
Catv Manager ın charge of ..........«..-. 53 
Committee, appointed by Mayor .......... 26 
A A = ORES sete een nn eee 49 
Plans and specifications for .............. 205 
Plumbing 
MAA Pn Oat Sg Eb TOR laa. oes 129 
UOS —XRT a vac seen a a 129 
MERA aa RI RE Sim 129 
GU AAA A PM P 129 
QA rounuection -.-2.---2----- ee 205 
Sanitary toilet connections ............... 261 
Sheriff, auction license not required for ...... 171 
Shooting, constituting a nuisance ............ 240 
Shooting fireworks—misdemeanor ........... 269 
Shooting gallery (see Entertainments) 
Shower drains—plumbing .................. 125 
Shows (see Board of Censors; Entertainments) 
LOTT ON se eui set PPS T T APRENDE 235 
Operating without license ............... 170 
Vulgar shows prohibited ............ 170,235 
Shrubbery 
(iP Dubia WO TOC AN 237 
GICGYY A o woo epee 8a oo wh ue a 237 
Side shows (see Entertainments) 
Side yards (see Zoning Rules and Regulations) 
Sidewalks (see also Sidewalks, permanent and 
temporary) 
Husrclea BO A DEI ori gn 68 
City Manager in charge of ............... 53 
A TERES a 72 
Ice and snow removal (see Ice and snow) 
Misdemeanors in connection with 
Encumbering with boxes, etc. .......... 238 
Failure to guard excavations or obstruc- 
GG UA. ee E S AAA 238 
Failure to keep free from ice and snow . 203 
Motorcycle, prohibited on .............. 240 
DA AN a a aa 241 
J Obstruction of sidewalks by lounging or 
ub ERIT DRUSI OUO PEE TET SIE. 240 
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Sidewalks— (continued) 

Open areaways or cellar doors in ....... 240 
A A O IE O 238 

Permanent sidewalk, violation of rules re- 
A cri o a cp as EN os arose i eter AS 208 
Sign ordinance, violation .............. 165 
SIMAO asa € XS RU oa Sue S P 241 
NC E ECC A ESTE ICH ICO 240 
Walking or driving upon newly laid ..... 237 
Part of "pavement surface" .............. 211 

Permanent (see Sidewalks, permanent and 

temporary) 

Trees, planting, trimming and care ........ 213 


SIDEWALKS; PERMANENT AND TEMPORARY 


Assessment 


ISE IATA MA A E TT atr aet 208 
Bavment ales derepente Ne ae TE REN. 208 
risa Col Pd IEEE Ce pec NR 207, 208 
City Council may construct .............. 208 
City Manager EROTIC PERO TOL 207, 208 
SAA A. suerte oris ages YU a Co REI hon snare 208 
Cost of temporary sidewalks ............. 207 
NAAA enr a AO A 207 
icr SOY TAN een Ae A D ME boe DECORUS 208 
ESTE e OD VEDI ovata os RIT ORT DEED ERIS 208 
Notice to property owner ..............« 207 
Payment of assessment ...........o...... 208 
rection to, at acre So a eR Lore Preterea 208 
HOS eem AR CET, RSE C 208 
Permanent sidewalks 
faustrüction lé. aie eee esculenta turae cise 207 
A SENO EE 207 
Resolution"... «Sere tas se beats 207 
Permit 
Apphcation A A O 207 
KEN CA OO nn Market ern none starre 207 
BleussandeSpecihcations ut. la... cr te) engen. 207 
Property owner may build 
Expense N ee ee 207 
BDexmutorequired:) ta ive occ do ete vias e; dis sia 207 
Erotection nta san are wen ese aL arene dia Du; SERT 208 
Repairs 
Payment under waiver ................ 208 
ERE RR O e pM aem Ee 208 
Bersointronce contents. Of 314v ade 207 
Temporary sidewalks 
Benned ea av IA 207 
Resolution eres a a de 207 
Ml ROTA 208 
Signalling (see Turning, starting and signalling) 
Signals 
Contigua anal... o ts Scere 17 
Failure to recognize, misdemeanor ........ 75 
Handpand arim 4a 6) ose ole tire o ate: a ehe 77 
Method tol giving. 9/7 spon a ici ta 17 
Official traffic control, defined ............ 72 
Removing danger signals—misdemeanor .... 240 
JUS AA A CEDERE PORTET A Cu 77 
OA Anda Starting rs «2: paene cay sha (ete 77 
SIGNS, AWNINGS AND FIXTURES (see also 
Zoning Rules and Regulations) 
Advertising: SIGNS) 0. 000,000 elle aye v o Siete 143 
Announcement signs ........... ee 141, 143 
OA cen ia aaa A O 164 
Application for permit ............- f 49 164 
MER deéhxiedi s A VIP E 161 
Awnings 
TEA van went eeiam o ds 161 
Maveableu a aa 162 
Billboards; s defined! a y Vx 161 
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SIGNS, AWNINGS AND FIXTURES (see also 


Zoning Rules and Regulations— (continued) 


Bond 


At discretion of City Manager .......... 164 
Required for poster boards ............ 164 
Bullet&ni boarda cst: 7822 etal ena sete daa ETIA 141, 143 
ASI AMA A ARO O ODO 164 
ity Council Moh ace reste ce ean A era 165 
BIEVAMBEnager atea ces nn a asa 161,164,165 
Definitions 
CNCEN calcd eren ERC AON RO e ie A A 161 
ARNO a a a a cleus RD nO Due 161 
MT RD A O DA 161 
Display ao o ata pene a OO da 161 
(CVT son ne a EF cara AN 161 
Roster@boardi nl GS Reon. da vini E ee 161 
ANA, Ola oo MOTO PH AD 161 
AA A ROSEN O Toi 161 
Era ^ eu A SIT CIN ERE IO SUN FO Er bas 161 
AA A A Ro EDO On 161 
Displays agn dehned 2220 x PRI. 161 
‘Electric—fees for inspection ............. 219 
Fees 
Annual license: (a ias teer «rs reines 164 
Erechonspermita i o IINE TURRIS 164 
Flammable liquid tanks .................. 100 
Ground signs 
Defined E A eh rea 161 
Bermit V b ato) ISOLE eee ny s eue en 163 
ATA ^ ESTEE IE CUTS e 163 
]Jliüimnatedfaigns $e carta DIDIT 164 
Inspection ee tia ET 164,165 
License 
Annual fee ter nie dani lok a utis lar ERE 164 
Moveable awnings ze. atado old lere age ee 162 
Nuisance by obstructing view ............ 259 
Painting on sidewalk—misdemeanor ....... 238 
Permit 
Application ta por tenets We rS 164 
Bontdic A Ol PO IO 155,158 
Fees Re. TERRI EIS 164 
Issued. N ood rae, ptc. LE 164 
Required lauern Re a e S 164 
reRevokmg of permit poste seen ri 165 
Poster boards 
VE) Dehned er alld sous Er BR RE cae 161 
Ing Districts, zus nee, Vig ee ee 143 
Permita nri een sario 163 
Reginrementar ei Rave ee ols ET AES 163 
Prohibited on premises of beer permittee ... 158 
Projecting signs 
Defned in see eta ee a N 161 
Permate cic; wens noe. een een lee UR neue 163 
Requirements eve ae cade 162,163 
Real estate sigas o rr a cere ie ie 141 
Regulations en. ove eters seen ales ae ai RRE 161 
Removal of—misdemeanor ............... 240 
Roof signs 
Din A Pu nme LEM, ae A 161 
AA OR O AS O RO 164 
Reginrements Alois et ate et 163, 164 
Ma s yore ae is 27A OOO 161 
Smukmp prohibited (ec une un a es lie 100 
SAV IC A Cree aE xVE ee LOIR TER ee 78,79 
Weility service polen vue mratah REESE 164 
Violation: and penalty. a IRIS 165 
Wall signs 
Defined ee AE vod SEE 161 
Pert ie dete Copies ue kac AN ED 162 
Requiem enr. un cr oe ie inox tienes ona 162 


141, 143, 164 


Zoning ordinance requirements 


Silver (see Auction sales) 


Siphoning—flammable liquids 
Sirens, prohibited on bicycles ............... 
Skating rink (see Entertainments) 

Constituting a nuisance 
Skimmed nik; defined’!..2, 2.77 reo a en 
Slings, discharging of—misdemeanor 
Slop, constituting a nuisance .............-.2. 
Slot machines( see also Gambling) 


Confiscation and destruction .........-...- 235 
Keeping of—misdemeanor ............... 235 
Prohibited 
In bowling alley .——— v sc CL M 168 
On Class "B" beer premises .............. 157 
Snow (see Ice and snow) 
Social or community center building ........ 141 
Soda fountain 
Grade of milk soldi)... ci ee ee eee NE 256 
Sale‘of milkiin bottles: -ais Era 257 
Waste—plumbing vias si oe ee eee 132 
Soliciting 
On streeta p up wis oe © a ee eee 234 
Rides ns o ese a Se pire 78 
Under false pretenses moas eieae a 236 
Solicitor (see City Solicitor) 
Special mobile equipment, defined .......... 71 
Special permit for plumbing ................ 114 
Special service connection—electrical installa- 
Dons" zot ae a Eb au | E E E RETE EE 218 
Special storage room construction .......... 99 
Speed and traffic regulations 
Control of vehicle simi e vests nee zv 73 
Emergency vehicle, speed ................ 73 
Minimum speed regulations .............. 75 
Notice to be given. esca 2 m ee 73 
Obedience to police officers .............. 72 
One way streets and alleys ............... 80 
Special), restrictions: ^. v 23. Andere PET ICE NEEDS 73 
Speed restrictions. 23.22 vie le HERI 72 
Truck speed limits) uti ee eee 72 
Speed ‘restrictions ss 2... Ss ele «xe IRIS EUER ee 72 
Spitting—misdemeanor -r ey oeo > cis an wlan ans 241 
Sprinkler—waterworks system .............. 227 
Sguirrels, injuring—misdemeanor ........... 242 
Stable, constituting a nuisance .............. 259 
Stairway—flammable liquids stored near street 
and valley: ‘encroachment: is any poc eee 97 
Stalls, parking aim Goya loco da n edP EI easter 73 
Standard fire tests—flammable liquids ....... 99 


Starting (see Turning, starting and signalling) 


State Board of Health—plumbing .... 121, 122, 123 


Steam blow-off connections—plumbing ....... 133 
Sterilizer and sterile water waste tanks—plumb- 

DE o TOO hte nee cho Aas ng et one 132 
Stolen goods, receiving—misdemeanor ....... 236 
Stones 

Precious (see Auction sales) 

Throwing—misdemeanor ................ 240 
Stopping. 20» na. oak SE 77 

Alley or private driveway ................ 80 

Entering stop intersections ............... 79 

Intersecting through highways ............ 79 

School zones -saos epus anta cape e 79 

Signal iby, officer 2 Sues ERIS DIS 79 

Signal of train... sur rise Ines green: 79 

Through highways! sitesi rare eesti 79 
Stopping signal 4:209 95 Arcs RER ARE 77 
Storage of flammable liquids (see Flammable 

Liquids, storage) 

Storage yard—flammable liquids ............ 100 
Storehouse, defined, s yu me raren cero RATES 96 
Stores 


Grocery (see Grocery store) 
Open flammable liquid containers prohibited 97 


nn nn nn 


Stores— (continued) 
Storage of flammable liquids (see Flammable 

Liquids) 

E Ir as ea 97 

A AAA 141 
Storm drains and sewers—plumbing ......... 130 
Storm water drains—plumbing .............. 131 
lana too Ate im D T ana ERE 139 
Soo Doyo t PM EUER RR 71,139 
Street Commissioner—office discontinued ..... 53 
Street Committee, Mayor to appoint .......... 26 
A SN v2. x. Kix wwe n 49 
A CEA IDE NERO als ie 109 
Street surface 

A A A 211 

AAA AS A wid ON 211 
Streets (see also Streets and alleys; Traffic rules 

and regulations; Zoning Rules and Regula- 

tions) 
STREETS AND ALLEY ENCROACHMENT 

Sp DTT ho eg RS SS ge 209 

Bond, indemnity of city for damages ...... 209 

Sa Goura ee A 209 

E A Gini Seren ala at wise: oye: nie 209 

Contract, condition precedent to issuance of 

AAA A lg rie aera) RT RN 209 
Encroachment of any chimney, stairway, plat- 

form, steps, pipes, cables, wires, ropes, 

wells, areaways, rai.ings, vaults, storage 
tanks, coal or boiler rooms prohibited ex- 

PETRY CC ys a ein ee 209 
Excavations for oil, kerosene and gasoline .. 209 
Fees 

Sanat VA EA EA, ER P 209 

Paid annually for imspection ........... 209 
Nuisance, creation prohibited ............ 209 
Permission by City Council .............. 209 
Permit by City Manager 

OUR oor A A a aa 209 

Contract, condition precedent to issuance 209 

EE AER HEELS 209 
TE AAA era nie 209 
Violation and penalty—misdemeanor ...... 209 

STREETS AND ALLEYS, EXCAVATION AND 
OBSTRUCTION 
Additional permits not required .......... Z2 
OCA EROE PERDÍ 22 0 oma nie ac. Me nain 211 
A AAA ETE 212,230 
Bond 

Indemnity of city for damages .......... 211 

DO UL a aaa iia dae aa 211 
Charges for cuts in pavement surfaces 

iud a e cays ao mae 211 

Cash payment before issuance of permit .. 211 
Lor COE = ree C RIE AAA iti S PAS ee 211 
V ST OUEST LESER AA Perr Oy NOS AA 211 
Definitions 

AA O AAA AA AAN 211 

AA A 55. NR 76. uo 211 
hanance TAR Erme A 2.2 hm nex a xcu 211 
Pavement surfaces 

Charpen tor Cute iM) a 29.24 X 9 ans 21! 

QUERN VIG ATRIIS KERN UTEM 211 
Permit 

GREET, xut VW IPIE Meta "MH 211 

IDGEYNURT Gu. I PU ORO a aia a 211 

Plumbing permit sufficient ............ 212 

Ee AA ee SE CIL ee TT 211 
Plumbing permit sufficient .............. 212 
Night OS city toldo work n= vn. 0400: 212 
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STREETS AND ALLEYS, EXCAVATION AND 
OBSTRUCTION — (continued) 


Street surfaces 


MENTES for cube Jn very rn aceite 211 
Pehned tare oie aac A EV aA E US 211 
Violations and penalties, misdemeanor ..... 212 
Structures 
Dangerous (see Dangerous buildings) 
A a pr PP 107 
Location and erection submitted to Plan Com- 
A A O A S 39 
Moving of (see Moving of structures) 
AA CE e SES EUQATENU als dida 141,142 
Substation—electric permit not required ..... 217 
Suburban district defined’ ce ocv» 72 
Suits 
City Solicitor to prosecute and defend ..... 57 
For cost of abatement of nuisance ......... 260 
For cost of removal of dangerous buildings . 87 
Mayor to advise and assist in ............ 63 
Superintendent of Light and Water office dis- 
continued AA e sex O CACHE. 53 
Switchhoarde SIZES of ars le seen easet e ul ois odon 217 
Switches—electrical installations ............ 219 
T 
Tacks, throwing on street—misdemeanor ..... 238 
Talca tral ti de o A 95,105 
Bears eR Wet gar. Vetere A atc) etel ate: esie seme 95,105 
Tanks (see Flammable Liquids; Plumbing) 
Taps—waterworks system ............. 228, 229 
Tavern (see Restaurant) 
Tax (see Assessments) 
Taxi stands (see Parking) 
TAXICABS 
Apuca onp Ora permits etre. 183, 184 
SEA A NEE 183, 184 
SIEB ouncil Werte alate; A RAS e 183 
Citys Manager ae aene euer alo coda n ca ars uS 183, 184 
Cita Marlene ash CIO C EO 185 
Helimtounot bax ice blac, s A A 183 
Driver licensed 
tr AEO E EE ERO NEL CNET OU 184 
Issued iby Clerk ns a ao v © oie Tte ents 184 
Qualıkcations: : o: a Is re rte SETS 184 
Revocation cla aa tata ee 184 
Fees 
Gabe license! ai o etn PETI ES 185 
Drivers CONSE 72, lee ee iita PNE 184 
Inspection Taricab cicle e dio a o WA 184 
Insurance, required zioen ewe e a a a bets 183 
License 
ADICCION riel an E E ea 183 
Dee tt Eee AR 183 
Inaspectiautab cub a leere ee 183 
Liability insurance required ............ 183 
License card 
Affixed in conspicuous place ......... 183 
Granted A A O AS S a hel CETT 183 
FESR ITO ses vd eut atte shake Sree doe sen aie 183 
RAyacHtion fives fait aaa ee cater OSORCRE BS LO 184 
ihransteräbility. oia we ieee 183 
Namelio awneron cab eo aaa ee 183 
Parking stand for cab 
Interi erence wit curtido CA 183 
Rates 
ERICH IE acab A RN Orr 184 
Service day and RhE use ee 184 
¡Laxica DAS a aa et 183 
Violation and penalty. sieve av v» wie Pis 184 
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Telegraph, telephone and electric poles and 
wires 
Attaching antennae and radio wires ....... 
Discharging projecti'es at ........... ce 
Interference by moving of struciures ....... 
Injurg oan destroying d bob PEERS 
Nearness to flammable liquids tanks ...... 
LU Oe) PIETAS C eed PX URL O ROSE ee 


Te'ephone (see also Telegraph) 
Electric permit not required for installation . 
Use in District “D” 
Telephoning, unlawful 
Temporary sidewalks 
ent and temporary) 
Testing plumbing system 
Tests (see Flammable Liquids; Plumbing; Water- 
works System) 
Theatre (see Board of Censors) 
Theatrical exhibitions (see Entertainments) 
Through (thru) highway, defined 
ires 
Chainsgermitted «5. a aes ate Meee 
Metal tires or treeds prohibited 
Titles of Effective 
A ENTE SERIE Ras RUE eee n a hone O 
Toilet facilities 
Constituting a nuisance 
DE SEAT pe icy PACHOR Oo PLONE: RT 
Milksplant ciet at aves ameta eate case teen eee 
Outdoor, use of 
Plumbing 
Bowl, material and construction 
Facilities during construction 
Room ventilation 
Rooms; location! of oa Oe ES ere 
Sanitary sewer connections 
Connection with sanitary sewer required . 
Outdoor toilets abated 


(see Sidewalks, perman- 


Ordinances not 


are a oem 
AOS TOC 


we ws A ea) nie, a 9. elas Aca a) s.» 


SOWEIT... A AI NUR OL NE 
Violation and penalty, misdemeanor 
Temporary——plumbing 
Trailer park facilities 
Towels—restaurante uni. ve 
Tractor (see Farm tractor; road tractor) 


TRAFFIC AND PARKING 


Accidents 
Information and aid 
Reporting: A O ee AOS 
Unattended vehicle: nie ris ouea aa we ae 

Aid and information, accident ............ 

Authorized emergency vehicle, defined 

A e ong res ccs ba E O Pee ee s 

Business district, defined 

ControlFob vehicle Aa er Aen ONE SE 

Cross walk. “diner y et ates Tokers 

Crossing at other than cross walk 

Crossing fire hose 

Definitions 
Authorized emergency vehicle 
Bivsineda: district o ote ee 
Crrinewa lle servili wo en Ra ROSE 
Farm tractor 
Ini BERECEIOIIBO RR NS e 
Laned highway 
Line of street 
Motor yal s ve Sct sic tia EEES 
Mato ANT LB u ds d a a AS 
Official traffic control signals or devices . 
Operator or driver 
Parked vehicle 


Pedestrian 


a) Sei «a C» re | 


(rand € MIDI Da pce Cia hey (by AN 
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TRAFFIC AND PARKING—(continued) 


Police Giicer Ll. o A O 
Private road or driveway 
Residence district 
Right of way 
Road tractor 
Roadway. os ms aan A A ee 
School district 
Semi-trailer 
Sidewalk 2.2 2000 note a 
Special mobile equipment 
Street or highway u. os ese a eee 
Suburban district 2,0... 2..... 220 MEE 
Through (or thru) highway ............ 
Trailer sarro ne Poe ae 
Trailer coach 
Vehicle? 4:1 LI MEER 
Diagonal parking districts 
Double: parking: sm vas. ne cin a O SN 
Driving regulations 
Failure to recognize signal 
Following too closely 
Lanes for traffic... 2c oe ee 
Meeting and turning to right ............ 
Obstruction to driver's view 
Operating while intoxicated 
Overtaking a vehicle 
Limitations ootas 202002 A 
Overtaking on the right 
Passing on al oi rl ee eee 
Processions, driving through 
Reckless driving 
Right hand side 
U turns o.) oie ae bie ee ee eee 
Windshields unobstructed .............. 
Driving through processions .............. 
Duty of driver 90 3). 1.5.2. o ee 
Emergency vehicles, operation on approach of 
Emergency vehicle, speed ................ 
Emerging from alley or private driveway .. 
Failure to recognize signal 
Farm'tractor defined’ o e 
Following fire apparatus 
Following too closely 
Glass on streets 
Injurious; material s cose «5 oo eee 
Interference with devices, signs or signals .. 
Intersection, defined uo „0 2.2 e ee 
Intersections, approaching and entering .... 


ad. o Mw AP Y s» ÀIO- A 


AREA OR A RO 9m AO 


af eet a'p ARO dia d NANO 


9.97 Cie PARA A 


LAI IN IA 


e s.4,» O p 9.» 9. a ele pce ed 


».9 e sq » 0,9 S/n) ww. 


E p peo eve in sum Win ey) © el nus NEW 


Intersections, entering stop 55-55-5502 
Intersections, turning left at .............. 
Laned highway, defined ................. 
Left turn ‘prohibited: ento Sars as ove ature 
Limitation on overtaking on the left ........ 
Limited parking, «asas keane cep eee 
Line: of street, denned NL SEDET 
Loading and unloading of trucks .......... 
Meeting and turning to right ............ 
Metal: tires: or treadg 2.2. x LIEN 
Method of giving hand and arm signals .... 
Method of parking vehicles .............. 
Minimum speed regulations .............. 
Motor vehicle, defined. 0.6) cL EE EE 
Motorcycle, defined 0... 0000 sp ee. 
Moving other vehicles... vun ss. 
Notice to be given <s u. ais nta R 
Obedience to police officers .............. 
Obstruction to drivers view ............. 


Official traffic-control signals or devices, de- 

fined 
One way streets and alleys 
Operating while intoxicated 
Operator or driver, defined 


“ 8.» tiop S Bos pU are 
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TRAFFIC AND PARKING—(continued) TRAFFIC AND PARKING— (continued) 


Overtaking a vehicle ...... ooo... 75 Intersecting through highways .......... 79 
[ Overtaking on the right ................. 76 viui Co CDL NS A UTERQUE ANDERE 79 
i Parked vehicle, defined ................. 72 SPT SOR A E T AN mare 79 
IT EPA GS VA ss A Sc och 67 AE A so uas O OS 79 
A E a e MA A AA T 79 
Diagonal parking districts ............. 73 Street or highway, defined ............... 71 
Y TET A 73 Striking unattended vehicle .............. 81 
na a a er 74 Suburban District, defined ............... 72 
2o XNUMPOCUMC dn PE 73 MANO ated ti Od ERE A ARAN 75 
Method of parking vehicle ............. 73 Through highways 
RATE MERWE IO ORT TRITT METTE 75 BAER Reino M e 72 
Cos PATDS Go R0 TC o RR e a 74 Entering d M E er O E 77 
C06 CUT euo PEUT ig A a iy a 74 Intersecting v E an 79 
ET A TRTETET 73 Traffıc signals and markings 
io TRENT RETI 75 Interference with devices, signs and signals 79 
Perkins bone webicles ... 4. e rn 73 Unauthorized signs, signals or markings .. 78 
CULT) GS IN COS ee a 76 ¡aus den laa pa ae 7 | 
| IA Se aa 83 ralen coachwdehnedi er een e vs 71 
A A ARA RAR NI 71 Train, obedience to signal .........ommo... 79 
y Pedestrian rights and duties Traveling on right-hand side ............. 75 
| Crossing at other than crosswalk ........ 78 ruck speed limita vei. eaaa van en Ur 72 
EP E Giga E a a Us wie ale Ws 78 Turmoa at antersections: e:o 000 3.2» vete 77 
O A 6 ERIT EX 78 Turning, starting and signalling 
Sar Lyne Oo 2: sie E aan een 78 Eenall/continugusde ain pee UO 77 
Eee a e 78 OPORTERE Ma W REN is ATE LIS 77 
Ko AAA ARE A a eia 71 Signals by hand and arm, method of giving 77 
GG Sv A A ie eee NET 75 Signals by hand and arm or device ...... 77 
Private driveway, entering from .......... 77 Starting parked vehicle ................ 77 
Private road or driveway, defined .......... 71 Stappe ao oa chee almas ee 77 
TUS TS) Soy) Se de la ee 74 Turning at intersections E 77 
(ures AAA Ae ER 76 turp aren A a ard Salto A 80 
Coco SRE AG A nee 78 Unattended motor vehicle ............... 81 
Residence district, defined ............... 72 Unauthorized signs, signals, or markings .... 78 
Ia AFRO ia aaa man a o 74 Mencio Maceda d. a an ate wis 71 
Right-of-way Molationtand penalty E eran sad 81 
Approaching or entering intersections ... 77 Men signal required i ceeds ohn vrs A 77 
A A a ano a: 72 Windshields unobstructed ................ 80 
Entering from private driveway ........ 77 Wier Kis a Clea TiN gula 2. sa oce Sues tasas 81 
Entering through highways ............ 77 
Operation on approach of emergency ve- Traffic control signals, official, defined ....... 72 
A A ESTEE DS toU 77 
Turning left at intersection ............ 77 TRAFFIC PATROL OFFICERS 
Koad tractor, defined ...........-...-... 71 Ci Gouncil aaa 83 
AO AAA AA O ARAS 71 Cooperation with regular police force ...... 83 
Roadways laned for traffic ............... 76 Mayor ratas ana os 83 
BehagkeBhatxıch, GCemned iaa o 72 Pedestrian and vehicular traffic control .... 83 
SERIE AA A vee DOE DEED 79 a REN ee A Ro 83 
STU EALERTS (Se ool. de enn 71 Placed at dangerous intersection by Mayor . 83 
A A A ET 12 Regulate traffic conducive to ............. 83 
SECCO A of ats, cm aca has yo tess 77 Supervision iby Magor a) sac creeds we ere ae 83 
Signalling (see Turning, starting: and signal- Violation: and. penalty). vvv as 83 
ling) 
Signals by hand and arm or signal devices .. 77 Trailer (see also Semi-trailer) 
Soliciting rides ............. eese reus. 78 ERES d dormis v se Id oor IR. e 71 
Special mobile equipment, defined ......... 2° alter coach, defined... it eee 71 
Speed and traffic regulations 
Ed of vernice "P 2 N o MER 2 TRAILER COACHES, PARKS AND LOTS 
mergency vehicle, speed .............. : 
Minimum speed regulations ............ 73 Sess RAT NER ane RT 204 
AAA A DH od en 73 Tales coach 263 
Obedience to police officers ............ 72 aere 0 E ote ela VR NUM 263 
Use way atrects andialleya „nn. nn DONE Co ots s iu 
OA E RELIC e CEA aoa kus ligule dee a core 73 Teatlor: Park 
Speed resirichons 2626s e eee eee eee ene 72 Application for trailer park permit ...... 264 
Truck speed limits ...oooooooooo.mooo.. 72 Construction or operation, illegal ...... 264 
Speed restrictions... «sere nnn nn 72 Ree far parking permit: ate ae ee 264 
sula hui oe St aa a e RA AU ans 73 InspechUUL ol BRE AO «ribs scite ud 266 
Starting (see Turning, starting and signalling) Permit for trailer park 
EALER PAE EEA veincle 2. lcxmtnhmh me 77 Application requirements ............ 264 
A A PA AAA 17 Display toli permit ia aaa 265 
Alley or private driveway ............. 77 Duration ot permit. «v vues ada 265 
Entering stop intersections ............ 79 Feetfor A in exi. ss rer 265 
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TRAILER COACHES, PARKS AND LOTS — 


(continued) 
Issuance by City Clerk ..........+.+..+ 265 
Requirements for permit ..........+.. 265 
Revocation of permit .............+.. 266 
Suspension of permit .......«........ 266 

Registration of occupants ............ 265 
Trailers 

Additions or attachments ..........+...++ 266 

Allowing illegal parking ......+....+.+..+.+ 263 

Application for permit to park outside 

traler par pe o ea 57s ON atte 263 

Fee for parking permit ...........+..+.. 264 

Parking ilegal ........ «o rrr 263 

Permit to park outside trailer park, applica- 

OTTO C 264 
Duranon a oia aie co Oe, 265 
Fee for parking permit ............+ 265 
Issued by City Manager ...........+.+.+. 264 
On dwelling or business premises over 
14 consecutive days .............- 263 
On dwelling or business premises over 
14 days in any 90 day period ... 263,264 
On vacant oN eae e e tras ta ons 264 
Trailer lot (see Trailer coaches, parke and lots) 
Trailer park (see Trailer coaches, parks and 
lots) 
Train (see Railroad) 
Tramps) 9.51519: nee = a 02] sene Wale totes seein yy 243 
TRANSIENT MERCHANTS AND ITINERANT 
VENDORS 
Application for license -..........--+-=+--> 185 
City Clerk ai li T 185 
Debnition” le sahen Bee 185 
Eees eae CLO Oe aaah ir CETT OIRO Ore ODO £97 185 
License 

Application for. i. se 2... wade tala Ede Ns ia e 185 

Feesy for: iaa rs aos lado des ola crs) a wine 185 
Violation and penalty. o. «s oe wie ole ep an“ 185 

Trap (see Plumbing traps) 

Treasurer (see City Treasurer) 

TREES 
City Council -a oleada alla raja talado enn oo 213 
Gıty Manager OO OO e OU qo QU QS 213 
Injuring in cemetery—misdemeanor ....... 237 
Injuring in park—misdemeanor .......... 237 
Planting don streets) ola Peli toile M 213 
Removal €... ti Ra EROR US fe ee S tenet ete 213 
Rules and regulations by City Plan Commis- 

BIO creo ee E VRR AS Pn 213 
DUMME © CV Ote sige) release Un ev TORNO T DTE 213 
Violation and penalties) citys u pe ee 213 

TRESPASS AND ANNOYANCE 
Animals (see Animals) 
Annoyance prohibited ............ 0... 243 
Inconvenience prohibited ................ 243 
Property, private and public ......... 236,243 
Tresphss oprobipitérl ina hd» a 243 
Violation and penalties ,...... A na 243 
Truck 
Loading and unloading prohibited .......... 81 
Speed is CORTOS LIS o INSERT la 72 
Turning and starting, signalling ............ 77 


THE ORDINANCES OF THE Criry or Ames, Iowa, 1943 


U turna designated arya eei ale eye ol erwin dene 60 
Underground electric connections ........... 205 
Ungraded milk, sale prohibited ........-....- 250 
Utensils (see Milk; Restaurants) 
Urinals—plumbing 
Floor connection: 2er ap ne cla cus © bless > eit 119 
Flushing devices 7579-2 ed PS 121 
Material cic, oie a xls ule uo ol ANO 123 
Urns, burial (see Cemetery) 
Use Regulations 
ABR District! x vraies a a A 141 
MBO District (2423129 cm x x cas zoo teed FREE 141 
"C District ee 015 rei a teal eee 141,142 
"DE (District, cis pis vs © rrr MID DEA 142 
TE District. nurse EC eS Ac RS 142 
Utilities (see Public utilities) 
Utility poles (see Telegraph, Telephone and 
Electric poles) 
V 
Vagrancy—misdemeanor .......o.oooooo.... 240 
Valves (see Flammable Liquids; Plumbing; 
Waterworks System) 
Varnish—flammable liquids ................ 95 
Vaudeville (see Shows; Entertainments) 
Vaults 
Outdoor vaults prohibited ............... 260 
Street and alley encroachment ............ 209 
Vegetable waste—garbage .............. 247 
Vehicle, motor 
Accidents to unattended vehicle .......... 78 
Beer consumption prohibited in ........... 159 
Control of: s ess “02:22 20 ate ea eae a ees 73 
Defined: ut esc epee EE ERR EE ERE "Aris 
Emergency (see Emergency vehicle) 
Emergency vehicle speed ................ 73 
Fuel storage uma nt o al eee ites 96 
Garbage ‘collection’ ie EET 248 
Interfering with—misdemeanor ........... 237 
Metal tires Or ‘treads: eisite arista eee eae o 80 
Motor carrier routes i.c, a5 cs) 06 sre ehe, 69 
Moving into prohibited area .............. 81 
Operating while intoxicated ............. 81 
Overtaking: encia c eur als eee ee EE 75 
Parked vehicle, defined ................. 72 
Parking long vehicle ....... ... 2.2 sla eee gee 73 
Passengers for hire (see Jitney buses) 
Permit for flammable liquids not required .. 96 
Prohibited on streets co... mano sia ole nts 237 
Starting parked vehicle a. o. m s eie weer als 77 
Traffic patrol officers) iaa pen 83 
Vendors (see Transient merchants) 
Vent (see Flammable Liquids; Plumbing) 
Ventilation of rooms 
Flammable liquids 
Forced i.e. aca DoS 100 
Special storage room ......... eee 99 
Ment: opening. rew ara te e e oa 8 100, 104 
Plumbing 4.55.2. en a ee o Aae e A. 125 
Restaurant. ori T e A 179 
Vessel 
Flammable liquida: 9i. oe NE 95 
Officers may enter Ue oe cr EIS 35,61 
Viaduct, construction plan ................ 39 
Vitamin: D milk, defined? |... a0 una 249 


Voting (see Registration of voters) 


Sy M > 
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W 


Walking, night—misdemeanor .............. 241 
Wall sign 

LEN CUALES. o N ma A 161 

Ce T or RW ON Ole winch eK ee nn ws ache 162 

IEEE ES X IX S Ki X exo CR 162 

alls 

200 CH DA FC Chas i Gm O oie IET 255 

A wi SIRE REINES MEGS? SESLI-K UN 179 

Special storage room for flammable liquids 99 
WARDS 

IM DUM EE wd AR een 21 

ORT ANOS, ad dour wish oS ESSET 21 

BRIN Rtas dls wins. RR Suara 21 

IA N 21 
Warrants (see City Clerk; City Treasurer) 

Waste pipes (see Plumbing) 
Waste water disposal—plumbing ............ 122 
Water 

Cunwhiduhng a ASADOS 2... 9 ecos 260 

For building purposes ..o.omo ccoo. coros. 230 

Milk room plant or dairy barn supply .. 253,255 

Obstruction constituting. a nuisance ....... 259 

Pollution of—misdemeanor .............. 259 

CI Cle SITS) MX NUR as EE. 121 

A A a O 120 

EAT AAN E A ILI 180 

Trader park facilities oo dios sosi 264,265 
Water closet (see also Plumbing) 

AE ET TE ee 260 
Water Committee, Mayor to appoint ........ 26 
Migercunnechonk La a e a 205.225 
WATER DEPARTMENT, RESERVE AND DE- 

PRECIATION 

Conversion of investments ............... 197 

Exnendbtmes from fund aos ea 197 

Fund created 

Authorization to set aside money ....... 197 
Expenditures from fund ............... 197 
STE eT WU OTT Ur IERI E 197 
MENORA Aral Bier cc) (oe wi, yeas ana ne 197 
Ime for conversion ..2.....- 9 nn 197 
Bbledforezxtamibound . 5.22...) 49 
Water heaters—plumbing ................. 123 
Water mains (see Mains) 

Public service connection plans .......... 205 
Water meter 

Interference with, misdemeanor .......... 237 

Manut rate chwrge .. 4-29... ae 199 

Minbecworkw ayateni £u. aere o RE RR 228 
Water pipes (see Pipes) 

VISES Lor "eee TNCCOECEC T TTEPEP 259 


WATER RATES 
Cash deposit determined by City Clerk .... 200 


Consumer may furnish own water meter .. 199 


Approval of City Manager ............ 199 
Failure to keep m repair ssas ear ee ces a 199 
A RC A NN 199 
Testing by water department ........... 199 
AE AAA PP late RON 200 
TT na erahnen PPP 200 
Districts for purpose of billing ........ 199, 200 
CI o oa Ss, oar a Boa, bos 200 
Gross rate applied to delinquent bills ...... 200 
Minimum charge per month .............. 199 


WATER RATES—(continued) 
Owner of premises liable for unpaid bills .. 200 


RA PRO OD LE mans iets Gk Ia ee 199 
OTTER MEPS A A ic: och ÓN 200 
Water softeners—plumbing ................ 133 
Water storage tanks—plumbing ............ 123 


Water superintendent, office discontinued .... 53 
Water supply and distribution (see Water Works 
System) 


Water tank, protection of—plumbing ........ 117 
Water test—plumbing .................... 115 
WATERWORKS SYSTEM INSTALLATION 
Application of rules and regulations ...... 225 
Sikora Mia ma Pere rar.) ha so ire eie Ie UIe Cu ei eon o Daft 221225 
Claims for (damages an aaa aloe avaro aie 227 
Construction requirements 
Cocks 
Barnoraton ea ele con elec ec ce PNIS 229 
[Ov pie oce TO ATO HOO 229 
Opa darte at a orate dis 229 
ray by oat taa EEE creara cave 229 
Excavation and filling ditches 
Chargeiifor backfilling’ 20... coi 230 
Notice of backfilling . 4.2.2.2. ...... 230 
Mains 
Antioritveto uta py dr critica tior E EO C ee 228 
Method Tarta ppn ear te 2v cfe er TON. 228 
Meters 
Ghanging location n omeia e Sol 230 
Maca ticmmoty «v2 10 c AA A 229 
Sewer pipe 
A A ee A aOR | 229 
Material and specification ............ 229 
lapso cation ie tae Cle ar Ou a caua coi 229 
Water for building purposes ............ 230 
Contracts, rules and regulations apply to all 225 
Discontinuance of service ............... 227 
Heestforspermils (409) ee en 225 
Hose and fountains, use suspended ........ 227 
Hydrants 
Openingsand clon ee eed 228 
PONE tii tar II re, 227 
Inspection 
Fixture testa my ae o to 226 
Inspector (see Plumbing Inspector) 
Material and labor for tests ............ 226 
Service pipes and connection tests ....... 226 
Master plumber (see Plumbers) 
Meters 
Ghanging*ob location: on o Samen 230 
Location we netten ara net Wege e ac 229 
ee A BER O OOO TES 0-5 ale 228 
Repairs 
Right of plumber to repair .......... 228 


Service metered to private connection .. 228 
Permit 


NDR TCR ETON re ainda EEE 225 
DIT (3 e CH ria rs e d Dor 226 
uunc LAINE EN a M T 225 
Natürequired (07534: x vi ae Siero 225 
EEE este vierte aei ree da inks eee ene 225 
RKEYOCA CIO oui era aco. 4 DN IRISUNNS EP! o zer leas 226 
cw ioni USE «5 ees cele essen one 225 
Plumbers 
Apprentice 
OIEA opor een ee 225 
ID E renes Lo ce aree ON ORT RETRO HM N HS 111 
Journeyman plumbers 
ENMON 47: A oad fe AR ER 111 
Work done O RA sts ee 114, 225 
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WATERWORKS SYSTEM INSTALLATION— 


(continued) 


Master plumber 
Authority to tap city main ........+.+ 
Charge for backfilling ....»....< 0.0. 
Definition 
Duty to notify inspector 
Notice that excavation ready for back- 
MATI AN OT COUPON ERU Po PER 
Permits issued to 
Righbito repair s v sin ris Tapa RAMIS A aaa 
Shutting off water 
Turning on Water s so REIR) oie ST» ATA 

Plumbing inspector 
Authority 
Certificate of approval ..............+.+. 
Definition 
Notification of 
Right to inspect buildings ............ 
Supervision of work 
Repair of service line and appurtenances ... 
Discontinuance of service 
Noticeital Owner u la tao ee rio Pea EIAS 
Rightyob city to! repasa 
pation. ex ORE ES EDO A eee oui nr eae RAE 
Discontinuance of service 
Rules and regulations, application 
Service charges o ie 
Service connections 
Shutting off water 
Sprinkler systems 
Supply from one connection ............ 
(Rurnixng con water nn ai te stants nner pale 
Violation and penalty 
Work done by licensed journeyman plumb- 


p ain oem pie Swi alia) Bun) Biel 8) a6 BIRIA ee 


CY& I XV se ROT CI wer ORI Te A 


VA aCe Chad CIO 12 YT 


alo al»; a du aie A O Pinna 2150 
e alot okolo a 5070 pra 8886) DD 


«Mata eso fala Vainre— 0 ay o Ve eiue» 
OSONA O OO AMOO m0 1 


© pe le p o vrare lo e asoan jo elisa la u oO 15/78) ala e ru OR 


Weights, false—misdemeanor 
Wells 
Plumbing. ra a iTi or meee ane eg. 
Pollution of 323: i os a dsd 
Street and alley encroachment ............ 
Weapons, carrying—rnisdemeanor ........... 
Wand. shields obstructed s.s sa si: mios ende 
Window peepers—misdemeanor 
Windows 
Milk plant screened in :............... "etn 
Restaurant 
Special storage room 
Storage of flammable liquids under ....... 
Wire screen, non-corrodible—flammable li- 
'  quids storage 
Wired glass required for 
flammable liquids 
Wires 
Antennae and! TALLO v. ri OE TRI 
Injuring telephone, te'egraph and electric 
Street and alley encroachment ............ 
Wrecks, removing x. eive xi pus ake etae Ii tel Sees 


building storing 


Yard drainage—plumbing .............. ess 
Yard hydrants—plumbing ............. eee 
Yards, trespassing upon ss reo een 


ZONING RULES AND REGULATIONS 
Advertising signs in Districts "A", "B", “C”, 

J py and ch) y 
"uos dI iuh EPA dy a chis UTOR DEO 
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ZONING RULES AND REGULATIONS — 


( continued) 
Alteration, structural, defined ............ 137 
Amendmentsito u. we ve Dems oe ee 148 
Amusement enterprises o ms ee sma sea aT 142 
Announcement signs in Districts "A' and 7 
EE a CCP FA or eae eee - 141° 
Appeal to Board of Adjustment .......... 146 - 
Application for permit ,...... ¿00 roo 147 
Attic, ‘defined sity. nera ds a ele ene ete 1373 
Basement; defined roire amera e eee 137 
Block frontage, defined s 0... 2.2.0. ..«.. 137 
Board of Adjustment 
Appeals to' board. 2 . oie CN 146 
Assistance of City Department .......... 146 
Meetings and records or: 2... EE 146 
Membership and appointment .......... 145 
Powers 
Hear and decide appeals ............. 146 
Variance from ordinance ............ 146 
Rules and regulations’... 0... sos ee eee 146 
Secretary of Board i. ws) fu 022 2.20 ee ee 145 
Boarding or lodging house, defined ........ 137 
Use in District SB”. ee. See 141 
Boundaries (see District boundaries, below) 
Building, accessory, defined .............. 138 
Front yard 543... 50 eee 144 
Use iin. District) AU carm VE E 141,146 
Use 3n District WB? . 0 „aan 141,146 
Building, defined 2395.3". othe eee 137 
"Building line, defined |... 2252 252000 138 
Building permit (see Permit, below) 
Building: wall, defined’ -s e ne ae a 138 
Bulletin Boards in District "A" and “B” .... 141 
Bus depot, use in District “DY er 142 
Business and Light Industry District ........ 140 
Cellar; dehined iia 020 eee 138 
Churches 
District VA uean 2. ce cle eee 141 
Front yard mii pies a eee 144 
Side yard 45. os AN EA 145 
Gity Clerk oso cw A 145 
City Council 4... a AE 137 to 149 
City Manager, enforcing officer ........... 145 
City Blan Commission... 148 
Clubs 
District‘. ACC o cece TEN TIERE 141 
Front yard. o 0.2.2.2 0.200 00 see EEE 144 
Side! yard Lira 055 5 la NN 145 
Conflicting: ordinances: ru. DRESSES 149 
Conformance to regulations .............. 140 
Construction under permit .............-.. 147 
Court; defined: doi o EE REA 138 
Curb level; defined... ASIDE 138 
Definitions 
Alley. |. ls. rtr eI ERES 137 
Alteration, ‘structural’ E 137 
ARE 2.2649 weve exh eatin Ale oe ea TES EE 137 
Basement sme conri a et P eNO 137 
Block ‘frontage seess e aos © hie ae eee 137 
Boarding or lodging house ............. 137 
Building. <<... 21000 ao cence es 137 
Actessory: amic e 138 
Line as ee ne IS RETIRER RE = 138 
Wall (4.45 222 ICM te Se 138 
LOTO (ik an ok ST ET Sed: On Uo POCO vrac een 138 
Gürb: level Warn... RE eR Rx IK EISE pla 138 
Dwelling 
Mülti-family x5: REA E e ia SN ERES 138 
Single cta muy $58 voe sse scsi cee 138 
Two family, rete ee SERCO RE 138 
Famille ia ois ati 138 
Fraternity or sorority house ........... 138 
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ZONING RULES AND REGULATIONS — 


(continued) 
Gara 
Pate Aa . s ey VS 138 
A ORE VESTERETETS 138 
QC CO TvCa YPTR A N ER 138 
E. TEA A e 138 
AA ARAS, O orav Weiss m. on 138 


Lodging house (see Boarding house above) 
Lot 


QUID IN E O 138 
A O 139 
E A a A a 138 
GUDTTOV Ru v a A rs 139 
ine 
A AA A 139 
A E a & a, d pw a 139 
A A O 139 
RN 139 
TA ODE Use UTER QE sum nre n is 139 
A III TEE 139 
AI TE t Cini NT RTI TIERSIETE 139 
OLIO GO y a a aw tee ade 139 
A A 139 
o a As a 139 
Street 
Co o AS AA nr 139 
CDT) cee eS Le ES EA oe en 139 
CLA A es E A ara 139 
liuc Ss A A E ei 139 


Structural alteration (see Alteration, struc- 
tural, above) 


Yard 
A AA AA E pr are T CA 139 
one BESAR A ER A 139 
lI e ORUM RW Cu AN lee ET 139 
Ehabact houndanes so cs a aaa ehe na aan 140 
Districts 
RCA as a 140 
“B’—Multiple residence ........ ..... 140 
cal busmess 2. .21.2..-.--2.2..-. 140 
“D"—Business and Light Industry ....... 140 
EEC—HEavy nmdustry NN 140 
Dwelling 
Multedisiuly, denned 2422. aa e 138 
ler A A R Sri xs 141 
muse family, defined. <a iaa 2 2% 138 
IED A 141 
A A AAA eee ee ar 138 
VEA Peg PAN ark RE 141 
A AAA A A ARSS A AN 145 
Entertainments—use in District "D" ...... 142 
Existing non-conforming building .......... 143 
Extension of non-conforming building az 143 
en IA 148 
Cuncnrie A CA NR EL ER P PIT TENE 138 
Farm, truck garden, orchard, wood lots, etc. 
Dm TAG PPERER NEES A A A IE 141 


OEA NO UIENACED SRI 147,148 
Fences, walls and vision clearance 


Corner lot in District A”, SE armies I45 


A e Bi var Qe Vl pias m. "a Used 145 

Variance in literal interpretation ........ 147 
Financial institutions 

CLT Tar, UDP Ary atl Da RN AAA fand aver (nun 142: 
Fire stations, in District "D" .............. 142 
Fraternity or sorority house, defined ...... 138 

Lar habue B. 72.0105, zx AD ae man 141 
Freight and passenger stations ............ 141 

A A TI" 142 
Front yards 

Church, School, library, hospital, etc. .... 144 

A O OT 139 


ZONING RULES AND REGULATIONS — 


(continued) 
BETA iere Gr wikia) ae tek ea ined 143 
DIA a Eee pee CU rv LAT 143 
PITA oe rex ak cathe oie 143 
Exceptions and interpretations ..... 144, 147 
ROnGoB N DUA MEERE A A 143 
Private garage or accessory building ..... 144 


Fuel and building material on storage yards 142 
Garage, private 


PA a See Gee TUE 138 

Erant varde i eee E LV na INN ed 141 

MESA A o. sate E y ve. eae 141 
Garage, public 

PRI A oe EA E e one ir ede CURT 138 

aet DHatrict s DS EA cle nd cere a e 142 


Carages and accessory buildings 
Private garage 


District “A” 


Regulations and interpretations ..... 142 
District "B" and "C" 
Regulations and interpre'ations ..... 142 
Distric ek iy we ando"E usa tote eres 142 
BühlicHgarager zus ol giver ae iste sinu eio hee moa 142 
Variance in literal interpretation ...... 147 
Gasoline station 
A AAN N AAA 138 
eating sacd ap ee ende erate 142 
General regulations 
Building permit required .............. 140 
Conformance to regulations ............ 140 
Carner lotes teta a ct o aa lea aan 140 
A AE AN A RCA E 140 
lotzarsatüiperätamilys a coca. pesado: Sore) epa 140 
HoencipalibinidingN. eese) edet usur favere, ot 140 
Residences permitted... coa aa ae 140 
Mietpermittedi mot ao ae eee DOOR E 140 
Variance in literal interpretation ........ 147 
ET ee BF no o ERAI EPIO. 140 
Heavy industry—use in District "E" ...... 142 
Kiravwyındüstryadistriche 20.9» x a.) rex 140 
Height of building, defined ............... 138 
Hospital and charitable institutions 
resm District B^. LXI. qeu 141 
Hote denned ala ars rre eis coe n wees nee 138 
Presa District D X200. ahs s 142 
Interpretation and purpose .............. 148 
Library 
loire NS BEGIN SEO Ze ud o5 141 
Krone yardi e v ata exer ere al a cde shaban epee 144 
Sidetyard A NOSTRE CE DEO nee ale 145 
Light industry— use in District "D" ........ 142 
Focal business district u... 00000 una ee 140 
MEL IIA RO A OL 141 
Podemerhouse, defined sas eses e a ea ates 137 
MESA A TE e 141 
| Lot 
be Gorner. defined . 22 a ad sels ee 138 
Io e DET n ONE rene ES RO Si 138 
Depth, defined . 02 becaria a dh 139 
Fences, walls and vision clearance ...... 145 
Interna dehned, wi. ce "RIA we) «a lots 139 
Side yard, defined .... 2... rre 139 
Ilhrough, defined 2.0.40...» 2000 HS 139 
Width cde Breda 3 ios isa ee ir lost a Pein co TET 139 
Lot hne, front, defined: s-sa sra eve 139 
¡Lot lime, rear, defined .......- 9r 139 
ot line, sıde defined su... Aeara aca o any 139 
Map: oficio etx aletas a 52 nie MURUS 139 
APA A O e+ ols IN 145 
Milk plant, Use in District "C" .......... 141 


Multiple residence district ............... 140 
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ZONING RULES AND REGULATIONS — 


(continued) 


. Municipal, state or federal building 


Uze nn District Ho 3. a os nia ala 141 
Museum 
DA RO RO RIO nn 141 
AAN o langt E ists 144 
SAA ro A A TO os 145 
: Non-conforming use, defined ............. 139 
Non-conforming uses 
A O AS mn n) e 143 
Extension of non-conforming build- 
RED Ga oe cay eve A PORO OAA 143, 146 
Reconstruction of non-conforming build- 
Peis eo a Re come perc oD 143 
Restoration of unsafe wall or building ... 143 
Nurseries and greenhousees 
Waem District A e tela Bie 141 
Offices, use in 
District O A A rare 141 
District Pl a ed ria leds 142 
(Official map; dehned ss. ee eke iaa oie 139 
Park in 
Dratrict AN ices debe ar ele ea uie rad ag pfe EET 141 
Permits and application therefore 
Applicationttor: permite setts ls sie! aia 147 
Construction under permit ............ 147 
Extension. of permit se aa o canis 148 
Eees 0 sis arts a ais tr delete en 147, 148 
Permit required) 555 een specs 147 
Plans: required" sordo aleros cado nee 147 
Records nn tattoo fate rien inte endete ls 147 
Planstrequired were oo OOO o o A 147 
‚Playground in 
District SA arm as e aie la tens 141 
Porch, open, defined 5 msc vr oh oasis saps 139 
Posterboards in 
District A Bo RIOS IE 143 
Powers of Board of Adjustment ........... 146 
„Printing shops, use in District "D" ....... 142 
¿Public convenience stations—use in District > 
El O O En EUER OS S 142 
ra Ets E SEIS 139 
Perla lace demand ae EE 139 
Büublic#street debned ek oce daa AnS 139 
Purpose of (ordinance „rose es oe. a pl 137 
Rear yards 
Denda er te años ls Sienna 139 
Districts AS. Dana E s. e 144 
Districts “D” and "E" for dwellings ...... 144 
Districts “D” and "E" for hotel and other 
SC Hayy A AA GEE 144 
Exceptions and interpretations ...... 144, 147 
Real estate signs in Districts "A" and "B" .. 141 
Reconstruction of non-conforming building .. 143 
¡Records Of permita nio eta Knabe 147 
Residence. district (occ ici sare lan s xpos) sie ane reis 140 
Restaurants—use in District "D" ......... 142 
. Restoration of unsafe wall or building ..... 143 
. Retail stores or trade shop—use in District 
CAT ANUS A AAA okie 142 
"Schools 
District Ch A Se eM Oris RT 141 
Krantayard ful. atom Tea SOE ters 144 
SADO! Dale a a A A e x 145 
Shark De ev wip ua RA RT ORE Ee 137 
" Side yards 
Church, school, library, hospital, etc. .... 145 
Corner lot in District "A", "B" or "C" .. 145 
Denda a Pax x WL aa 139 
Dutecm candi B^ uon etie RERO 145 
Dutricmo ew var iB IES eA 145 


ZONING RULES AND REGULATIONS — 


( continued) 


Variance in literal interpretation 
Signs, use-in District AV . al wees 
Signs, advertising, poster and bulletin boards 

Advertising signs in District "C" ...,.... 

Announcement signs or Bulletin Boards in 

Districts "A" and "B" 141, 

Posterboard and advertising signs in Dis- 

tucts D sud "Eno. TM eee 

Real estate signs in Districts "A" and "B" 

Variance in literal interpretation ........ 
Social or community center buildings 
Store; retail—use in “C” District 
Story, defined) „rl. sur oe A AAE 
Street front, defined 
Street line, defined 
Street: wall, defined | siv 5.220. 2m b NAE 
Studio—use in District "A" and "D" .. 
Telegraph offices—use in District "D" 
Telephone exchange—use in District "D" 
Use regulations for "A" district 

Accessory ‘buildings -arrio ee 9992 250 

Announcement signs and bulletin boards . 

Churches. cuum» e ONIS be RETE 

Clubs, lodges or community center ...... 

Farm, truck garden, orchard or woodlots . 

Nurseries and greenhouses ............ 

Offices of professional persons 

Park -.Lb ea svete nuns He Ue RIS ee oe eee 

Playground, baoe nas e 

Private garBges seolta auie AS 

Public library or museum 

Real estate signs 

Schopla..".. d. rure che ae IEEE 

Single or two family dwellings 
Use regulations for "B" District 

Boarding or lodging houses 

Fraternity or sorority houses ........... 

Hospitals and charitable institutions 

Multi-family dwellings ................ 

Municipal, state or federal building ...... 

Private garages and accessory buildings .. 
Use regulations for "C" District 

Milk processing: planta CE 4 sere 

Retail store or trade shop 


p s p28 0:0 pis m.s sa suey, Aa ap 


erw! pio = msn Pip » a Ja sw, pase 
e aa o A lb 
“ee ee 9? 9 ee . «o. 


Use regulations for “D” District 
Amusement enterprises 
Bus depots SA CE 
Financial institutions o esasen. oes 
Fire stations and public convenience sta- 
tions! RA O ISTE NS Sas 
Freight and passenger stations 
Gasoline filling stations 
Hotels: sico CURIE INIRE eel 
Light manufacturing or industry 
Offices. . ile sc peer nee ee DNE 
Printing shops 
Public garages 
Restaurants 
Studios, ias Se. o ase ek ose eee 
Telegraph «offices: At tics saul e 
Telephone exchange 
Use regulations for "E" District 
Heavy industry 
Validity: ui aia ao a ne nun Ale E NORTE 
Violations and penalties 
Yard, front 
Yard, rear 


Yard, side 


s0 CA A OO D) 9 m US XN 


SAA AO 


CTN A ASNO eae 
alo a mus, e ms 
Te. a TS (8 76/15 18,5 we (8 Oo) m RARA STAT DOS 

[1 CE XY O OA A (ID AMOR 
9^» os à 90-20 a »' mia 5 9,9 «X» 9 DAA NAO a 
me sie) 6 AL O OFFLINE 


MIE AO. bets ale eee are me 


139, 143, 144, 
139, 144, 
139, 145, 


Bi L3 008 OI GIOCA CY COT SAC PESO 


143 


148 
147 
147 
147 
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